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at  which  it  freezes  ;  and  of  the  wonderful 
Effects  which #re  produced  by  the  Operation 
of  that  Law,  in  the  Economy  of  Nature : 
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Final  Cause  of  the  Saltness  of'the 
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Danger  of  admitting  received  Opinions  in  Philo- 
fophical  Invejligations,  without  Examination.— The 
free  Pqffage  of  Heat,    in  all  Bodies,    in  all 
Directions,  never  yet  called  in  quejlion. — Heat  does 
not,  however,  pafs  in  this  Manner,  in  all  Bodies 
without  Exception.— Air.  and  Water,  and  pro- 
bably all  caber  Fluids,  are*  in  f aft,  Non-con- 
ductors   of    He  at. —Accidental   Difcoveries9 
which  led  to  an  experimental  Invejiigation  of  this 
vol,,  xi.  b  curious 
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with  this  new-invented  In/lrument.—They  lead  to 
an  important  Difcovery. — Heat  cannot  be  propa- 
gated downwards  in  Liquids,  as  long  as  they 
continue  to  be  condenfed  by  Cold. — Ice  found,  by 
Experiment,  to  melt  more  than  eighty  times 
flower,  when  boiling-hot  Water  Jlood  on  its  Surface, 
than  when  the  Ice  wasfuffered  tofwim  on  the  Sur- 
face of  the  hot  Water.— The  melting  of  Ice  by  Watfr  > 
Jlanding  on  its  Surf  ace  cannot  be  accounted for,  even 
on  the  Suppofttion  that  Water  is  a  perfed  Non- 
conductor of  Heat. — According  to  the  a/fumed  Hy- 
pothecs, Water  only  eight  Degrees  of  Fahrenheit's 
Scale  above  the  freezing  Point,  or  at  the  Tempe- 
rature of  40%  ought  to  melt  as  much  Ice,  in  any 
given  Time,  when  Jlanding  on  its  Surface,  as  an 
equal  Volume  of  that  Fluid,  at  any  higher  Tempe- 
rature, even  were  it  boiling- hot. — This  remarkable 
Fad  is  proved  by  a  great  Variety  of  decifive  Ex- 
periments.— Water  at  the  Temperature  of  41  °  is 
found  to  melt  even'uoKZ  Ice,  when  Jlanding  on  its  ' 
Surface,  than  boiling-hot  Water. — The  Refults  pf. 
all  thefe  Experiments  tend  to  prove  that  Water  is, 
in  fad,  a  perfed  Non-c<mdudor  of  Heat ;  or  that 
He4t  is  propagated  in  it,  merely  in  confequence  of 
the  Motions  it  occaftons  among  the  infulated  or  Jo- 
litary  Particles  of  that  Fluid,  which,  among  them- 
felves,  have  no  Communication  or  Intercourfe 
whatever  in  this  Operation.— The  Difcovery  of 
this,  Fad  opens  to  our  View  one  of  the  grandejl 
and  mojl  inter ejling  Scenes  in  the  Economy  of 
Nature.  .  .  .  page  2yz 
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CHAP.    I. 

The  SubjeSl  of  this  EJfay  curious  and  interefiing  in 
a  very  high  degree.— rAll  the  Comforts,  Conve* 
niencies,  and  Luxuries  of  Life,  are  procured  by 
the  AJJiJiance  of  Fire  and  of  Heat. — The  Wq/ie 
of  Fuel  very  great.— Importance  of  the  Economy  of 
Fuel  to  Individuals,  and  to.  the  Public— Means 
ufedfor  ejlimating  the  Amount  of  the  Wafie  of  Fuel. 
— An  Account  ofthefirji  Kitchen  of  the  Houfe  of 
Indujlry  at  Munich  y  and  of  the  Expence  of  Fuel  in 
that  Kitchen,  compared  with  the  Quantity  confumed 
in  the  Kitchens  of  private  Families.— An  Account 
of  fever al  other  Kitchens  conjlrufled  on  various 
Principles  at  Munich,  under  the  Direction  of  the 
Author. — Introduction  to  a  more  fcientific  Invejlu 
gat  ion  of  the  Subjefl  under  conftderation. 

•j^ro  fubjedtof  philofophicai  inquiry,  within  the 
-*^  limits  of  human  inveftigation,  is  more  calcu- 
lated to  excite  admiration,  and  to  awaken  curiofity, 
than  Fire;  and  there  is  certainly  none  more  ex* 
tenfively  ufeful  to  mankind.  It  is  owing,  no  doubt, 
to  our  being  acquainted  with  it  from  our  infancy, 

8  2  that 


4  Of  the  Management  of  Fire^ 

that  we  are  not  more  (truck  with  its  appearance, 
and  more  fenfible  of  the  benefits  we  derive  from  it. 
Almoft  every  comfort  and  convenience  which  man 
by  his  ingenuity  procures  for  himfelf,  is  obtained 
by  its  affiftance ;  and  he  is  not  more  diftinguiflied 
from  the  brute  creation  by  the  ufe  of  fpeech,  than 
by  his  power  over  that  wonderful  agent. 

Having  long  been  accuftomed  to  confider  the 
Management  of  Heat  as  a  matter  of  the  higheft 
importance  to  mankind,  a  habit  of  attending  care- 
fully to  every  circumftance  relative  to  this  intereft- 
ing  fubjeft  that  occasionally  came  under  my  obferv- 
ation,  foon  led  me  to  difcover  how  much  this 
fcience  has  been  negle&ed,  and  how  much  room 
there  is  for  very  eflfential  improvements  in  almoft 
all  thofe  various  operations  in  which  heat  is  em- 
ployed for  the  purpofes  of  human  life. 

The  great  wafte  of  Fuel  in  all  countries  muft  be 
apparent  to  the-onoft  curfory  obferver ;  and  the 
ufes  to  which  Fire  is  employed  are  fo  very  extenfive, 
and  the  expence  for  Fuel  makes  fo  confiderable  an 
article  in  the  lift  of  neceffaries,  that  the  importance 
of  the  fubjed  cannot  be  denied. 

And  with  regard  to  the  Economy  of  Fuel,  it  has 
this  in  particular  to  recommend  it,  that  whatever 
is  faved  by  an  individual,  is  at  the  fame  time  a  po- 
fitive  faving  to  the  whole  community ;  for  the  lefs 
demand  there  is  for  any  article  in  the  market,  the 
lower  will  be  its  price ;  and  as  all  the  fubjefts  of 
ufeful  induftry — all  the  arts  and  manufaftures, 
without  exception,  depend,  direftly  or  indireftly, 
on  operations  in  which  Fire  is  neceffary,  it  is  of 
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much  importance  to  a  manufacturing  and  com- 
mercial country  to  keep  the  price  of  Fuel  as  low  as 
poffible : — Ahd  even  in  countries  where  there  are 
no  manufactures,  and  where  the  inhabitants  fubfift 
entirely  by  agriculture,  if  wood  be  ufed  as  Fuel- 
as  the  proportion  of  woodland  to  arable  mud  de- 
pend in  a  great  meafure  on  the  confumption  of  fire* 
wood,  any  faving  of  Fuel  will  be  attended  with  a 
proportional  diminution  of  the  forefts  referred  for 
fire-wood,-~confequently,  with  an  increafe  of  the 
lands  under  cultivation, — with  an  increafe  of  inha- 
bitants,— and  of.  national  wealth,  ftrength,  and 
profperity. 

But  what  renders  this  fubjeft  peculiarly  intereft- 
ing,  is  the  great  relief  to  the  poor  in  all  countries, 
and  particularly  in  all  cold  climates,  and  in  all  great 
cities  in  every  climate,  that  would  refult  from  any 
confiderable  diminution  of  the  price  of  Fuel,  or 
from  any  fimple  contrivance  by  which  a  fmaller 
quantity  of  this  neceffary  artide  than  they  now  are 
obliged  to  employ  to  make  themfelves  comfortable, 
might  be  made  to  perform  the  fame  fervices.  Thofe 
who  have  never  been  expofed  to  the  inclemencies  of 
the  feafons,— who  have  never  been  eye-witneffes  to 
the  fufferings  of  the  poor  in  their  miferable  habita- 
tions, pinched  with  cold  and  ftarving  w{th  hunger* 
— can  form  no  idea  of  the  importance  tp  them 
of  the  fubjedt  which  I  propofe  to  treat  in, this 
Effay. 

To  all  thofe  who  take  pleafure  in  doing  good  to 
mankind  by  promoting  ufeful  knowledge,  and  faci- 
litating the  means  of  procuring  the  comforts  and 
**3  conv*- 
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conveniences  of  life,  thefe  inveftigations  cannot  but 
be  very  interefting. 

Though  it  is  generally  acknowledged  that  there 
is  a  great  wafte  of  Fuel  in  all  countries,  arifing  from 
ignorance  and  careleflhefs  in  the  management  of 
Fire,  yet  few, — very  few,  I  believe,— are  aware  of 
the  real  amount  of  this  wafte. 

From  the  refult  of  all  my  inquiries  upon  this 
fubjeQ:,  I  have  been  led  to  conclude,  that  not  lefs 
thin  feven-eightbs  of  the  heat  generated,  or  which, 
with  proper  management,  might  be  generated,  from 
the  Fuel  a&ually  confumed,  is  carried  up  into  the 
atmofphere  with  the  fmoke,  and  totally  loft.  And 
this  opinion  has  not  been  formed  haftily ;  on  the 
contrary,  it  is  the  refult  of  much  attentive  obferv- 
ation,  and  of  many  experiments.  But,  in  a  matter 
of  fo  much  importance,  I  feel  it  to  be  my  duty  not 
merely  to  give  the  Public  my  opinions,  but  to  lay  be- 
fore them  the  grounds  upon  which  thofe  opinions 
have  been  founded ;  in  order  that  every  one  may 
judge  for  himfelf  of  the  certainty,  or  probability,  of 
my  dedu&ions. 

It  would  not  be  difficult,  merely  from  a  confider- 
ation  of  the  nature  of  iieat, — of  the  manner  in 
which  it  is  generated  in  the  combuftion  of  Fuel, 
and  the  manner  in  which  it  exifts  when  generated, 
— to  fhow  that,  as- the  procefs  of  boiling  is  com- 
monly performed,  there  muft  ofneceffity  be  a  very 
great  lofs  of  heat ;  for  when  the  veffel,  in  which  the 
fluid  to  be  boiled  is  contained,  is  placed  over  an  open 
or  naked  fire,  not  only  by  far  the  greater  part  of 
the  radiant  heat  is  totally  loft,  but  alfo  of  that  which 
•*  •  exifts 
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cadfts  in  the  flame,  fmoke,  and  hot  vapour,  a  yefy 
fmall  proportion  only  enters  the  veffel^  the  reft 
going  off  with  great  rapidity,  by  the  chimney,  into 
the  higher  regions  of  the  atmofphere.  But i  wtthi 
out  infifting  upon  thde  reafoningfc,  (though  they 
are  certainly  incontrovertible,)  I  fliall  endeavour  to 
eftabiifh  the  fads  in  queftion  upon  ftill  mote  folid 
ground — that  of  a&ual  experimeiit. 

In  the  profecution  of  the  experiments  heceflary 
in  this  inveftigation ■>  I  proceeded  in  the  following 
manner  :— As  the  quantity  of  heat  which  any  given 
quantity  of  any  given  kind  of  Fuel  is  capable  of  ge- 
nerating is  not  known,  there  is  no  fixed  flandard 
with  which  the  refult  of:an  experiment  can  become 
pared,  in  order  to  afceriain  exadly  the  proportion  of 
the  heat  faved,  or  ufefully  employed,  to  that  loft : 
Inftead,  therefore,  of  being  able  to  determine  this 
point  dtreftly,  I  was  obliged  to  have  recouffe  to 
approximations.     Inftead  of  determining  the  quan- 
tity of  heat  loft  in  any  given  operation,  I  endea- 
voured to  find  out  with  how  much  lefs  Fuel  the 
fame  operation  might  be  performed*  by  a  more  ad- 
vantageous arrangement  of  the  Fire,  and  difpofition 
of  the  machinery :    And   feveral  extenfive  public 
eftablifhments,  which  have  been  ere&ed  in  Bavaria 
within  thefe  laft  fix  or  feven  years,  under  my  direc- 
tion, by  order  of  His  Mbft  Serene  Highnefs  the 
Elector  Palatine  ;    particularly  an  eftablifli- 
ment  for  the  Poor  of  Munich  (of  which  an  account 
has  been  given  to  the  Public  in  my  Firft  Effay);  and 
the  Eftabtiihment  of  a  PubKc  Academy  for  the  edu- 
cation of  1 80  young  men,  deftined  for  the  fervice 
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of  the  State  in  the  different  civil  and  military  de- 
partments ;— the  economical  arrangement  of  thefe 
eftablifhments  afforded  me  a  molt  favourable  op- 
portunity of  putting  into  pradice  all  my  ideas  re* 
lative  to  the  Management  of  Fire :  and  of  ascertain- 
ing, by  numerous  experiments  made  upon  a  large 
fcale,  and  often  varied  and  repeated,  the  real  im- 
portance of  the  improvements  I  have  introduced. 

That  many  experiments  have  been  actually 
made  fin  thefe  two  eftablifliments,  during  the  feven 
years  they  have  exifted,  will  not  be  doubted  by 
thofe  who  are  informed,  that  the  Kitchen,  or  rather 
the  Fire-place  of  the  kitchen  of  the  Houfe  of  In- 
duftry,  has  been  pulled  down  and  built  entirely 
anew  no  lefs  than  three  times,  and  that  of  the 
Military  Academy  twice,  during  that  period ;  and 
that  the  forms  of  the  boilers,  and  the  internal  con- 
ftru&ion  of  the  fire-places,  have  been  changed  (till 
oftener. 

The  importance  of  the  improvements  in  the  ma- 
nagement of  heat  employed  in 'culinary  operations, 
which  have  refulted  from  thefe  inveftigations,  will 
appear  by  comparing  the  quantity  of  Fuel  now 
actually  ufed  in  thofe  kitchens,  to  that  confumed  in 
performing  the  fame  operations  in  kitchens  on  the 
common  conftru&ion :  And  this  will  at  the  fame 
time  fhow,  in  a  clear  and  fatisfa&ory  manner, 
what  I  propofed  to  prove, — namely,  that  in  all  the 
common  operations  in  which  Fife  is  employed, 
there  is  a  very  great  wafte  of  Fuel. 

The  wafte  of  Fuel  in  boiling  water  or  any  other 
liquid  over  an  open  fire,  in  the  manner  in  which 
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that  procefs  is  commonly  performed,  and  the  great 
faving  of  Fuel  which  will  refult  from  a  more  ad- 
vantageous difpofition  and  management  of  the  Fire, 
will  be  evident  from  the  refults  of  the  following 
Experiments,  all  of  which  were  made  by  myfelf,and 
with  the  utmoft  care. 


Experiment^  No.  I. 

A  copper  boiler  belonging  to  the  kitchen  of  the 
Military  Academy  in  Munich,  22  Rhinland  inches 
in  diameter  above,  19  J  inches  in  diameter  below, 
and  24  inches  in  depth,  and  which  weighed  50  lbs. 
weight  of  Bavaria,  (=61.92  lbs.  Avoirdupois,) 
being  fixed  in  its  fire-place,  was  filled  with  95  Ba- 
varian meafures  (=28  Englifh  wine-gallons)  of 
water,  which  weighed  187  Bavarian  pounds 
(=232.58  lbs.  Avoirdupois);  and  this  water  be- 
ing at  the  temperature  of  58 °  F.  a  fire  was  lighted 
under  the  boiler  with  dry  beech-wood,  and  the 
water  was  made  to  boil,  and  was  continued  bojtting 
two  hours.  •  The  time  employed  and  wood  con- 
fumed  in  this  Experiment  were  as  follows : 

.    •  Time  employed.  Wood  confumed. 

Hours.  Min.  lbs. 

To  make  the  water  boil,     •     -         11  —  11 

.  To  keep  the  water  boiling,    -    -    2    .  o  —  2^ 

Total,  31        —        I3i 
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Experiment \  No.  2. 

The  fame  boiler,  containing  the  fame  quantity 
of  water  at  the  fame  temperature,  being  now  re- 
moved to  the  kitchen  of  a  private  gentleman  in  the 
neighbourhood,  (Baron  de  Schwachheim,  a  bro- 
ther of  the  Commandant  of  the  Academy,)  and 
placed  upon  a  tripod,  a  quantity  of  the  fame  kind 
of  wood  ufed  in  the  former  Experiment  being  pro- 
vided, a  fire  was  lighted  under  it  by  the  gentle* 
man's  cook,  (directions  having  been  given  to  he  as 
fparing  as  poffible  of  Fuel,)  and  it  was  made  to 
boil,  and  continued  boiling  two  hours. 

The  refult  of  the  Experiment  was  as  follows : 

Time  employed.     Wood  confumed. 
Hours.  Min.  lbs. 

To  make  the  water  boil,  1     3 1         —        45 

To  keep  it  boiling,        -        -        20        —        \*jk 
Total,  3     31        —        6ai 

As  in  thefe  two  Experiments  the  fame  boiler  was 
employed; — as  the  quantity  of  water  was  the  fame, 
—as  alfo  its  temperature  at  the  beginning  of  the 
Experiments, — and  as  it  was  made  to  continue 
boiling  during  the  fame  length  of  time,  it  is  evident 
that  the  quantities  of  wood  confumed  (how  the  re- 
lative advantages  of  the  different  methods  employed 
in  the  management  of  the  Fire.  The  difference  of 
thefe  quantities  of  Fuel  is  very  great  (the  one  be- 
ing only  13I:  lbs.  and  the  other  amounting  to  no 
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lefs  than  62!  lbs.)     And  this  (hows  how  very  con- 
fiderable  the  wafteof  Fuel  really  is,  in  the  manner 
in  which  it  is  commonly  employed  for  culinary  pur- 
pofes,   and  how  important  the  favings  are  which 
may  be  made  by  introducing  a  more  advantageous 
arrangement  for  the  management  of  Fire.  But,  great 
as  thefe  favings  may  appear  to  be,  as  fhown  by  the 
refults  pf  the  foregoing  Experiments,  yet  they  are 
in  faft  (till  more  confiderable,  as  will  be  abun- 
clantly  proved  in  the  fequel.     In  the  Experiment, 
'No.  2.  in  which  the  boiler  was  put  over  an  open 
iFire,  great  care  was  tal^en  to  place  the  Fuel  in  the 
mail  advantageous  manner  ;  but,  in  general,  little 
attention  is  paid  to  that  circumftance,  and  the  wafte 
of  Fuel  is  greatly  increafed  by  fuch  negligence :  But 
in  clofed  fireplaces,  upon  a  good  coriftruftion,  a* 
the  proper  place  for  the  Fuel  cannot  be  miftaken, 
and  as  it  is  fixed  and  bounded  on  all  fides  by  a 
wall,  the  ignorance  or  inattention  of  thofe  who 
take  care  of  the  Fire  can  never  he  produ&ive  of 
any  great  wafte  of  Fuel ;   and  this  is  an  advan- 
tage of  no  fmall  importance  attending  thefe  £re- 
places.  *         .         ' 
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Experiment^  No.  3. 

A  large  copper  fauce-pan  or  caferole,  \\\  inches 
in  diameter  above, — io|  in  diameter  below,  and 
32  inches  deep,  containing  4  meafures  of  water, 
weighing  744  lbs.  and  at  the  temperature  of  5 8°  F* 
being  placed  in  its  clofed  fire-place,  and  a  fire  be- 
ing made  under  it  with  fmall  pieces  of  dry  beech- 
wood  cut  in  lengths  of  about  4  inches,  the  water 
was  made  to  boil,  and  was  continued  boiling  two 
hours. 

The  refult  of  the  Experiment  was  as  follows : 

Tiir.e  employed.  Wood  contained. 
Hours,  Min,  lbs. 

To  make  the  water  boil,     -    -      o     1 2  —  1 

To  keep  it  boiling,        --20  —  oj 

Total,  2     i2        —  ij 


Experiment^  No.  4. 

The  fame  fauce-pan,  containing  the  fame  quan- 
tity of  water,  and  at  the  fame  temperature  as  in  the 
laft  Experiment,  was  now  taken  from  its  proper  fire- 
place, and  placed  upon  a  tripod ;  and  a  fire  being 
made  under  it  with  dry  beech-wood,  the  refult  of 
the  Experiment  was  as  follows : 

Time  employed.  Wood  contained. 
Hoort .  Mm.  lbs. 

To  make  the  water  boil,    --028  —      ,6 

To  keep  it  boiling,        --20  —  5* 

Total,  z    28        —        ni 

The 
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The  difference  in  the  refult  of  thefe  two  Expe-  . 
riments  is  nearly  the  fame  as  that  in  the  refults  of 
thofe  before  mentioned,  and  they  all  tend  to  (how, 
that  in  cooking,  or  boiling  over  an  open  fire,  nearly 
Jive  times  as  much  Fuel  is  required,  as  when  the  heaf 
is  confined  in  a  clofed  fire-place,  $nd  its  operation 
properly  directed. 

But  I  muft  again  repeat,  what  I  have  already  ob- 
ferved  with  refpe&  to  the  two  former  Experiments, 
as  the  Experiments  No.  2.  and  No.  4.  were  both 
made  with  the  utmoft  care,  the  refults  of  them, 
compared  with  thofe  which  were  made  with  the 
fame  boilers  placed  in  clofed  fire-places,  can  give  no 
adequate  idea  of  the  real  lofs  of  heat,  and  wafte  of 
Fuel,  which  take  place  in  the  common  operations  of 
cookery. 

From  feveral  eftimates  which  I  have  made  with 
great  care  relative  to  this  fubjeft,  founded  upon 
the  quantity  of  Fuel  a&ually  confumed  in  the 
kitchens  of  feveral  private  families,  compared  with 
the  quantities  of  different  kinds  of  food  prepared 
for  the  table,  it  appears  that  at  lead  nine-tenths  of  * 
the  wood  aftually  confumed  in  common  kitchens, 
where  cooking  is  carried  on  over  an  open  fire, 
might  be  faved,  by  introducing  the  various  im- 
provements I  have  brought  into  ufe  in  the  kitchens 
that  have  been  conftru&ed  under  my  direftions. 

But  it  is  not  alone  in  kitchens,  in  which  cooking 
is  carried  on  over  open  fires,  that  ufeful  alterations 
may  be  made;  kitchens  with  clofed  fire-places,  and 
indeed  all  the  kitchens  that  have  yet  been  con- 
trived, 
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trived,  (as  far  as  my  knowledge  extends,)  are  fuf- 
ceptible  of  great  improvement. 

The  various  improvements  that  may  be  made  in 
mechanical  arrangements  for  the  Economy  of  Fuel* 
\yili  appear  in  a  ftriking  manner  from  a  detail  of  the 
different  alterations  which  have  from  time  to  time 
been  made  in  the  kitchen  of  the  Houfe  of  Induftry  at 
Munich,  and  in  that  of  the  Military  Academy,  and 
of  the  effetts  produced  by  thofe  progreffive  im- 
provements. 

The  Houfe  of  Induftry  being  an  eftablifliment  of 
public  charity,  and  the  number  of  thofe  fed  from 
the  kitchen  amounting  from  iooo  to  i5ooperfons 
daily,  the  Economy  of  Fuel,  in  a  kitchen  upon  fo 
large  a  fcale,  became  an  objeft  of  ferious  confeder- 
ation ;  and  I  attended  to  this  matter  with  peculiar 
pleafure,  as  it  fo  completely  coincided  with  my  fa* 
vourite  philofophical  purfuits. 

The  inveftigation  of  Heat,  and  of  the  laws  of  its 
v  operations,  had  long  occupied  my  attention,  and  I 
had  been  fo  fortunate,  in  the  courfe  of  my  Expert 
ments  upon  that  fubjeft,  as  to  make  fome  difco. 
veries  which  were  thought  worthy  of  being  inferted 
in  the  Philofophical  Tranfa&ions  of  the  Royal  So- 
ciety of  London  ->  and,  for  my  laft  paper  upon  that 
fubjeft,  publifhed  in  the  Tranfa&ions  for  the  year 
1792, 1  had  the  honour  to  receive  the  annual  Me- 
dal of  the  Society.  I  hope  my  mentioning  this 
circumftance  will  not  be  attributed  to  oftentation. 
My  motive  in  doing  it,  is  merely  to  (how,  that  when 
I  undertook  to  make  the  arrangements  of  which  I 

am 
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jam  about  to  give  an  account,  the  fubjed  was  by 
no  means  new  to  me ;  but,  on  the  contrary,  that  I 
was  prepared,  and  in  fome  meafure  qualified,  for 
fuch  inveftigation. 

I  conceive  it  to  be  the  duty  of  thofe  who  propofe 
ufeful  improvements  for  the  benefit  of  mankind, 
not  only  to  merit,  but  alfo  to  do  every  thing  in 
their  power  to -obtain,  the  confidence  of  thofe  ta 
whom  their  propofals  are  fubmitted  ;  and  there  ap- 
pears to  me  to  be  a  much,  greater  degree  of  pride 
and  arrogance  ^ifplayed  by  an  author  in  taking  it 
fir  granted  that  the  world  is  already  fufficiently  ac- 
quainted with  his  merit  and  his  qualifications  to 
treat  the  fubjeft  he  undertakes  to  inveftigate,  than 
in  modeftly  pointing  out  the  grounds  upon  which 
the  confidence  of  the  Public  in  his  knowledge  of  Iris 
fubje£t,  and  in  his  integrity,  may  be  founded. 

But  to  return  from  this  digreffion.  In  the  firft 
arrangement  of  the  kitchen  in  the  Houfe  of  Induftry 
at  Munich,  which  was  finiihed  in  the  beginning  of 
the  year  1790,  eight  large  copper  boilers,  each  ca- 
pable of  containing  about  3S  English  wine  gallons, 
Iwere  placed  in  fuch  a  manner  in  two  rows,  in  a  fo- 
lid  mafs  of  brick-work,  3  feet  high,  9  feet  wide, 
and  1 H  feet  long,  built  in  the  middle  of  the  kitchen* 
that,  from  a  fingle  fire-place,  fituated  at  one  end 
of  this  brick-work,  by  means  of  canals  (furniflied 
jvith  valves  or  dampers)  going  from  it,  through  the 
r  fofid  mafs  of  the  brick- work  to  all  the' different 
boilers,  thefe  boilers  were  all  heated,  and  made  to 
boil  with  one  fingle  fire}    and  though 'none  of 

them 
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them  were  in  attual  contaft  with  the  fire-place,  and 
fome  of  them  were  diftant  from  it  near  15  feet,  yet 
they  were  all  heated  with  great  facility,  and  in  a 
fhort  fpace  of  time,  by  the  heat  which,  upon  open- 
ing the  valves,  (which  were  of  iron,)  was  made  to 
pafs  through  the  canals. 

Each  boiler  having  its  feparate  canal,  and  its  fe- 
parate  valves,  any  Tingle  boiler,  or  any  number  of 
them,  might  be  heated  at  pleafure,  without  heat- 
ing the  reft ;  and  by  opening  the  valves  of  any 
boiler  more  or  lefs,  more  or  lefs  heat,  as  the  oc- 
cafion  required,  might  be  made  to  pafs  under  the 
boiler ; — and  when  no  more  heat  was  wanting  for 
any  of  the  boilers,  or  when  the  fire  was  too  ftrong, 
by  opening  a  particular  valve,  a  communication 
with  zwq/le  canal  was  formed,  by  which  all  the 
heat,  or  any  part  of  it,  at  pleafure,  might  be  made 
to  pafs  off  dire&ly  into  the  chimney,  without  going 
pear  any  of  the  boilers. 

The  Fire  was  regulated  by  a  regifter  in  the  door 
of  the  afh-pit,  by  which  the  air  was  admitted  into 
the  fire-place ;  and,  wh$n  no  more  heat  was  waited, 
the  Fire  was  put  out  by  clofing  this  regifter  en- 
tirely, and  by  clofing  at  th^  fame  time  all  the  valves 
or  dampers  in  the  canals  le£#ng  fronx  the  fire^ 
place. 

The  fire-place  was  of  an  oval  form,  3  feet  long, 
<2  feet  3  inches  wide,  and  about  1 8  inches  high, 
vaulted  above  with  a  double  vault\  4  inches  of  air 
being  left  between  the  two  vaults ;  and  the  Fuel 
was  introduced  into  the  fire-place  by  a  paffage 

clofed 
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clofed  by  a  double  iron  door,  which  door  was  kept 
conftantly  (hut ;— and  the  Fuel  was  burnt  upon  an 
iron  grate ;  the  air  which  fupplied  the  Fire  coming 
up  from  below  the  grate  through  the  afli-pit. 
■  The  lofs  of  heat  in  its  paffage  from  the  fire-place 
to  the  boilers,  was  prevented  by  making  the  canals 
of  communication  double,  one  within  the  other;  the 
internal  canal  by  which  the  heat  pafled,  and  which 
was  5  inches  wide  internally,  and  6  inches  high, 
being  itfelf  placed,  and,  as  it  were,  infulated,  in  a 
canal  ft  ill  larger,  in  fuch  a  manner  that  the  canal 
by  which  the  heat  pafled,  (which  was  conftrufted 
of  very  thin  bricks,  or  rather  tiles,)  was  furrounded 
on  every  fide  with  a  wall,  2  inches  thick,  of  confined 
air.    The  furrounding  canal  being  formed  in  the 
folid  body  of  the  mafs  of  brick-work,  this  arrange- 
ment of  the  double  canals  was  entirely  concealed.  * 
The  double  canals  and  the  double  vault  over  the 
fire-place  were  intended  to  ferve  the  fame  purpofe, 
v  namely,  to  confine  more  effeSually  the  heat,  and  pre- 
vent its  efcape  into  the  mafs  of  brick-work,  and  its 
confequent  lofs. 

Having  found,  in  the  courfe  of  my  experiments, 
that  confined  air  is  the  beft  barrier  *  that  can  be 
oppofed  to  heat,  to  confine  it,  I  endeavoured  to  avail 
myfelf  of  that  difcovery  in  thefe  economical  ar- 
rangements, and  my  attempts  were  not  unfuccefsfuU 
Not  only  the  fire-place  itfelf,  .and  the  canals  of 
communication  between  the  fire-place  and  the  boil- 

9  See  Philofophical  Tram  fa  &  ions,  1792,  £artl. 

•     vol.  11.  c  *  ers. 
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ers,  were  furrounded  by  confined  air,  bat  it  was 
alfo  made  life  of  for  confining  the  heat  in  the  boil- 
ers, and  preventing  its  efcaping  into  the  atmo- 
fphere.  This  was  done  by  making  the  covers  of 
the  boilers  double.  Thefe  covers,  (See  the  figures 
i  and  2,  Plate  I.)  which  were  made  of  tin,  or  rather 
of  thin  iron-plates  tinned,  were  in  the  form  of  a 
hollow  cone  j  the  height  of  the  cone  was  equal  to 
about  one-third  of  its  diameter  ;  and  the  air  which 
it  contained  was  entirely  fliut  up,  the  bottom  of  the 
cone  being  clofed  by  a  circular  plate  or  thin  fheet  of 
tinned  iron.  The  bottom  of  the  cone  was  accu- 
rately fitted  to  the  top  of  the  boiler,  which  it  com- 
pletely clofed  by  means  of  a  rim  about  2  inches 
wide,  which  entered  the  boiler;  which  rim  was 
foldered  to  the  flat  (heet  of  tinned  iron  which 
formed  the  bottom  of*  the  cover.  The  (team,  ge- 
nerated by  the  boiling  liquid,  was  carried  off  by  a 
tube  about  half  an  inch  in  diameter,  which  palled 
through  the  hollow  conical  cover,  and  which  was 
attached  to  the  cover,  both  above  and  below,  with 
folder,  in  fuch  a  manner  that  the  air  with  which 
the  hollow  cone  was  filled,  remained  completely 
confined,  and  cut  off  from  all  communication  with 
the  external  *ir  of  the  atmofphere,  as  wdl  as  with 
the  fteam  it  generated  in  the  boiler. 

In  fome  of  the  covers  I  filled  the  hollow  of  the 
cone  with  fur ;  but  I  did  not  find  that  thefe  were 
fenfibly  better  for  confining  the  heat  than  thofe 
in  which  the  cone  was  filled  (imply  with  air. 

To 
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To  convince  the  numerous  ftrangers,  who  from 
curiofity  vifited  this  kitchen,  df  the  gfeat  advantage 
of  making  ufe  of  double  covers  to  confine  the  heat 
in  the  boilers,  inftead  of  ufing  fingle  covers;  for 
that  purpofe,  a  fingle  cover  was  provided,  which; 
aa  it  was  externally  of  the  fame  form  as  the  others; 
when  it  was  placed  upon  a  boiler,  could  not  be  dit 
tinguifhed  from  them }  but  as  its  bottom  wis  want- 
ing^, and  confequently  there  was  no  confined  air  in- 
terpofed  between  the  hot  fteam  in  the  boiler  and  the 
external  furface  of  the  cover,  on  being  placed  upon 
a  kettle  a&ualfy  boiling,  this  cover  inftantaneoufly 
became  fo  exceedingly  hot  as  actually  to  burn  thofe 
who  ventured  to  touch  it; — while  a  double  cover} 
formed  of  the  fame  materials,  and  placed  hi  the 
fame  fituation,  was  fo  moderately  warm  that  the 
naked  hand  might  be  held  upon  it  for  any  length 
of  time  without  the  ieaft  inconvenience; 

As  it  was  eafy  to  conceive  that  what  was  fo  ex- 
ceedingly hot  as  to  burn  the  hand,  in  an  inftant, 
upon  touching  it,  could  not  fail  to  communicate  i 
great  deal  of  heat  to  the  cold  atmofphere,  which 
continually  lay  upon  it,  this  Experiment  (howed* 
in  a  ftriking  and  convincing  manner,  the  utility  of 
my  double  covers  j  and  I  have  fince  had  the  fatif- 
faftion  to  fee  them  gradually  finding  their  way  iqto 
comjmon  ufe* 

It  is  perhaps  quite  unneceflary  that  I  fhould  in* 

form  my  readers,  that  one  principal  motive  which 

induced  me  to  take  fo  much  pains  in  the  arrange-  < 

ment  of  this  kitchen,  was  a  defire  to  introduce  ufe* 

c  a  fut 
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ful  improvements  relative  to  the  Management  of 
Heat  and  the  Economy  of  Fuel,  into  common  prac- 
tice.    An  eftablifhment  fo  interefting  in  all  re- 
fpe&s,— fo  important  in  its  confequences, — and  fo 
perfedly  new  in  Bavaria,  as  a  public  Houfe  of  In- 
duftry upon  a  liberal  and  extenfive  plan, — where 
alrnoft  every  trade  and  manufacture  is  carried  on 
under  the  fame  roof, — where  the  poor  and  indigent 
of  both  fexes,  and  of  all  Age*,  find  a  comfortable 
afylum,  and  employment  fuited  to  their  ftrength 
and  to  their  talents  ;  and  where  induftry  is  excited, 
not  by  punijhments,  but  by  the  mq/i  liberal  rewards^ 
and  by  the  kindeft  ufage :  Such  an  eftablifhment, 
I  thought,  could  not  fail  to  excite  the  curiofity  of 
the  Public,  and  to  draw  together  a  great  concourfe 
of  vifitors  ;  and  as  this  appeared  to  me  *  favourable 
opportunity  to  draw  the  public  attention  to  ufeful 
improvements,  all  my  meafures  were  taken  accord- 
ingly ;  and  not  only  the  kitchen,  but  alfo  the  bake- 
houfe,— the  ftoves  for   heating    the  rooms,— the 
lamps, — the  various  utenfils  and  machines  made 
ufe  of  in  the  different  manufa&ories, — all  the  differ- 
ent economical  arrangements  and  contrivances  for 
facilitating  the  operations  of  ufeful  induftry,  were 
fo  many  models  exprefsly  made  for  imitation. 

But  in  the  arrangements  relative  to  the  Economy 
of  Fuel,  befides  a  view  to  immediate  public  utility, 
another  motive,  not  much  lefs  powerful,  contri- 
buted to  induce  me  to  pay  all  poffible  attention  to 
the  fubjed;  namely,  a  defire  to  acquire  a  more 
thorough  knowledge  relative  to  the  nature  of  Heat* 

«  and 
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and  of  the  laws  of  its  operations ;  and  with  this 
view  feveral  parts  were  added  to  the  machinery, 
which  I  fufpe&ed  at  the  time  to  be  too  complicated 
to  be  really  ufeful  in  corjimon  practice. 

The  fteam,  for  inftance,  which  arofe  from  the 
boiling  liquids,  inftead  of  being  fuffered  to  efcape 
into  the  atmofphere,  was  carried  up  by  tubes  into 
a  room  immediately  over  the  kitchen,  where  it  was 
made  to  pafs  through  a  fpiral  worm,  placed  in  a 
large  cafk  full  of  cold  water,  and  condenfed,  giv- 
ing out  its  heat  to  the  water  in  the  calk  $  which 
water  thus  warmed,  without  any  new  expence  of 
Fuel,  was  made  ufe  of  the  next  day,  inftead  of  cold 
water,  for  filling  the  boilers.     That  this  water,  fa 
warmed,  might  not  be  cooled  during  the  n%ht,  the 
cafk  that  contained  it  was  put  into  another  cafk  ftitf 
larger ;  and  the  fpace  between  the  two  cafks  waft 
filled  w[ith  wool.    The  cooling  of  the  fteam,  in  it* 
paflage  from  the  boiler  to  the  cafk  where  it  was 
condenfed,  was  prevented  by  warm  coverings  of 
(heep-fkins  with  the  wool  on  them,    by  which 
the    tubes    of  communication,   which    w^re    of 
fin,    were  defended  from   the    cold  air  of    the 
atmofphere. 

By  this  contrivance,  the  heat,  that  would  other- 
wife  have  been  carried  off  by  the  fteam  into  the  at!- 
mofphere  and  totally  loft,  was  arretted  in  its  flighty 
and  brought  back  into  the  boiler,  and  made  to  work 
the  fecond  day,  < 

,  By  other  contrivances,  the  fmoke  alio  was  laid 

under  contribution.    After  it  had  paffed  under  the 

*     -  c  3  boilers, 
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boilers,  and  juft  as  it  was  about  to  efcape  by  the 
chimney,  it  was  flopped ;  and,  by  being  made  to 
pafs  under  a  large  copper  filled  with  cold  water, 
was  deprived  of  the  greater  part  of  the  heat  it  (till 
retained :  And  thinking  it  probable  that  cpnfider«j 
able  advantages  would  be  derived  from  drying  the 
wood  very  thoroughly^  and  even  heating  it,  before 
it  was  made  ufe  of  for  Fuel,  the  fmoke  from  two  of 
the  boilers  w^s  made  to  pafs  under  a  plate  of  iron 
which  formed  the  bottom  of  an  oven,  in  which  the 
wood,  neceffary  for  the  confumption  of  the  kitchen 
for  one  day,  (having  been  previoufly  cut  into  billets 
of  a  proper  fize,)  was  dried  during  24  hours,  pre«? 
vious  to  its  being  ufed. 

In  a  frailer  kitchen,  (adjoining  to  that  I  have 
been  describing,)  which  was  conftru&ed  merely  as 
a  model  for  imitation,  and  which  was  conftantly 
open  for  the  infpeftion  of  the  Public,  five  boilers  of 
different  fize*,  all  heated  by  the  fame  fire,  were 
placed  in  a  fqmicircular  mafs  of  brick-work,  and 
the  fmoke,  after  haying  paffed  under  all  thefe  five 
boilers,  was  made  to  heat,  at  pleafure,  either  an 
oven,  or  water  which  was  contained  in  a  wooden 
cafk  fet  upright  upon  the  brick-work. — A  tube  of 
qqpper,  tinned  on  the  outftde,  which  went  through 
the  cafk,  gave  a  paffage  to  the  fmoke,  and  this  tube 
was  connected  with  the  bottom  of  the  cafk  by 
means  of  a  circular  plate  of  copper  through  which 
<  the  tube  paffed,  which  plate  clofed  a  circqlar  open- 
ing ill  the  bottom  of  the  cafk  fomewhat  larger  in 
diameter  than  i  he  tube. 

"    f  This 


and  the  Economy  of  Fuel.  23 

This  circular  plate  was  nailed  to  the  bottom  of 
the  calk,  and  the  joining  made  water-tight  by  in- 
terpofing  between  the  metallic  plate  and  the  wood 
a  (beet  of  pafteboard ;  and  the  tube  was  fattened 
to  the  plate  with  foldef.  This  tube,  (which  was 
about  (j  inches  in  diameter,)  as  foon  as  it  had 
paffed  the  circular  plate,  and  entered  the  barrel, 
branched  out  into  three  fmaller  tubes,  each  about 
4  inches  in  diameter,  which,  running  parallel  to 
each  other  through  the  whole  length  of  the  calk, 
went  out  of  it  above,  by  three  different  holes  in  the 
upper  head  of  the  calk,  apd  ended  in  a  canal  which 
Idd  to  the  chimney. 

This  tube,  by  which  the  fmoke  paffed  through 
the  calk,  was  branched  out  into  a  number  of 
branches  in  order  to  increafe  the  furface,  by  which 
the  heat  of  the  fmoke  was  communicated  to  the 
water  in  the  cafc.  The  calk  was  fupplied  with  wa- 
ter from  a  refervoir,  placed  in  the  upper  part  of  the 
building,  by  means  of  a  leaden  pipe  of  communica- 
tion from  the  one  to  the  other $  and  the  machinery 
was  fo  contrived,  that,  when  any  water  was  drawn 
out  of  the  cafk  for  ufe,  it  was  immediately  replaced 
from  the  refervoir;  but  as  foon  as  the  water  in  the 
calk  had  regained  its  proper  height,  the  cold  water 
from  the  refervoir  ceafed  to  flow  in  it. 

Nothing.more  generally  excited  the  furprife  and 
curiofity  of  thofe  ^ho  vifited  this  kitchen,  than  to 
fee  water  actually  boiled  in  a  wooden  calk,  and 
drawn  from  it  boiling  hot,  by  a  brafs  cock;  I 
frave  been  the  more  particular .  in  defending  the 
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manner  in  which  this  was  done,  as  I  have  refefbn 
to  think  that  a  contrivance  of  this  kind,  or  feme- 
thing  fimilar  to  it,  might,  in  many  cafes,  be  applied 
to  ufeful  purpofei*  No  contrivance  can  poflibly  be 
invented  by  which  heat  can  be  communicated  to 
fluids  with  fo  little  lofs  ;  and  as  wood  is  not  only 
an  excellent  non-conduftor  of  heat  hfelf,  but  may 
eafily  be  furrounded  by  confined  air,  by  furs  and 
other  like  bodies  which  are  known  to  be  ufeful  in 
confining  heat,  the  lots  of  heat,  by  the  fides  of  a 
containing  veffel  compofed  of  wood,  might  be  al- 
moft  entirely  prevented. 

Why  fhould  not  the  boilers  for  large  {alt-works 
and  breweries,  and  thofe  deftined  for  other  fimilar 
fttoceffes,  in  which  great  quantities  of  water  are 
•heated,  or  evaporated,  be  conftrufted  of  wood, 
with  horizontal  tubes  of  iron  or  copper,  com- 
municating with  the  fire-place,  and  running  through 
them,  for  the  circulation  of  the  fmoke? — But  this 
is  not  the  place  to  enlarge  upon  this  fubjeft ;  I  ftall 
therefore  leave  it  for  the  prefent,  and  return  to  my 
kitchens. 

To  prepare  the  foup  furniflied  to  the  Poor  from 
the  kitchen  of  the  Houfe  of  Induftry,  it  was  found 
neceflary  to  keep  up  the  fire  near  jive  fours,  the 
foup,  in  order  to  its  being  good,  requiring  to  be 
kept  actually  boiling  above  thiee  hours. 
•  The  Fuel  made  ufe  of  in  this  kitchen  was  dry 
beech-wood  ;  a  cord  &f  which,  (or  Moper,  as  it  is 
called,)  5  Englifli  feet  8^  inches  long,  5  feet 
8V*  inches  high,  and  3  feet  iy  inches  wide,  and 
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which  weighed  at  an  average  about  2200  Bavarian 
pounds,  2  (=724  lbs.  Avoirdupois,),  coft  at  an 
average  about  5  J  florins  (r:  9s.  6f  d.  fterling)  in 
the  market. 

)  Of  this  wood  the  daily  confumption,  when 
foup  was  provided  for  1000  perfons,  was  about 
300  lbs.  Bavarian  weight,  or  about  4,  or  more  ex-  . 
a&ly  T'T  of  a  cord  or  klafter;  which  coft  43  creut- 
zers,  (60  creutzers  making  a  florin,)  or  about 
is.  3$ d.  fterling :  And  this  gives  ?V °f a creutzer, 
or  TV  of  a  farthing,  for  the  daily  expence  for  Fuel 
in  cooking  for  each  perfon. 

To  make  an  eftimate  of  the  daily  expence  for 
Fuel  in  cooking  the  fame  quantity  of  the  fame  kind 
of  foup  in  private  kitchens,  we  will  fuppofe  thefa  x 
1 000  perfons,  who  were  fed  from  the  public  kitchen 
pf  the  Houfe  of  Induftry,  to  be  feparated  into  fami- 
lies, of  5  perfons  each. 

This  would  make  juft  200  families;  and  the 
quantity  of  wood  contained  in  the  public  kitchen 
daily  for  feeding  1000  perfons,  (  z=  300  lbs.,)  being 
divided  among  200  families,  gives  1  \  lbs.  of  wood 
for  the  daily  confumption  of  each  family;  and 
according  to  this  eftimate,  1  cord  of  wood,  weigh- 
ing 2  200  lbs.  ought  to  fuffice  for  cooking  for  fuch 
a  family  1466  days,  or  4  years  and  6  days. 

But  upon  the  moft  careful  inquiries  relative  to 
the  real  confumption  of  Fuel  in  private  families  in 
operations  of  cookery,  as  they  are  now  generally 
performed  over  an  open  fire,  I  find  that  5  Bavarian 
pounds  of  good  peas*foup  can  hardly  be  prepared 
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at  a  lefs  expence  of  Fuel  than  15  lbs.  of  dry  beech- 
wood  of  the  beft  quality ;  confequently,  a  cord  of 
fuch  wood,  inftead  of  fufficing  for  preparing  a  foup 
daily  for  a  family  of  5  perfons  for  4  years,  would 
hardly  fufficc  for  fo  long  a  time  as  5  months* 
.  And  hence  it  appears,  that  the  confumprion  of 
Fuel  in  the  kitchens  of  private  families,  is  to  that 
confumed  in  the  firft  kitchen  of  the  Houfe  of  In- 
duftry  at  Munich,  in  preparing  the  fame  quantity  of 
the  fame  kind  of  food,  (peas-foup,)  as  10  to  1  *• 
But  it  mud  be  remembered,  that  this  difference  in 
the  quantities  of  Fuel  expended  is  not  occafioned 
entirely  by  the  difference  between  the  two  methods 
of  managing  the  Fire  ;  for,  exclufive  of  the  effefl: 
produced  by  a  given  arrangement  of  the  machinery, 
—with  the  fame  arrangement,  the  greater  the  quan- 
tity of  food  prepared  at  once,  or  the  larger  the  boil- 
er, (within  certain  limits  however,  as  will  be  feen 
hereafter,)  the  lefs  in  proportion  will  be  the  quan- 
tity of  Fuel  required ;— and  the  faving  of  Fuel 
which  arifes  from  cooking  \jpon  a  large  fcale  is  very 
confidence.    B,ut  I  {hall  take  occafipn  to  treat  this 
part  of  my  fubje$  more  fully  elfewhere. 

The  kitchen  in  the  Houfe  of  Induftry  was  finifhed 
in  the  beginning  of  the  y(3ar  1790.  And  much 
about  the  fame  time,  two  other  public  kitchens 
upon  a  large  fcale  xwere  ere&ed  at  Munich,  under 
my  direftion  j   namely,  the  kitchen  belonging  to 

*  Afterwards,  on  altering  the  kitchen  of  the  Houfe  of  Induftry, 
and  fitting  it  up  on  better  principles,  the  Economy  of  Fuel  was  car- 
ried ftill  farther,  as  will  be  feen  in  the  fequel  ot  this  Efcy. 
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tbc  Military  Academy,  and  that  belonging  to  the 
Military  Hall  (as  it  is  called)  in  the  Englife  garden, 
in  which  building  near  200  military  officers  mefied 
daily  during  the  annual  encampments,— for  which 
purpofe  this  building  was  erefted. 

There  is  likewife  in  the  garden,  (which  is  6  Eng- 
lifh  miles  in  circumference,)  an  irin — a  farm-houfe, 
and  a  large  dairy ;  and  thefe  eftablifhments  gave 
me  an  opportunity  of  conftru&ing  no  lefs  than  four 
other  kitchens ; — namely,  two  for  the  inri,  one  for 
the  ferm-houfe,  and  one  for  the  ufe  of  the  dairy. 
And  the  ufes  for  which  thefe  different  kitchens 
were  defigned,  and  to  which  they  were  applied, 
were  fo  various,  as  not  only  to  include  almoft  every 
procefs  of  cookery,  but  alfo  to  afford  opportunities 
of  performing  the  fame  operations  upon  very  dif- 
ferent fcaies,  and  cohfeqiieritly  of  making  many 
interefting  Experiments  relative  to  the  Management 
of  heat,  and  the  Economy  of  Fuel. 

That  I  did  not  negleft  thefe  opportunities  of  pur- 
fuing,  with  effed,  a  fubjeft  which  had  long  engaged 
my  attention,  and  to  which  I  was  much  attached, 
will  readily  be  believed  by  thofe  who  know  what  ar- 
dour a  curious  fubje&itf  philofophical  inveftigation 
is  capable  of  infpiring  in  an  inquifitive  mind* 

As  the  Experiments  I  have  made,  or  caufed  to 
be  made,  in  the  different  eftablifhments  before  men- 
tioned, during  the  fix  or  feven  years  that  they  have 
exifted,  are  extremely  numerous  j  it  would  take 
up  too  much  time  to  give  an  account  of  them  in 
dejtail ;  I  (hall  therefore  content  myfelf  with  merely 
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noticing  the  general  refults  of  them,  and  mention- 
ing more  particularly  only  fuch  of  them  as  appear 
to  me  to  be  mod  important.  And  in  regard  to  the 
peculiar  conftru&ion  of  the  different  kitchens  above 
mentioned,  as  mod  of  them  have  undergone  many 
alterations,  and  as  no  one  of  them  remains  exaftly 
in  the  fame  ftate  in  which  it  was  firft  conflru&ed, 
I  do  not  think  it  neceffary  to  be  very  particular  in 
my  account  of  them ;  1  fhall  occafionally  mention 
the  principles  on  which  they  were  conftru&ed,  and 
the  faults  I  difcovered  in  them ;  but  when  I  (hall 
come  to  fpeak  of  thofe  improvements  which  have 
flood  the  teft  of  aftual  experience,  and  which  I  can 
recommend  as  being  worthy  of  imitation,  I  fhall 
take  clre  to  be  very  cxaft  and  particular  in  my 
descriptions* 

It  will  not  be  found  very  difficult,  I  fancy,  from 
what  has  been  faid,  to  form  a  pretty  juft  idea  of  the 
conftrtiftion  of  the  kitchen  in  the  Houfe  of  Induflry 
above  described,  even  without  the  help  of  a  plan  or 
drawing  of  it.     That  in.  the  Military  Academy  was 
conftru&ed  upon  a  different  principle :  Inftead  of 
heating  all  the  boilers  from  one  and  the  fame  fire- 
place, almoft  every  boiler  had  its  own  feparate  fire- 
place ;  and  though  the  boilers  were  all  furnifhed 
with  double  covers,  fimilar  to  thofe  made  ufe  of  in 
the  kitchen  of  the  Houfe  of  Induftry,  yet  there  was 
no  attempt  made  to  recover  the  heat  carried  off  by  " 
the  fleam,  but  it  was  fuftered  to  efcape  without  hin- 
drance into  the  atmofphere ;  it  having  been  found, 
by  the  experiments  made  in  the  kitchen  of  the 
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Houfe  of  Induftry,  that  when  the  Fire  is  properly, 
managed,  that  is  to  fay,  when  the  heat  is  but  juft 
fufficient  to  keep  the  liquid  boiling  hot,  or  very 
gently  boiling,  the  quantity  of  fteam  generated  is 
inconfiderable,  and  the  heat  carried  off  by  it  not  ' 
worth  tjhe  trouble  of  faving. 

Each  fire-place  was  furniflied  with  an  iron  gr^te, 
upon  which  the  wood  was  burnt,  and  the  opening 
into  the  fire,  as  well  as  that  which  communicated 
with  the  afli-pkj  had  in  each  its  feparate  iron  door. 

Finding   afterwards  that  the  iron  door  which 
clofed  the  opening  by  which  the  wood  was  intro- 
duced into  the  fire-place,  was  much  heated,  and 
.  confequently  that  it  caufed  a  confiderable  lofs  of 
heat  by  communicating  it  to  the  cold  atmofpher^ 
with  which  it  was  in  contatt  ;   in  order  to  remedy 
this  evil  without  incurring  the  expence  of  double 
doors,  the  iron  door  was  removed,  and  in  its  (lead 
was  placed  a  hollow  cylinder,  or  rather  truncated 
cone,  of   burnt   clay  or   common  earthen  ware, 
which  cone  was  4  inches  long,  6  inches  in  diameter 
internally,  and  8  inches  in  diameter  externally,  at  its 
larger  end  or  bafe;  and  5!  inches  in  diameter  in- 
fernally, and  7 1  inches  in  diameter  externally,  at 
its  fmaller  end :  And  being  firmly  fixed,  with  its 
a^is  in  an  horizontal  pofition,  and  its  larger  end 
or  bafe  outwards,  in  the  middle  of  the  opening 
leading  to  the  fire-place,   and  being  well  united 
with  the  folid  brick-work  by  means  of  mortar,  the 
cavity  of  this  cone  formed  the  opening  by  which 
the  wood  was  introduced  into  the  fire-place.    This 
%  •  .   •  cavity 


36  Of  the  Management  of  F$rtf 

cavity  being  clofcd  with  a  fit  ftopper  of  earthen- 
ware, as  earthen-ware  is  a  noh-condu&or  of  heat, 
or  as  heat  cannot  pafs  through  it  but  with  great 
difficulty,  and  very  flowly,  the  external  furface  of 
this  cone  and  its  ftopper  were  never  much  heated, 
confequently  the  quantity  of  heat  they  could  com- 
municate to  the  atmofphere  was  but  very  trifling. 
This  contrivance  was  afterwards  rendered  much 
more  fimple,  by  fubftituting,  inflead  of  the  hollow 
cone,  a  tile,  10  inches  fquare,  and  about  i\  inches 
thick,  with  a  conical  hole  in  its  center,  6  inches  in 
diameter  externally,  and  5  J  inches  in  diameter 
whhin,  provided  with  a  fit  baked  earthen  ftopper. 
(See  the  figures,  N°  6,  7,  and  8.     Plate  L) 

A  perforated  fquare  tile  is  preferable  to  a  hollow 
cylinder  for  forming  a  paffage  into  the  fire-place, 
not  only  becaufe  it  is  cheaper,  ftronger,  and  more 
durable,  but  alfo  becaufe  it  may,  on  account  of  its 
form,  be  more  eafily  and  more  firmly  fixed  in  its 
place,  and  united  with  the  reft  of  the  brick-work. 

If  proper  moulds  be  provided  for  forming  thefe 
perforated  tiles  and  their  ftoppers,  they  may  be 
afforded  for  a  mere  trifle.  In  Munich  they  are 
made  of  the  very  beft  earth,  by  the  Elector's  pot- 
ter, and  they  coft  no  more  than  24  creutzers,  or 
fomething  lefs  than  gd.  fterling,  for  a  tile  with  its 
ftopper.  I  had  feveral  made  of  fand-ftone  by  a 
ftone-cutter,  but  they  coft  me  1  florin  and  3d 
creutzers,  or  about  2s.  gd.  fterling  each. 

Though  thofe  made  of  ftone  anfwered  perfeftly 
well,  yet  I  found  them  not  better  than  thofe  made 
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of  earthen -ware ;  and  as  thefe  laft  are  much  cheap- 
er, and  I  believe  equally  durable,  they  ought  cer- 
tainly to  be  preferred.  That  the  ftopper  maybe 
made  to  fit  with  accuracy  the  hole  it  is  intended  to 
clofe,  (which  is  neceflary,  as  will  be  feen  hereafter,) 
they  may  be  ground  together  with  fine  fand  moift- 
ened  with  water. 

Senfible,  from  the  beginning,  of  the  great  im- 
portance of  being  abfolutely  mafter  of  the  air  that 
is  admitted  into  the  fire-place  to  feed  the  Fire,  fo  as 
to  be  able  to  admit  more  or  lefs  at  pleafure,  or  to 
exclude  it  entirely;  I  took  care,  in  all  my  fire- 
places, to  clofe  very  exaftly  the  paffage  into  the  a(h- 
pit  by  a  door  carefully  fitted  to  its  frame,  the  air 
being  admitted  through  a  femicircular  opening  fur- 
ttifhed  with  a  regifter  in  the  middle  of  this  door. 
This  contrivance  (which  admits  of  no  further  im- 
provement) is  indifpenfably  neceflary  in  all  well- 
conftruded  fire-places,  great  or  fmall.  (See  the 
Figures  from  Fig;  9  to  Fig,  16.  Plate  II.) 

Having  occafion,  in  the  courfe  of  my  arrange- 
ments, to  make  ufe  of  a  great  number  of  boijers, 
and  often  of  feveral  boilers  of  the  fame  dimensions, 
I  availed  myfelf  of  that  circumftance  to  determine, 
by  aftual  experiments,  the  beft  form  for  boilers,  br 
that  form  which,  with  any  given  capacity,  lhall  be 
beft  adapted  for  faving  FueL 

Two  er  more  boilers  of  the  lame  capacity,  but  of 
different  forms,  conftrudted  of  fheet  copper  of  the 
fame  thick nefs,  were  placed  in  clofed  fire-places, 
conftru&ed  as  nearly  as  poflible  upon   the  fame 

principles, 


1%  Of  the  Management  cf  Rre9 

principles,  and  were  ufed  for  a  length  of  rime  in.  ' 
the  fame  culinary  procefles ;  and  the  quantity  of 
Fuel  cdnfumed  by  each  being  noted,  the  compa- 
rative advantages  of  their  different  forms  were  af- 
certained.  Some  of  thefe  boilers  were  made  deep 
and  narrow ;— others  wide  and  (hallow ; — there 
were  fome  with  fiat  bottoms ;  others  of  a  globular 
form ;  and  others  again  with  their  bottoms  drawn 
inward  like  the  bottom  of  a  common  glafs  bottle* 
The  refults  of  thefe  inquiries  were  very  curious,  and 
led  me  to  a  mod  interefling  difcovery: — They 
taught  me  not  only  what  forms  are  beft  for  boilers ; 
butalfo  (what  is  ftill  more  interefting)  why  one 
form  is  preferable  to  another: — They  gave^  me 
much  new  light  with  refpeft  to  the  manner  in  which 
flame  and  hot  vapour  part  with  their  heat  j  and 
fuggefted  to  me  the  idea  of  a  very  important  im* 
provement  in  the  internal  conftruflion  of  fire- 
places, which  I  have  fince  put  in  pradtice  with  great 
iuccefs. 

But  in  order  to  be  able  to  explain  this  matter  in 
a  clear  and  fatisfattory  manner,  and  to  render  it 
eafier  to  be  underftood  by  thofe  who  have  not  been 
much  converfant  in  inquiries  of  this  kind,  it  will  be 
neceffary  to  go  back  a  little,  and  to  treat  the  fubjeft 
under  confideration  in  a  more  regular  and  fcientific 
manner. 

Though  it  was  not  my  intention  originally  to 
write  an  elementary  treatife  on  Heat,  yet,  as  the  firft 
or  fundamental  principles  of  that  fcience  are  necef- 
fary to  be  known,  in  order  to  eftablifli  upon  folid 
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grounds  the  pra&ical  rules  and  dire&ions  relative 
to  the  Management  of  Heat  which  will;  hereafter  ba 
recommended,  it  will  not,  I  truft,  be  deemed  either 
improper  or  fuperfluous,  to  take  a  more  exteaftvs 
view  of  the  fubje&,  and  to  treat  it  methodically*  &nd 
at  feme  length. 

I  have  perhaps  already  expofed  myfelf  to  cri- 
ticifm,  by  paying  To  little  attention  to  method  ip. 
this  Effay,  as  to  poftpone  fo  long  the  invcftigatiop 
of  the  elementary  principles  of  the  fcience  I  have 
undertaken  to  treat. — It  may  be  thought  that  the 
part  of  the  fubje&  I  am  now  about  to  confider 
fhould  have  preceded  all  other  inveftigation  _; — that 
inftead  of  occupying  the  middle  of  my  book,  it 
ought  to  have  been  difcufled  in  the  Introdu&ion, 
or  at  leaft  to  have  been  treated  in  the  beginning  of 
the  firft  chapter : — But  if  I  have  been  guilty  of  a 
fault  in  the  arrangement  of  my  fubjeft,  it  has  arifen 
not  from  inattention,  but  from  an  error  of  judg- 
ment, Defirous  rather  of  writing  an  vfeful  book, 
than  of  being  the  Author  of  a  fplendid  performance \ 
I  have  not  fcrupled  to  tranfgrefs  the  eftablifhed  rules 
of  elegant  compofition  in  all  cafes  where  I  thought  it 
would  contribute  to  my  main  defign,  public  utility : 
•—And  well  aware  that  my  book,  in  order  to  its 
being  really  ufeful,  muft  be  read  by  many  who  have 
neither  time  nor  patience  to  labour  through  an  ele- 
mentary treatife  upon  To  abftrufe  a  fubjett,  I  have 
endeavoured  to  decoy  my  reader  into  the  fituation 
in  which  I  wifh  him  to  be  placed,  in  order  to  his 
Jiaving  a  complete  view  of  the  profpeft  I  have  pre- 
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pared  for  him,  rather  than  to  force  him  into  it.  If 
I  have  ufed  art  in  doing  this,  he  rauft  forgive  me  ; 
my  defign  was  not  only  innocent,  but  fuch  as  ought 
to  entitle  me  to  his  thanks  and  to  his  efteem.  I 
wiflied  to  entice  him  on  as  far  as  poffible,  without 
letting  him  perceive  the  difficulties  of  the  road ;  and 
now  that  we  have  come  on  together  fo  far,  and  are 
fo  near  our  journey's  end,  I  hope  and  truft  that  he 
will  not  leave  me. — To  proceed  therefore— 
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CHAP.    II. 

Of  the  Generation  of  Heat  in  the  Combustion 
of  Fuel. — Without  knowing  what  Heat  really 
is9  the  Laws  of  its  Aftion  may  be  inve/ligated. — . 
Probability  that  the  Heat  generated  in  the  Combuf 
Hon  of  Fuel  isfurnijhed  by  the  Air9  and  not  by  the 
Fuek<—Effefts  of  blowing  a  Fire  explained. — Of 
Fire-places  in  which  the  Fire  is  made ,  to  blow  itfelf. 
—Of  Airfurnaces. — Thefe  Fire-places  illujlrated 
by  a  Lamp  on  Argand'-r  Principle. — Great  Import-, 
ance  xf  being  able  to  regulate  the  Quantity  of  Air 
which  enters  a  clofed  Fireplace. — Utility  of  Damp- 
ers in  the  Chimnies  of  clofed  Fire-places. — General 
Rules  and  Directions  for  CGnftruQing  clofed  Fire- 
places ;  with  a  full  Explanation  of  the  Principles 
on  which  thefe  Rules  are  founded. 

TX7ITHOUT  entering  into  thofe  abftrufe  and  raoft 
difficult  investigations  refpe&ing  the  Na- 
ture of  Fire,  which  have  employed  the  atten- 
tion and  divided  the  opinions  of  fpeculative  philo- 
fophers  in  all  ages,;— without  even  attempting  to 
determine  whether  there  be  fuch  a  thing  as  an  ig- 
Tieous  fluid,  or  not ;— whether  what  we  call  Heat  be 
occafioned  by  the  accumulation,  or  by  the  increafed 
aftion  of  fuch  a  fluid ; — or  whether  it  arifes  fnerely 
from  an  increafed  motion  in  the  component  par- 
d  2  tides 
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licles  of  the  body  heated,  or  of  fqme  elafti,c  fluid  by 
which  thofe  particles  are  fuppofed  to  be  furround- 
ed,  and  upon  which  they  are  fuppofed  to  aft,  or  by 
which  they  are  fuppofed  to  be  afted  upon : — In 
fhort,  without  bewildering  myfelf  and  my  reader 
in  this  endlefs  labyrinth  of  darknefs  and  uncer- 
tainty, I  fliall  confine  my  inquiries  to  obje&s  more 
ufeful,  and  which  are  clearly  within  the  reach  of 
human  inveftigation ;— namely,  the  difcovery  of 
the  fenfible  properties  of  Heat,  and  of  the  mod 
advantageous  tnethods  of  generating  it,  and  of  di- 
recting it  with  certainty  and  efFeft  in  thofe  various 
proceffes  in  which  it  is  employed  in  the  economy  of 
human  life. 

Though  I  do  jiot  undertake  to  determine  what 
Heat  really  is,  nor  even  to  'offer  any  opinions  or 
conjeftures  relative  to  that  fubjeft  ;  yet  as  Heat  is 
evidently  fomething  capable  of.  being  excited  or 
generated,  increafed  or  accumulated,  meafured 
and  transferred  from  one  body  to  another ;  in  treat- 
ing the  fubjeft,  I  (hall  fpeak  of  it  as  being  gene- 
rated, confined,  directed,  difperfed,  &c;  it  being 
neceffary  to  ufe  thefe  terms  in  order  to  make  myfelf 
underftood. 

Though  it  is  not  known  exaftiy  how  much  Heat 
it  is  poflible  to  produce  in  the  combuftion  of  any 
given  quantity  of  any  given  kind  of  Fuel,  yet  it  is 
more  than  probable  that  the  quantity  depends  in  a 
great  meafure  on  the  Management  of  the  Fire. 
It  i&  likewife  probable— I  might  fay,  certain— that 
the  Heat  produced  is  furniflied,  not  merely  by  the 
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FueU  but  in  a  great  meafure,  if  not  entirely,  by 
the  air  by  which  the  Fire  is  fed  and  fupported* 
It  is  well  known  that  air  is  neceflary  to  combuftion ; 
it  is.  likewife  known  that  the  pure  part  of  common 
atmofpheric  air,  or  that  part  of  it  (amounting  to 
about  7  of  its  whole  volume)  which  alone  is  capable 
of  fupporting  the  combuftion  of  inflammable  bo- 
dies, undergoes  a  remarkable  change,  or  is  a&ually 
decompofed  in  that  piocefs ;  and  as  in  this  decompo- 
fition of  pure  air  a  great  quantity  of  heat  is  known 
to  be  fet  loofe,  or  to  become  redundant,  it  has  beeijt 
fuppofed  by  many,  (and  with  much  appearance  of 
probability,)  that  by  far  the  greater  part,  if  not  all 
the  heat  produced  in  the  combuftion  of  inflammable 
bodies,  is  derived  from  this  fource. 

But  whether  it  be  the  air,  or  the  Fuel,  which  fur- 
nUhes  the  heat,  it  feems  to  be  quite  certain  that  the 
quantity  furniflied  depends  much'  upon  the  Ma- 
nagement of  the  Fire,  and  that  the  quantity  is  greater 
as  the  combuftion  or  decompofition  of  the  Fuel  is 
more  complete.  In  all  probability,  the  decompo- 
fition of  the  air  keepjs  pace  with  the  decompofition 
of  the  Fuel. 

It  is  well  known  that  the  confumption  of  Fuel  i$ 
much  accelerated,  and  the  intenfity  of  the  heat 
augmented,  by  caufing  the  air  by  which  the  com- 
buftion is  excited,  to  flow  into  the  fire-place  in  a 
"  continued  ftream,  and  with  a  certain  degree  of  ve- 
locity. Hence,  blowing  a  fire,  when  the  current  of 
air  is  properly  dire&ed,  and  when  it  is  not  top 
ftrong,  ferves  to  accelerate  the  combuftion,  ahd  to 
ilicreafe  the  heat  j  but  when  the  blaft  is  improperly 
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dire&ed,  it  will  rather  ferve  to  derange  and  to  im- 
pede the  combu  (Hon  than  to  forward  it ;  and  when 
it  is  too  ftrong  it  will  blow  the  Fire  quite  out,  or 
totally  extingiiifh  it.  There  is  no  Fire,  however  in- 
tenfe,  but  may  be  blown  out  by  a  Waft  of  air,  pro- 
vided it  be  fufficiently  ftrong,  and  that  as  infallibly 
as  by  a  ftream  of  cold  water-  Even  gun-powder, 
the  moll:  inflammable  perhaps  of  known  fubftances, 
may  be  aftually  on  fire  at  its  furface,  and  yet  the 
Fire  may  be  blown  out  and  extinguiflied  before  the 
grain  of  powder  has  had  time  to  be  entirely  con- 
fumed. 

This  fad,  however  extraordinary  and  incredible 
it  may  appear,  I  have  proved  by  the  moft  unex- 
ceptionable and  conclufive  experiments  *. 

Fire-places  may  be  fo  conftru&ed  that  the  Fire 
may  be  made  to  blow  itfelf,  or — which  is  the  fame 
thing — to  caufe  a  current  of  air  to  flow  into  the 
Fire  :  And  this  is  an  objeft  to  which  the  greateft 
attention  ought  to  be  paid  in  the  conftruttion  of  all 
fire-places  where  it  is  not  intended  to  make  ufe  of 
^  an  artificial  blaft  from  bellows  for  blowing  the  Fire. 
Furnances  conftru&ed  upon  this  principle  have  been 
called  air-furnaces  \  but  every  fire*place,  and  par- 
ticulary  every  clofed  fire-place,  ought  to  be  an 
air-furnace,  and  that  even  were  it  intended  to  ferve 
only  for  the  fmalleft  fauce-pan,  otherwife  it  cannot 
be  perfeft. 

An  Argand's  lamp  is  a  fire-place  upon  this  con- 
ftruttion  j  for  the  glafs  tube  which  furrounds  the 

*  See  Fhilufophical  Tnmfa&ions  for  tht  year  1797— Part  II. 
Page  28a. 
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Wick  (and  which  diftinguifhes  this  lamp  from  all 
others)  ferves  merely  as  a  blower.  The  circular 
form  of  the  wick  is  not  eifential;  for  by  applying 
a  flatted  glafs  tube  as  a  blower  to  a  lamp  with  a  flat 
or  riband  wick,  it  may  be  made  to  give  as  mtich 
light  as  an  Argand's  lamp ;  or  at  lead  quite  as 
much  in  proportion  to  the  fize  of  the  wick;  and  to 
the  quantity  of  oil  confumed,  as  I  have  found  by 
adual  experiment. 

But  it  is  not  the  light  alone  that  is  increafed  iti 
confequence  of  the  application  of  thefe  blowers  ;— 
the  heat  alfo  is  rendered  much  more  intenfe ;— and 
as  the  heat  of  any  fire  may  be  increafed  by  a  fimilar 
contrivance,  on  that  account  it  is  that  I  have  had 
recourfe  to  thefe  lamps  to  affift  me  in  explaining 
1  the  fubjed  under  confideration.  Jn  thefe  lamps 
the*  fire-place  is  clofed  on  all  fides,  and  the  current 
of  air  which  feeds  the  Fire  rifes  up  perpendicularly 
from  below  the  fire-place  into  the  Fire.  By  fur- 
rounding  the  Fire  on '  all  fides  by  a  wall,  the  cold 
atmofphere  is  prevented  from  rufliing  in  laterally 
from  all  quarters  to  fupply  the  place  of  the  heated 
air  or  vapour,  which,  in  confequence  of  its  in- 
creafed elafticity  from  the  heat,  continually  rifes 
from  the  Fire,  and  this  caufes  the  current  of 
air  below  (the  only  quarter  from  which  it  can 
with  advantage  flow  into  the  Fire)*  to  be  very 
ftrong. 

But  in  order  that  a  fire-place  may  be  perfeft,  it 
Jhould  be  fo  contrived  that  the  combuftion  of  the 
Fuelj  and  the  generation  of  the  heat,  may  occa- 
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fionally  be  accelerated  or  retarded,  without  adding 
to  or  diminifhing  the  quantity  of  Fuel;  and,  when 
the  fire-place  is  clofed,  this  may  eafily  be  done  by 
means  qf  a  regifter  in  the  door  which  clofes  the  pat- 
fage  leading  to  the  afh-pit ; — for,  as  the  rapidity  of 
the  combuftion  depends  upon  the  quantity  of  air 
by  which  the  Fire  is  fed,  by  opening  the  regifter 
more  or  lefs,  more  or  lefs  air  will  be  admitted  into 
the  fire-place,  and  confequently  more  or  lefs  Fuel 
will  be  confumed,  and  more  or  lefs  heat  generated 
in  any  given  time,  though  the  quantity  of  Fuel 
in  the  fire-place  be  attually  much  greater  than 
what  otherwife  would  be  fufficienk— Fig.  9.  (hews 
the  form  of  the  regifter  I  commonly  ufe  for  this 
purpofe. 

In  order  that  this  regifter  may  produce  its  pro- 
per  effeft,  a  valve,  or  a  damper^  as  it  is  commonly 
called,  {hould  be  placed  in  the  chimney  or  canal 
by  which  Ihe  fmoke  is  carried  off ;  which  damper 
fliould  be  opened  more  or  lefs,  as  the  quantity  of 
air  is  greater  or  lefs  which  is  admitted  into  the  fire- 
place. This  regifter  and  this  damper  will.be  found 
very  ufeful  in  another  refpeft,  and  that  is,  in  put- 
ting  out  the  Fire  when  there  is  no  longer  an  occa* 
fionfor  it.;  for,  upon,clofing  them  both  entirely, 
the  Fire  will  be  immediately  extinguifhed,  and  the 
half-confumed  Fuel,  inftead  of  being  fufFered  to 
burn  out  to  no  purpofe,  will  be  faved. 

Nearly  the  fame  eflFe&s  as  are  produced  by  a 
damper  may  be  produced  without  one,  by  caufing 
the  fmoke,  after  it  has  quitted  the  fire-placg,  to 
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dtfand  fever al  feet  below  the  level  of  the  grate  on 
which  the  Fuel  is  burned -7  before  it  k  permitted  to 
go  up  the  chimney. 

\  There  is  another  circumftance  of  much  import- 
ance which  muft  be  attended  to.in  the  conftru£tio» 
of  fire-places;  and  that  is,  the  proper  difpofition  of 
the  Fuel ;  for  in  order  that  the  combuftion  may  go 
on  well,  it  is  neceffary,  not  only  that  the  Fuel  be  in  its 
proper  place,  but  alfa  that  it  be  properly  difpofed  ; 
—that  is  to  fay,  that  the  folid  parts  of  the  Fuel  be 
.  of  a  juft  fize,  and  that  they  be  not  placed  too  near 
each  other,  fo  as  to  prevent  the  free  paffage  of  the 
air  between  them,  nor  too  far  afundef ;  and  if  the 
fire-place  can  be  fo  contrived,  that  folid  pieces  of 
the  inflamed  Fuel,  as  they  go  on  to  be  diminifhed 
in  fize  as  they  burn,  may  naturally  fall  together  in 
the  center  of  the  fire-place  without  any  affiftance,  it 
will  be  a  great  improvement,  as  I  have  found  by 
experience.  'This  may  be  done,  in  fraail  fire-places, 
(and  in.thefe  it  is  more  particularly  neceffary,)  by 
burning  the  Ftfel  upon  a  grate  in  the  form  of  a 
fegment  of  a  hollow  fphere,  or  of  a  difh.  (See  the 
Figures  3  and  4.  Plate  L)  All  thofe  I  now  ufe* 
except  it  be  for  fire-places  which  are  very  lafge, 
are  of  this  form ;  and  where  wood  is  made 
ufe  of  for  Fuel,  it  is  cut  into  fmall  billets  from  4 
to  6  inches  in  length.  Inftead  of  a  grate  of  iron, 
I  have  lately  introduced  grates,  or  rather  hollow 
difhes  or  pans,  of  earthen  ware,  perforated  with  a 
great  number  of  holes  for  giving  a  paflage  to  the 
air. 

Thefe 
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Thefe  perforated  earthen  pans,  which  are  made 
'  very  thick  and  ftrong,  are  incomparably  cheaper 
than  iron  grates  ;  and  judging  from  the  experience 
I  have  had  of  them,  I  am  inclined  to  think  they 
anfwer  even  better  than  the  grates  ;  indeed  it  ap- 
pears to  me  not  difficult  to  affign  a  reafon  why  they 
ought  to  be  better. 

For  large  fire-places  I  have  fometimes  ufed 
grates,  the  bars  of  which  were  common  bricks 
placed  edgewife,  and  thefe  have  been  found  to 
anfwer  very  well. 

As  only  that  fart  of  the  air  which,  entering  the 
fire-place  in  a  proper  manner,  and  in  a  juft  quan- 
tity, and  coming  into  actual  contaft  with  the  burn- 
ing Fuel,  is  decompofed,  contributes  to  the  genera- 
tion of  heat ;  it  is  evident  that  all  the  air  that 
finds  its  way  into  the  fire-place,  and  out  of  it  again, 
without  being  decompofed,  is  a  thief; — that  it  not 
only  contributes  nothing  to  the  heat,  but  being  itfelf 
heated  at  the  espence  of  the  Fire,  and  going  oflf 
hot  into  the  atmofphere  by  the  chfrhney*  occafions 
an  a&ual  lofs  of  heat ;  and  this  lofs  is  often  very 
confiderable,  and  the  prevention  of  it  is  fuch  aa 
object,  that  too  much  attention  cannot  be  paid  to  it 
in  the  conftru&ion  of  fire-places. 

When  the  fire-place  is  clofed  on  all  fides  by  a 
wall,  and  when  the  opening  by  which  the  Fuel  is 
introduced  is  kept  clofed,  no  air  can  prefs  in  late- 
rally, upon  the  Fire;  but  yet,  when  the  grate  is 
larger  than  the  heap  of  burning  Fuel,  which  muft 
often  be  the  cafe,  a  great  quantity  of  air  may  in- 
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finuate  itfelf  by  thie  fides  of  the  grate  into  the  fire- 
place^ without  going  through  the  Fire :  But  when* 
iaftead  of  an  iron  grate*  a  perforated  hollow  earthen 
pan  is  ufed,  by  making  the  bottom  of  the  pan  of  a 
certain  thicknefe,  2, 13,  or  4  inches,  for  inftance, 
and  making  all  the  air-holes-  point  to  one  common 
center,  (to  the  focus  or.center  of  the  Fire,)  this  fur- 
tive entrance  of  cold  air  into  the  fire-place  will,  in 
a  great  meafure,  be  prevented. 

This  evil  may  likewife  be  prevented  when  circu- 
lar hollow  iron  grates  are  ufed,  by  narrowing  the 
fire-place  immediately  under  the  grate,  in  the  form 
of  an  inverted,  truncated,  hollow  cone,  the  open- 
ing or  diameter  of  which  above  being  equal  to  the 
internal  diameter  of  the  circular  rim  of  the  grate, 
and  that  below  (by  which  the  air  rifes  to  enter  the 
fire-place)  about  one-third  of  that  diameter.  (See 
the  Figure  5.  Plate  I.)  This  opening  below, 
through  which  the  air  rifes,  mud  be  immediately 
under  the  centej  of  the  grate,  and  as  near  to  it  as 
poffibjc  ;  care  muft  be  taken,  however,  that  a  fmall 
fpace  be  left  between  the  outfide  or  underfide  of 
the  iron  bars  which  form  the  hollow  grate,  and  the 
infide  furface  of  this  inverted  hollow  cone,  in  order 
that  the  aflies  may  Hide  down  into  the  afh-pit.  Thefe 
dire&ions  are  more  peculiarly  applicable  to  fire- 
places of  a  moderate  fiz^. 

As  to  the  form  and  fize  of  the  afli-pit,  thefe 
ar$  matters  of  perfedl  indifference,  provided,  how- 
ever, that  it  be  large  enough  to  give  a  free  paffage 
to  the  air  neceffary  for  feeding  the  Fire,  and  that 
the  only  paffage  into  it,  by  which  air  can  enter,  is 
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clofed  by  a  good  door  furntfhed  with  a  regiftcr* 
The  neceflity  of  being  completely  mafter  of  the 
paffage,  by  which  the  air  enters  the  fire-place,  has 
already  been  fufficiently  explained. 

It  is  perhaps  unneceffary  for  me  to  obferve,  that 
where  perforated  earthen  pans  are  ufed  inftead  of 
iron  grates,  the  air-holes  in  the  pans  ought  to  be 
rather  fmaller  above  than  below,  in  order  that  they 
may  not  be  choaked  up  by  the  fmall  pieces  of  coat, 
and  the  afhes  which  occafionally  fail  through  them 
into  the  afli-pit. 

One  great  advantage  attending  fire-places  on  the 
conftru&ion  here  propofed,  is,  that  they  ferve 
equally  well  for  every  kind  of  Fuel.  Wood,  pit- 
coal,  char-coal,  turf,  &c.  may  indifferently  be  ufed, 
and  all  of  them  with  the  fame  facility,  and  with  the 
fame  advantages ;  or  any  two,  or  more,  of  thefe 
different  kinds  of  Fuel,  may  be  ufed  at  the  fame 
time  without  the  fraalleft  inconvenience; — or  the 
Fire  having  been  lighted  with  dry  wood,  or  any 
other  very  inflammable  material,  the  heat  may  af- 
terwards be  kept  up  by  cheaper  or  more  ordinary 
Fuel  of  a  more  difficult  and  flow  combuftion.— 
Some  kinds  of  Fuel  will  perhaps  be  found  moft  ad- 
vantageous for  making  the  pot  boil,  and  others 
for  keeping  it  boiling ;  and  a  very  confiderable 
laving  will  probably  be  found  to  refultjrom  paying 
due  attention  to  this  circumftance.  When  the 
fire-place  is  fo  contrived  as  to  ferve  equally  well  for 
all  kinds  of  JFuel,  this  may  be  done  without  the 
leaft  difficulty  or  trouble. 

I  have 
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I  have  juft  fliown,  that  narrowing  that  part  of 
the  fire-place  which  lies  below  the  grate,  ferves  to 
make  the  air  enter  the  fire  in  a  more  advantageous 
manner*  This  conftru&ion  has  another  advan- 
tage, perhaps  ftill  more  important ;  the  heat  which' 
is  projected  downwards  through  the  openings  be* 
tween  the  bars^of  the  grate,  inftead  of  being  per* 
mitted  to  efcape  into  the  afh-pit,  (where  it  would 
be  loft,)  ftriking  againft  the  fides  of  this  inverted 
hollow  cone*  it  is  there  (lopped,  and  afterwards  rifes 
into  the  fire-place  again  with  the  current  of  air 
which  feeds  the  Fire,  or  it  is  immediately  reflefted 
by  this  conical  furface?,  and,  after  two  or  three 
bounds  from  fide  to  fide,  is  thrown  up  againft  the 
bottom  of  the  boiler* 

But  in  order  to  be  able  to  form  a  clear  and 
diftin&  idea  upon  this  fubjeft,  it  is  neceffaryto 
examine  with  care  all  the  circumftances  attending 
the  generation  of  heat  in  the  combuftion  of  in- 
flammable bodies,  and  to  fee  in  what  manner,  or 
under  what  form,  the  heat  generated  manifefts  it- 
felf,  and  how  it  may  be  collefted,  accumulated, 
confined,  and  directed. 

This  opens  a  wide  field  for  philofophical  inquiry ; 
but  as  thefe  inveftigations  are  not  only  curious  and 
entertaining,  but  alfo  ufeful  and  important  in  a 
high  degree,  I  truft  my  reader  will  pardon  me  for 
requefting  his  particular  attention  while  I  endeavour 
to  do  juftice  to  this  moft  interefting,  but,  at  the 
fame  time,  moil  abftrufe  and  moft  difficult  part  of 
the  fubjeft  I  have  undertaken  to  treat. 

The 
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The  heat  generated  in  the  combuftion  of  Fuel 
manifefts  itfelf  in  two  ways ;  namely,  in  the  hot  va* 
pour  which  rifes  from  the  Fire,  with  which  it  may 
be  faid  to  be  combined,  and  in  the  calorific  rays 
which  are  thrown  off  from  the  Fire  in  all  direc- 
tions,— Thefe  rays  may,  with  greater  propriety,  be 
faid  to  be  calorific,  or  capable  of  generating  beat,  in 
any  body  by  which  they  are  flopped,  than  to  be 
called  hot  ;.for  when  they  pafs  freely  through  any 
medium,  (as  through  a  mafs  of  air,  for  inftance,) 
they  are  not  found  to  communicate  any  heat  what- 
ever to  fuch  medium  ;  neither  do  they  appear  to 
excite  any  confiderable  degree  of  heat  in  bodies 
fron*  whofe  furfaces  they  are  reflected ;  and  in  thefe 
Tefpe&s  they  bear  a  manifeft  refemblance  to  the  rays 
emitted  by  the  fun. 

What  proportion  this  radiant  beat  (if  I  may  be 
allowed  to  ufe  fo  inaccurate  an  expreflion)  bears  tQ 
that  which  goes  off  from  burning  bodies  inthefmoke 
and  heated  vapour,  is' not  exactly  known;  it  is  cer- 
tain, however,  that  the  quantity  of  heat  which  goes 
off  in  the  heated  elaftic  fluids,  vifible  and  invifible, . 
which  rife  from  a  Fire,  is  much  greater  than  that 
which  all  the  calorific  rays  united  would  be  capable 
of  producing.  But  though  the  quantity  of  radiant 
heat  is  lefs  than  that  exifting  as  fenfible  Heat  in  the 
hot  vapour,  (and  which,  for  the  fake  of  diflin&ion, 
may  be  called  combined  heat  *,)  the"  former  is  ftill 
much  too  confiderable  to  be  negledted. 

#  It  is  evident  that  by  the  expreflion  hereufed  u  combinid  Heat"  I  do 
not  mean  what  has  been  called  latent  Heat.   ■ 

That 
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That  the  heat  generated,  or  excited,  by  the 
calorific  rays  which  proceed  from  burning  bodies, 
is  in  fa&  confiderable,  is  evident  from  the  heat 
which  is  felt  in  a  room  warmed  by  a  chimney 
Fire;  for  as  all  the  heat,  combined  with  the 
fmoke  and  hot  vapour,  goes  up  the  chimney, 
it  is  certain  that  the  increafe  of  heat  in  the  room, 
occasioned  by  the  Fire,  is  entirely  bowing  to  the 
calorific  rays  thrown  into  it  from  the  burning 
Fuel. 

The  aftivity  of  thefe  rays  may  be  fhown  in 
various  ways,  but  in  no  way  in  a  more  (hiking 
manner  than  by  the  following  fimple  Experiment : 
When  the  Fire  burns  bright  uponT  the  hearth,  let 
the  arm  be  extended  in  a  ftraight  line  towards  the 
center  of  the  Fire,  with  the  hand  open,  and  all  the 
fingers  extended  and  pointing  to  the  Fire.  If  the 
hand  is  not  nearer  the  Fire  than  the  diftance  of 
two  or  three  yards,  except  the  Fire  be  very  large 
indeed,  the  heat  will  be  fcarcely  perceptible;  but 
if,  without  moving  the  arm,  the  wrift  be  bent  up- 
wards fo  as  to  prefent  the  infide  or  flat  of  the  hand 
perpendicular  to  the  Fire,  the  heat  will  not-only  be 
very  fenfibly  felt,  but,  if  the  Fire  be  large,  and  if  it 
burns  clears  and  bright,  it  will  be  found  to  be  fo 
intenfe  as  to  be  quite  infupportable. 

It  is  not,  however,  burning  bodies  alone  that 
emit  calorific  rays.  All  bodies,— thofe  which  are 
fixed  and  incombuftible,  as  well  as  thofe  which  are 
inflammable,— fluids  as  well  as  folids, — are  found 
to  throw  off  thefe  rays  in  great  abundance, .  as  foon 
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as  they  are  heated  to  that  degree  which  is  neceflary 
to  their  becoming  luminous  in  the  dark,  or  till  they 
are  red-hot. 

Bodies  even  that  are  heated  to  a  lefs  degree  than 
that  which  is  neceflary  to  their  emitting  vifible  light, 
fend  off  calorific  rays  in  all  directions.  This  is  a 
matter  of  faft,  that  has  been  proved  by  experi- 
ment* Do  all  bodies,  at  all  temperatures,— freez- 
ing mercury  as  well  as  melting  iron,— continually 
emit  thefe  rays  in  greater  or  lefs  quantities,  or  with 
greater  or  lefs  velocities  ?— Are  bodies  cooled  in 
confequence  of  their  emitting  thefe  rays?— Do 
thefe  calorific  rays  always  generate  heat,  even  when 
the  body,  by  which  they  are  flopped  or  abforbed, 
is  hotter  than  that  from  which  the  rays  proceed- 
ed ?-— But  1  forget  that  I  promifed  not  to  involve 
myfelf  in  abftrufe  fpeculation. — To  return  then:— 
Whatever  may  be  the  nature  of  the  rays  emitted 
by  burning  Fuel,  as  one  of  their  knovm  properties  is 
to  (generate  heat,  they  ought  certainly  to  be  very 
particularly  attended  to  in  every  arrangement  in 
which  {he  Economy  of  Heat,  or  of  Fuel,  is  a  prin- 
cipal objett  in  view. 

As  thefe  calorific  rays  generate  heat  in  the  body 
by  which  they  are  Jiopped  or  abforbed,  and  not  in  the 
medium  through  which  they  pafs,  it  is  neceflary  to 
difpofe  thofe  bodies  which  are  defigned  for  flopping 
them,  in  fuch  a  manner  that  they  may  eafily  and 
neceffarily  communicate  the  heat  they  thus  acquire 
to  the  body  upon  which  it  is  intended  that  it  fhould 
operate. 

The 
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The  clofed  fire-places  which  I  have  recommend- 
ed, and  which  will  hereafter  be  more  particularly 
defcribed,  will  anfwer  this  purpofe  completely. 
The  Fire  being  clofed  in  thefe  fire-places  on  every 
fide,  as  well  below  the  grate  as  laterally,  and  in 
fliort  every  where,  except  where  the  bottom  of  the 
boiler  prefents  itfelf  to  the  Fire,  none  of  thefe  rays 
can  poffibly  efcape ;  and  as  the  materials  of  which 
the  fire-place  is  conftru&ed,  (bri.cks  and  mortar,) 
are  bad  conductors  of  heat,  but  a  fmall  part  of  the 
heat  generated  in  the  combuftion  of  the  Fuel  will 
be  abforbed  and  tranfmitted  by  them  into  the  inte- 
rior parts  of  the  wall,  there  to  be  difperfed  and 
loft.  But  the  confining  of  heat  is  a  matter  of  fuf- 
ficient  importance  to  deferve  being  treated  in  a  fe- 
parate  Chapter. 
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CHAP.    in. 

Of  the  Means  of  confining  Heat,  and  direct- 
ing its  Operations*. — Of  Conductors  and  Non- 
conductors of  Heat. — Common  Atmofpheric  Air  a 
good  Non-conduftor  of  Heat,  and  may  be  employed 
with  great  Advantage  for  confining  it — is  employed 
by  Nature  for  that  Purpofe%  in  many  In/lances — is 
the  principal  Caufe  of  the  Warmth  of  Natural  and 
Artificial  Clothing — is  thefole  Caufe  of  the  Warmth 
of  Double  Windows.— Great  Utility  of  Double 
Windows  and  Double  Walls — they  are  equally  ufe- 
ful  in  Hot  Countries  as  in  Cold.— 'All.  Elastic 
Fluids  Non-conduftors  of  Heat. — Steam  proved 
by  Experiment  to  be  a  Non-conductor  of  HeaU— 
Flame  is  alfo  a  Non-conduftor  of  Heat. 

rpHAT  Heat  paffes  more  freely  through  fome 
-*  bodies  than  through  others,  is  a  fad  weB 
known ;  but  the  caufe  of  this  difference  in  the  con- 
ducting powers  of  bodies  with  refpeft  to  Heat,  has 
not  yet  been  difcovered. 

The  utility  of  giving  a  wooden  handle  to  a  tea- 
pot or  coffee-pot  of  metal,  or  of  covering  its  metallic 
handle  with  leather,  or  with  wood,  is  well  known: 
But  the  difference  in  the  conducting  powers  of  va- 
rious bodies  with  regard  to  Heat,  may  be  (hewn  by 
a  great  number  of  very  fimple  experiments } — fuch 
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as  are  in  the  power  of  every  one  to  make  at  all 
tithes  and  in  all  places,  and  alfflbft  without  either 
trouble  or  eipehce. 

If  an  iron  nail,  and  a  pin  of  wood,  of  the  fame 
form  and  dimenfions,  be  held  fucceffively  in  the 
flartie  of  a  candle,  the  difference  in  the  conducing 
powers  of  the  metal  and  of  wood  will  manifeft  it- 
felf  in  a  manner  in  which  there  will  be  no  room 
left  for  doubt.  As  foon  as  the  end  of  the  nail, 
.which  is  expofed  in  the  flame  of  the  candle,  begins 
to  be  heated,  the  other  end  of  it  will  grow  fo  hot  as 
to  render  it  impoffible  to  hold  it  in  the  hand  with* 
out  being  burnt ;  but  the  wood  may  be  held  any 
length  of  time  in  the  fame  fituation  without  the  leaft 
inconvenience ;  and,  even  after  it  has  taken  fire, 
it  may  be  held  till  it  is  almoft  entirely  confumed; 
for  the  uninflamed  wood  will  not  grow  hot,  and, 
till  the  flame  a&ually  comes  in  cbntaft  with  the 
fingers,  they  will  not  be  burnt.  If  a  fmall  flip  or 
tube  of  glafs  be  held  in  the  flame  of  the  candle  in 
the  fame  manner,  the  end  of  the  glafs  by  which  it 
is  held  will  be  found  to  be  more  heated  than  the 
wood,  but  incomparably  lefs  fo  than  the  pin  or  nail 
of  metal ; — and  among  all  the  various  bodies  that 
can  be  tried  in  this  manner,  no  two  of  them  will 
be  found  to  give  £  paflage  to  Heat  through  their 
fubftailces  with  exactly  the  lame  degree  of  faci- 
lity *. 

To 

•  To  (how  the  relative  conducing  power  of  the  different  metafi, 
Do&or  Ingenhouz  contrived  a  very  pretty  experiment.     He  took 
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To  confine  Heat  is  nothing  more  than  to  prevent 
its  efcape  out  of  the  hot  body  in  which  it  exifts, 
and  in  which  it  is  required  to  be  retained ;  and  this 
can  only  be  done  by  furrounding  the  hot  body  by 
fome  covering  compofed  of  a  fubftance  through 
which  Heat  cannot  pafs,  or  through  which  it  pafles 
with  great  difficulty.  If  a  covering  could  be  found 
perfectly  impervious  to  Heat,  there  is  reafon  to  be- 
lieve that  a  hot  body,  completely  furrounded  by  it, 
would  remaii*  hot  for  ever ;  but  we  are  acquainted 
with  no  fuch  fubftance j  nor  is  it  probable  that  any 
fuch  exifts. 

Thofe  bodies  in  which  Heat  paffes  freely  or  ra- 
pidly, are  called  Conductors  of  Heat ;  thofe  in  which 
it  makes  its  way  with  great  difficulty,  or  very  flow- 
ly,  Non-conduflcrs,  or  bad  Conductors  of  Heat*  The 
epithets,  good,  bad,  indifferent,  excellent,  &c.  are 
applied  indifferently  to  eondu6tors9  and  to  non-con- 
duftors.  A  good  conductor,  for  inftance,  is  one  in 
which  Heat  pafles  very  freely  j  a  good  non-con- 
duftor  is  one  in  which  it  pafles  with  great  difficulty; 
and  an  indifferent  conductor  may  likewife  be  called, 
without  any  impropriety,  an  indifferent  non- con- 
ductor. 


equal  cylinders  of  the  different  metals,  (being  ftrait  pieces  of  ftout 
wire,  drawn  through  the  feme  hole,  and  of  the  feme  length,)  and 
dipping  them  into  melted  wax,  covered  them  with  a  thin  coating  of 
the  wax.  He  then  held  one  end  of  each  of  thefe  cylinders  in  boiling 
water,  and  obferved  how  far  the  coating  of  wax  was  melted  by  the 
Heat  communicated  through  the  metal,  and  with  what  celerity  the- 
JHeat  pailed. 

Thofe 
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TKofe  bodies  which  are  the  worft  condu&ors,  or  * 
rather  the  beft  non-condu&ors  of  Heat,  are  befl 
adapted  for  forming  coverings  for  confining  Heat. 

All  the  metals  are  remarkably  good  condu&ors 
of  Heat ; — wood,  and  iiv  general  all  light,  dry,  and 
fpungy  bodies,  arenon-condu&ors :  Glafs,  though 
a  very  hard  and  compact  body,  is  a  non-condu&or. 
Mercury,  water,  and  liquids  of  all  kinds,  are  con- 
ductors ;  but  air,  and  in  general  all  elaftic  fluids, 
Jieam  even  not  excepted,  are  non-conduftors. 

Some  experiments  which  I  have  lately  made,  and 
which  have  not  yet  been  publifhed,  have  induced 
me  to  fufpeft  that  water,  mercury,  and  all  other 
non-elaftic  fluids,  do  not  permit  Heat  to  pafs 
through  them  from  particle  to  particle,  as  it  un- 
doubtedly paffes  through  folid  bodies,  but  that 
their  apparent  conducing  powers  depend  eflen-j 
tially  upon  the  extreme  mobility  of  their  parts  ;  in 
(hort,  that  they  rather  tranfport  Heat  than  allow  it 
a  paffage.  But  I  will  not  anticipate  a  fubjeft  which 
I  propofe  to  treat  more  fully  at  fome  future 
period. 

The  conducing  power  of  any  folid  body  in  one 
folid  mafs,  is  much  greater  than  that  of  the  fame 
body  reduced  to  a  powder,  or  divided  into  many 
fmaller  pieces :  An  iron  bar,  or  an  iron  plate,  for 
inftance,  is  a  much  better  conduftor  of  Heat  than 
iron  filings  ;  and  faw-duft  is  a  better  non-condu&or 
than  wood.  Dry  wood-aflies  is  a  better  hon-con- 
dueler  than  either  ;  and  very  dry  charcoal  reduced 
to  a  fine  powder  is  one  of  the  beft  non-condu£tors 
known  j  and  as  charcoal  is  perfeftly  incombuftibls 
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when  confined  in  a  fpace  where  frefli  air  can  hate 
no  accefs,  it  is  admirably  well  calculated  for  forming 
a  barrier  for  confining  Heat,  where  the  Heat  to  bt 
confined  is  intenfe. 

But  among  all  the  various  fubftances  of  which 
coverings  may  be  formed  for  confining  Heat,  none 
can  be  employed  with  greater  advantage  than  com- 
mon atmofpheric  air.  It  is  what  Nature  employs 
for  that  purpofe;  and  we  cannot  do  better  than  to 
imitate  her. 

The  warmth  of  the  wool  and  fur  of  beads,  and 
of  the  feathers  of  birds,  is  undoubtedly  owing  to, 
the  air  in  their  interfaces ;  which  air,  being 
ftrongly  attrafted  by  thefe  fubftances,  is  con- 
fined, and  forms  a  barrier  which  not  only  prevents 
the  cold  winds  from  approaching  the  body  of  the 
animal,  but  which  oppofes  an  almoft  infurmount- 
able  obftacje  to  the  efcape  of  the  Heat  pf  the  animal 
into  the  atmofphere.  And  in  the  fame  manner  the 
air  in  fnow  ferves  to  preferve  the  Heat  of  the  earth 
in  winter.  The  warmth  of  all  kinds  of  artificial 
clothing  may  be  fhown  to  depend  on  the  fame 
caufe ;  and  were  this  circumftance  more  generally 
known,  and  more  attended  to,  very  important  im- 
provements in  the  Management  of  Heat  coyld  n^t 
fail  to  refult  from  it.  A  great  part  of  our  lives  i<s 
fpent  ip  guarding  ourfelves  againft  the  extremes  of 
heat  and  of  cold,  and  in  operations  in  which  the 
ufe  of  Fire  is  indifpenfable ;  and  yet  how  little 
progrefs  has  been  made  in  that  moft  yfeful  and 
moft  important  of  the  arts,— the  Management  of 
Heat! 

Double 
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Double  windows  have  been  in  ufe  many  years  in 
moil  of  the  northern  parts  of  Europe,  and  their 
great  utility,  in  rendering  the  houfes  furniflied  with 
them  warm  and  comfortable  in  winter,  is  univer* 
My  acknowledged,— but  I  have  never  heard  that 
any  body  has  thought  of  employing  them  in  hot 
countries  to  keep  their  apartments  cool  in  fum- 
mer ; — yet  how  eafy  and  natural  is  this  application 
of  fo  fimple  and  fo  ufeful  an  invention! — If  a 
double  window  can  prevent  the  heat  which  is  in  a 
room  from  paffing  out  of  it9  one  would  imagine  it 
could  require  no  great  effort  of  genius  to  difcover 
that  it  would  be  equally  efficacious  for  preventing 
the  Heat  without  from  coming  in.  But  natural  as 
this  conclusion  may  appear,  I  believe  it  has  never 
yet  occurred  to  any  body  ;  at  leaft  I  am  quite  cer- 
tain that  I  have  never  feen  a  double  window  either 
in  Italy,  or  in  any  other  hot  country  I  have  had  od- 
cafion  to  vifit  *. 

But  the  utility  of  double  windows  and  double 
walls,  in  hot  as  well  as  in  cold  countries,  is  a  mat- 
ter of  fo  much  importance  that  I  (hall  take  occafion 
to  treat  it  more  fully  in  another  place.  In  the 
mean  time,  I  fliali  only  obferve  here,  that  it  is  the 
confined  air  (hut  up  between  the  two  windows,  and 
not  the  double  glafs  plates,  that  renders  the  paffage 

*  When  double  windows  are  ufed  in  hot  countries,  to  keep  dwell- 
ing-houfes  cool,  great  care  muft  be  taken  to  fcrecn'tho'e  windows 
from  the  fun's  direct  rays,  and  even  from  the  ftrong  light  of  day, 
other  wife  they  will  produce  effects  direclly  contrary  to  thofe  intended. 
This  may  eafily  be  done,  either  by  Venetian  blinds  or  by  awnings. 
In  all  cafes  where  rooms  ate  to  be  kept  coo)  in  hot  weather,  the 
Jefs  light  that  is  permitted  to  enter  thejn,  the  cooler  they  will  be. 
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of  Heat  through  them  fo  difficult.  Were  it  owing 
to  the  increafed  thicknefs  of  the  glafs,  a  fingle  pane 
of  glafs  twice  as  thick  would  anfwer  the  fame  pur- 
pofe ;  but  the  increafed  thicknefs  of  the  glafs  of 
which  a  window  is  formed,  is  not  found  to  have  any 
fenfible  effeft  in  rendering  a  room  warmer. 

But  air  is  not  only  a  non-condu&or  of  Heat,  but 
its  non-condu&ing  power  may  be  greatly  increafed. 
To  be  able  to  form  a  juft  idea  of  the  manner  in 
which  air  may  be  rendered  a  worfe  condu&or  of 
Heat,  or,  which  is  the  fame  thing,  a  better  non- 
conductor of  it  than  it  is  in  its  natural  unconfincd 
ftate,  it  will  be  neceffary  to  confider  the  manner  in 
which  Heat  paffes  through  air.     Now  it  appears, 
from  the  refult  of  a  number  of  experiments  which* 
I  made  with  a  view  to  the  investigation  of  this  fub- 
je£t,  and  which  are  published  in  a  Paper  read  ber 
Jfore  the  Royal  Society  *,  that  though  the  particles 
of  air,  each  particle  for  itfelf  can  receive  Heat  from 
ether  bodies*  or  communicate  it  to  them,  yet  there  is 
no  communication  of  Heat  between  one  particle  of 
air  and  another  particle  of  air.     And  from  hence  it 
follows,  that  though  air  may,  and  certainly  does, 
carry  eff  Heat,  and  tranfport  it  from  one  place,  or 
from  one  body  to  another,  yet  a  mafs  of  air  in  a 
quiefcent  ftate,  or  with  all  its  particles  at  reft,  could 
it  remain  in  thatjlate* — would  be  totally  impervious 
.  to  Heat j  or  fuch  a  mafs  of  air  would  be  a  perfeft 
non-condu£tor. 

Now  if  heat  paffes  in  a  mafs  of  air  merely  in  con- 
fequence  of  the  motion  it  occafions  in  that  air,— if 

•  See  the  Philofophical  Tranfaclitns,  1791. 

it 
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it  be  tranfportedy—not  ftcffered  to  pafs,—\i\  that  cafe, 
it  is  clear,  that  whatever  tan  obftru&  and  impede 
the  internal  motion  of  the  air,  muft  tend  to  dimi- 
nifti  its  conducting  power :  And  this  I  have  found 
to  be  the  cafe  in  fa&.  I  found  that  a  certain  quan- 
tity of  Heat  which  was  able  to  make  its  way  through 
?  wall,  or  rather  a  fheet  of  confined  air  {  an  inch 
thick  in  94  minutes,  required  2 1\  minutes  to  make 
its  way  through  the  fame  wall,  when  the  internal 
motion  of  this  air  was  impeded  by  mixing  with  if 
T*T  part  of  its  bulk  of  eider-down, — of  very  fine  fur, 
pr  of  fine  filk,  as  fpun  by  the  worm. 

But  in  mixing  bodies  with  air,  in  order  to  im- 
pede its  internal  motion,  and  render  it  more  fit  for 
confining  Heat,  foch  bodies  only  muft  be  chofen  as 
are  themfelves  non-condu&ors  of  Heat,  otherwife 
they  will  do  more  harm  than  good,  as  I  have  found 
by  experience.  When,  inftead  of  making  ufe  of 
eider-down,  fur,  or  fine  filk,  for  impeding  the  inter- 
pal  motion  of  the  confined  air,  I  ufed  an  equal 
yolume  of  exceedingly  fine  filver-wire  flatted,  (be- 
ing the  ravellings  of  gold  or  filver  lace,)  the  paflage 
pf  the  Heat  through  the  barrier,  fo  far  from  being 
impeded,  was  remarkably  facilitated  by  this  addi- 
tion ;  the  Heat  pafling  through  this  compound  of 
air  and  fine  threads  of  metal  much  fooner  than  it 
would  have  made  its  way  through  the  air  alone. 

Another  circumftance  to  be  attended  to  in  the 
choice  of  a  fubftance  to  be  mixed  with*  air,  in  order 
to  form  a  covering  or  barrier  for  confining  Heat,  is 
the  finenefs  or  fubtiKty  of  its  parts ;  for  the  finer 

they 
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they  are,  the  greater  will  be  their  furface  in  propor- 
tion to  their  folidity,  and  the  more  will  they  impede 
the  motions  of  the  particles  of  the  air.  Coarfe 
horfe-hair  would  be  found  to  anfwer  much  worfe 
for  this  purpofe  than  the  fine  fur  of  a  beaver* 
though  it  is  not  probable  that  there  is  any  effential 
difference  in  the  chymical  properties  of  thofe  two 
kinds  of  hair. 

But  it  is  not  only  the  finenefs  of  the  parts  of  a 
fubftance,  and  its  being  a  non-condu&or,  which 
render  it  proper  to  be  employed  in  the  formation 
of  covering  to  confine  Heat ;— there  is  ftill  another 
property,  more  occult,  which  feems  to  have  great 
influence  in  rendering  fome  fubftances  better  fitted 
for  this  ufe  than  others ;  and  this  is  a  certain  at- 
traction which  fubfifts  between  certain  bodies  and 
air.  The  obftinacy  with  which  air  adheres  to  the 
fine  fur  of  beads  and  to  the  feathers  of  birds,  is 
well  known ;  and  it  may  eafily  be  proved  that  this 
attra&ion  muft  aflift  very  powerfully  in  preventing 
the  motion  of  the  air  concealed  in  the  interftices  of 
thofe  fubftances,  and  confequently  in  impeding  the 
paffage  of  Heat  through  them. 

Perhaps  there  may  be  another  ftill  mpre  hidden 
caufe  which  renders  one  fubftance  better  than  an- 
other for  confining  Heat.  I  have  fhown  by  a  dire£fc 
and  unexceptionable  Experiment,  that  Heat  can 
pafs  through  the  Torricellian  vacuum*,  though 
,  with  rather  more  difficulty  than  in  air  (the  con- 

*  See  my  Experiments  on  Heat,  published   in  the  Philosophical 
Tranfa&ions,  vol.  lx*vi. 
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du£Ung  power  of  air  being  to  that  of  a  Torricel- 
lian vacuum  as  ioqo  to  604,  or  as  10  to  6,  very 
yearly)  ;  but  if  Heat  can  pafs  where  there  is  no  air, 
it  muft  in  that  cafe  pafs  by  a  medium  more  fubtile 
than  air ;  a  medium  which  mod  probably  per- 
vades  all  folid  bodies  with  the  greatefl  facility,  and 
which  muft  certainly  pervade  either  the  glafs  or  the' 
mercury  employed  in  making  a  Torricellian  va- 
cuum. 

Now,  if  there  exifts  a  medium  more  fubtile  than 
air,  by  which  Heat  may  be  conducted,  is  it  not  pof- 
fible  that  there  may  exift  a  certain  affinity  between 
that  medium  and  fenfible  bodies  ?  a  certain  attrac- 
tion or  cohefioji  by  means  of  which  bodies  in  gene- 
ral, or  fome  kinds  of  bodies  in  particular,  may, 
fome  how  or  other,  impede  this  medium  in  its  ope- 
rations in  conducting  or  tranfporting  Heat  from  one 
place  to  another  ?  It  appeared  from  the  refult  of 
feveral  of  my  Experiments,  of  which  I  have  given 
pn  account  in  detail  in  my  paper  before  mentioned, 
publilhedin  the  year  1786  in  the  Lxxvith  VoL  of 
the  Phijofophical  Tranfa&ions,  that  the  conducing 
power  of  a  Torricellian  vacuum  is  to  that  of  air  a* 
£04  to  ippo: — but  I  found  by  a  fubfequent  Ex,- 
periment,  (fee  my  fecond  Paper  on  Heat,  publilhed 
in  the  Philofophipal  Transactions  for  the  year 
1792,) — that  ss  parts,  in  bulk  of  air,  with  1  part 
of  fine  raw  filk,  formed  a  covering  for  confining 
Heat,  the  conducing  power  of  which  was  to  that 
pf  air  as  576  to  1284  ;  or  as  448  to  1000.  Now, 
from  the  refult  of  this  laft-mentioned  Experiment, 

it 
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it  fhould  feem  that  the  introdu&ion  into  the  fpace 
through  which  the  Heat  paffed,  of  fo  fmall  a  quan- 
tity of  raw  filk  as  TV  part  of  the  volume,  or  capa- 
city of  that  fpace,  rendered  that  fpace  (which  now 
contained  55  parts  of  air  and  1  part  of  filk)  more 
impervious  to  Heat  than  even  a  Torricellian  va- 
cuum.— The  filk  muft  therefore  not   only  have 
completely  deftroyed  the  conducting  power  of  the 
air,  but  muft  alfo  at  the  fame  time  have  very  fend* 
bly  impaired  that  of  the  etherial  fluid  which  pro- 
bably occupies  the  interftices  of  air,  and   which 
ferves  to  conduft  Heat-  through  a  Torricellian   va- 
cuum: For  a  Torricellian  vacuum  was  a  better 
conductor  of  Heat,  than  this  medium,  in  the  pro- 
portion of  604  to  448.     But  I  forbear  to  enlarge 
upon  this  fubjeft,  being  fenfible  of  the  danger  of 
reafoning  upon  the  properties  of  a  fluid  whofe  ex- 
iftence  even  is  doubtful;    and   feeling  that    our 
knowledge  of  the  nature  of  Heat,  and  of  the  man- 
ner in  which  it  is  communicated  from  one  body  to 
another,  is  much  too  imperfed  and  obfcure  to  en- 
able us  to  porfue  thefe  fpeculations  with  any  pro- 
fpeft  of  fuccefs  or  advantage. 

Whatever  may  be  the  manner  in  which  Heat  is 
communicated  from  one  body  to  another,  I  think  it 
has  been  fufficiently  proved  that  it  paffes  with  great 
difficulty  through  confined  air ;  and  the  knowledge 
of  this  fa&  is  very  important,  as  it  enables  us  to 
take  our  meafures  with  certainty  and  with  facility 
for  cdnfining  Heat,  and  dire&ing  its  operations  to 
ufeful  purpofes. 

But 
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But  atmofpheric  air  is  not  the  only  non-eondu£tor 
of  Heat,  All  kinds  of  air,  artificial  as  well  as  na- 
tural, and  in  general  all  elaftic  fluids,  Jleam  not 
excepted,  feera  to  poffefs  this  property  in  as  high  a 
degree  of  perfection  as  atmofpheric  air. 

That  (team  is  not  a  conductor  of  Heat,  I  proved 
by  the  following  Experiment :    A  large   globular 
bottle  being  provided,  of  very  thin  and  very  tranf. 
parent  glafs,  with  a  narrow  neck,  and  its  bottom 
drawn  inward  fo  as  to  form  a  hollow  hemifphere 
about  6  inches  in  diameter ;  this  bottle,  which  was 
about  8  inches  in  diameter  externally,  being  filled 
with  cold  water,,  was  placed  in  a  fhallow  difh,  or 
rather  plate,  about  10  inches  in  diameter,  with  a 
flat  bottom  formed  of  very  thin  flieet  brafs,  and 
raifed  upon  a  tripod,  and  which  contained  a  fmall 
quantity  (about  TV°f  an  inch  in  depth)  of  water  j 
a  fpirit  lamp  being  then  placed  under  the  middle  of 
this  plate,  in  a  very  few  minutes  the  water  in  the 
plate  began  to  boil,  and  the  hollow  formed  by  the 
bottom  of  the  bottle  was  filled  with  clouds  of  ft  earn, 
which,  after  circulating  in  it  with  furprifing  ra- 
pidity 4  or  5  minutes,  and  after  forcing  out  a  good 
deal  of  air  from  under  the  bottle,  began  gradually 
to  clear  up.     At  the  end  of  8  or  io  minutes  (when, 
as  I  fuppofed,  the  air  remaining  with  the  fteam  in 
the  hollow  cavity  formed  by  the  bottom  of  the 
bottle,  had  acquired  nearly  the  fame  temperature 
as  that  of  the  fteam)  thefe  clouds  totally  difap- 
peared ;  and,  though  the  water  continued  to  boil 
with  the  utmoft  violence,  the  contents  of  this  hol- 
low 
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low  cavity  became  fo  perfe&ly  invifible,  and  fa 
little  appearance  was  there  of  fteam,  that,  had  H 
not  been  for  the  dreams  of  water  which  were  con- 
tinually running  down  its  (ides,  I  fhould  almoft 
have  been  tempted  to  doubt  whether  any  fteam  was 
a&ually  generated. 

Upon  lifting  up  for  an  inftant  one  fide  of  the 
bottle,  and  letting  in  a  fmall  quantity  of  cold  air, 
the  clouds  inftantly  returned,  and  continued  circus 
lating  feveral  minutes  with  great  rapidity,  and  then 
gradually  difappeared  as  before.  This  Experiment 
was  repeated  feveral  times,  and  always  with  the 
fame  refult ;  the  fteam  always  becoming  vifible 
when  cold  air  was  mixed  with  it,  and  afterwards 
recovering  its  tranfparency  when,  part  of  this  air 
being  expelled,  that  which  remained  had  acquired 
the  temperature  of  the  fteam. 

Finding  that  cold  air  introduced  under  the  bottle 
caufed  the  fteam  to  be  partially  condenfed,  and 
clouds  to  be  formed,  I  was  defirous  of  feeing  what 
vifible  effe&s  would  be  produced  by  introducing  a 
cold  folid  body  under  the  bottle.  I  imagined  that 
if  fteam  was  a  condu&or  of  Heat,  fome  part  of  the 
Heat  in  the  fteam  pafling  out  of  it  into  the  cold 
body,  clouds  would  of  courfe  be  formed ;  but  I 
thought  if  fteam  was  a  non-condufior  of  Heat, — 
that  is  to  fay,  if  one  particle  of  fteam  could  not  com* 
tiiunicate  any  part  of  its  Heat  to  its  neighbouring  par* 
tides,  in  that  cafe,  as  the  cold  body  could  only 
afFeft  the  particles  of  fteam  a  finally  in  contaft  with 
it j  no  cloud  would  appear  j  and  the  refult  of  the 

Expe* 
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Experiment  (hewed  that  fteam  is  in  fadfc  a  non-con- 
duftor  vf  Heat ;  for,  notwithftanding  the  cold  body 
ufed  in  this  Experiment  was  very  large  and  very 
cold,  being  a  folid  lump  of  ice  nearly  as  large  as 
an  hen's  egg,  placed  in  the  middle  of  the  hollow 
cavity  under  the  bottle,  upon  a  fmall  tripod  or 
ftand  made  of  iron  wire  \  yet  as  foon  as  the  clouds 
which  were  formed  in  confequeijce  of  the  unavoid- 
able introdu&ion  of  cold  air  in  lifting  up  the  bottle 
to  introduce  the  ice,  were  diffipated,  which  foon 
happened,  the  fteam  became  fo  perfe&Iy  tranfparent 
and  invifible,  that  not  the  fmalleji  appearance  of 
4loudinefs  was  to  befeen  any  where,  not  even  about 
the  ice,  which,  as  it  went  on  to  melt,  appeared  as 
clear  and  as  tranfparent  as  a  piece  of  the  fined  rock 
cryftal. 

This  Experiment,  which  I  firft  made  at  Florence, 
in  the  month  of  November  1793,  was  repeated 
feveral  times  in  the  prefence  of  Lord  Palmerfton, 
who  was  then  at  Florence,  and  Monf.  de  Fontana  *. 

In 

*  The  bottle  made  ufe.of  in  this  Experiment,  though  it  appeared 
very  large  externally,  contained  but  a  very  fmall  quantity  of  water, 
owing  to  its  bottom  being  very  much  drawn  inwards.  As  the  hoi" 
low  cavity  under  the  bottle  of  the  bottle  (whichi  as  I  juft  obferved, 
was  nearly  in  the  form  of  a  hemifpherc#  and  6  inches  in  diameter) 
ferved  as  a  receiver  for  confining  the  fteam  which  rofe  from  the 
boiling  water  in  the  plate,  it  may  perhaps  be  imagined  that  a  common 
glafs  receiver  in  the  form  of  a  bell,  ftich  as  are  ufed  in  Pneumaticai 
Experiment*,  might  anfwer  as  well  as  this  bottle;  I  thought  fo  my- 
felf,  but  upon  making  the  experiment  I  found  my  mi  Hake.  A 
common  receiver  will  anfwer  perfectly  well  for  confining  the  fteam, 
but  the  glafs  foon  becomes  fo  hot  that  the  drops  of  water  which  are 
formed  upon  its  internal  futface,  in  confequence  of  the  condenfation 
of  tire  (learn,  in  (lead  of  running  down  the  fides  of  the  receiver  in  clear 
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In  thefe  Experiments  the  air  was  not  entirely  ex* 
pelled  from  under  the  bottle ;  on  the  contrary,  a 
confiderable  quantity  of  it  remained  mixed  with 
the  fteam  even  after  the  clouds  had  totally  difap- 
peared,  as  I  found  by  a  particular  Experiment 
made  with  a  view  to  afcertain  that  faft  j  but  that 
circumftance  does  not  render  the  refult  of  this  Ex- 
periment lefs  curious,  on  the  contrary  I  think  it 
tends  to  make  it  more  furprifing.  It  fhould  feem 
that  neither  the  mafs  of  fleam,  nor  that  of  air,  were 
at  all  cooled  by  the  body  of  ice  which  they  fur- 
rounded,  for  if  the  air  had  been  cooled,  (in  mafs,) 
it  feems  highly  probable  that  the  clouds  would  have 
returned. 

The  refults  of  thefe  Experiments  compared  with 
thofe  formerly  alluded  to,  in  which  I  had  endea- 
voured to  afcertain  the  mod  advantageous  forms 
for  boilers,  opened  to  me  an  entirely  new  field  for 
fpeculation  and  for  improvement  in  the  Manage- 
ment of  Fire.  They  fhewed  me  that  not  only  cold 
air,  but  alfo  hot  air,  and  hot  fleam,  and  hot  mix- 
tures of  air  and  fleam,  are  non-conductors  of 
Heat  j  confequently,  that  the  hot  vapour  which 

tranfparent  ftreams,  form  blotches  and  ftreaks,  which  render  the  glafs 
lb  opaque  that  nothing  can  be  feen  diftinclly  through  it  j  and  this  of 
courfe  completely,  frultrates  the  main  defign  of  the  Experiment  5  but 
the  cold  water  in  the  bottle  keeping  the  glafs  cool,  the  condenfation  of 
the  fteam  upon  the  fides  of  tlw  hollow  cavity' formed  by  the  bottcm 
of  the  bottle,  goes  on  more  regularly,  and  the  ftreams  of  water  which 
are  continually  running  down  the  fides  of  the  glafs,  uniting  together, 
form  one  tranfparent  Iheet  of  water,  by  which  means  every  thing  that 
goes  on  under  the  bottle  may  be  diitinclly  icen. 

rifes 
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tlfes  from  burning  fuel,  and  even  the  flame  itfelj \ 
is  a  non-conductor  of  Heat. 

This  may  be  thought  a  bold  affertion,  but  a  little 
calm  reflection,  and  a  careful  examination  of  the 
phenomena  which  attend  the  combuftion  of  Fuel, 
and  the  communication  of  Heat  by  flame,  will  fhow 
it  to  be  ^y  ell-founded. $  and  the  advantages  that  may 
be  derived  from  the  knowledge  of  this  fa&  are  of 
very  great  importance  indeed,  But  this  fubjeft 
deferves  to  be  thoroughly  inveftigated. 
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CHAP.    s  IV. 

Of  the  Manner  in  which  Heat  is  communi- 
cated By  Flame  to  other  Bodies. — Flajne  a£Uon 
Bodies  in  the  fame  manner  as  a  hot  Wind. — The 
Fjfe&ofa  Blow-pipe  in  increajing  the  Activity  of 
Flame  explained,  and  illujiratedby  Experiments.-— 
A  Knowledge  of  the  Manner  in  which  Heat  is 
communicated  by  Flame  necejfary  in  order  to  deter* 
mine  the  mojl  advantageous  Forms  for  Boilers.-** 
General  Principles  on  which  Boilers  of  all  Dimen- 
fions  ought  to  be  conJlru£led. 

TF  Flame  be  merely  vapour,  or  a  mixture  of 
-*•  air  and  fleam  heated  red-hot,  as  air  ixAJleam 
are  both  non-conduftors  of  heat,  there  feems  to  be 
no  difficulty  in  conceiving  that  Flame  may,  not- 
withftanding  its  great  degree  of  heat,  ftill  retain  the 
properties  of  its  component  fluids,  and  remain  a 
non-conduflor  of  Heat. ,  The  non-condu£tfng  power 
of  air  does  not  appear  to  be  at  all  impaired  by  be- 
ing heated  to  the  temperature  of  boiling  water ; 
and  I  fee  no  reafon  why  that  property  in  air,  or  in 
any  other  elaftic  fluid,  fhould  be  impaired  by  any 
augmentation  of  temperature  however  .great.  If 
fleam,  or  if  air,  at  the  temperature  of  2 1 2  degrees 
of  Fahrenheit's  thermometer,  be  a  non-conduttor 
6  of 
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of  heat,  why  fliould  it  nbt  remain  a  non-conduftor 
at  that  of  1 000  degrees,  or  when  heated  red-hot  ? 
I  confefs  I  do  not  fee  how  a  body  couldbe  deprived 
of  a  property  fo  effential;  without  being  at  the  fame 
time  totally  changed ;  and  I  believe  nobody  will 
imagine  that  either  air  or  fleam  undergo  any  chy- 
mical  change  merely  by  being  heated  to  the  tempera- 
ture of  red-hot  iron.    But  without  infilling  upon 
thefe  reafonings,  however  conclufive  I  may  think 
them,  I  (hall  endeavour  to  (how,  from  experiment 
and  observation*  in  fhort  to  prove,  that  Flame  is  in 
fad  anon-condu&or  of  Heat. 

Taking  it  for  granted, — what  I  imagine  will  not 
be  denied,— that  air  is  a  non-condu&or  of  heat,  at 
feaft  in  the  fenfe  I  have  ufed  that  appellation,!  fhall 
endeavour  to  (how  that  Flame  a&s  precifely  in  the 
fame  manner  as  a  hot  wind  would  do  in  commu- 
nicating heat,  and  in  no  other  way ;  and  if  I  fuc- 
ceed  in  this,  I  fancy  I  may  confider  the  propofition 
as  fufficiently  proved. 

The  effeft  of  a  blaft  of  cold  air  in  cooling  any 
hot  body  expofed  to  it  is  well  known,  and  the 
caufes  of  this  effeft  may  eafily  be  traced  to  that 
property  of  air  which  renders  it  a.  non-cbndu&br 
of  *heat ;  for  if  the  particles  of  cold  air  in  contaft 
with  a  hot  body,  could,  with  perfeft  facility,  give 
tl^e  heat  they  acquire  from  the  hot  body  to  other 
particles  of  air  by  which  they  are  immediately 
furrounded,  and  thefe  again  to  others,  and  fo  on, 
the  heat  would  be  carried  off /w  fajt  as  the  hot  body 
could  fart  with  ity  and  any  motion  of  the  particles 
f  a  of 
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of  the  air,— any  wind,  or  Waft,  would  not  fenfibty 
facilitate  or  haften  the  cooling  of  the  body  j  and 
by  a  parity  of  reafoning  k  may  be  (hown,  that  if 
Flame  were  in  h&  a  perfeft  conductor  of  heat,  any 
cold  body  plunged  into  it  would  always  be  heated 
ds  faji  as  that  body  could  receive  heat ;  and  neither 
any  motion  of  the  internal  parts  of  the  Flame,  nor 
the  velocity  with  which  it  impinged  againft  the  cold 
body,  could  have  any  fenfible  effeft  either  to  faci- 
litate or  accelerate  the  heating  of  the  body.  But  if 
Flame  be  a  non-condu&or  of  heat,  its  a&ion  will 
be  exactly  fimilar  to  that  of  a  hot  wind,  and  con- 
fequemly  much  will  depend  upon  the  manner  in 
which  it  is  applied  to  any  body  intended  to  be 
heated  by  it. — Thofe  particles  of  it  only  which  are 
in  attual  contaft  with  the  body  will  communicate 
heat  to  it ;  and  the  greater  the  number  of  different 
particles  of  the  Flame  that  are  brought  into  con* 
ta&  with  it,  the  greater  will  be  the  quantity  of  heat 
communicated  :  Hence  the  importance  of  caufing 
the  Flame  to  impinge  with  force  againft  the  body  to 
be  heated,  and  to  ftrike  it  in  fuch  a  manner  that  its 
current  may  be  broken,  and  that  whirlpools  may  be 
formed  in  it ;  for  the  rapid  motion  of  the  Flame 
caufes  a  quick  fucceffion  of  hot  particles  ;  and  ad- 
mitting our  affumed  principles  to  be  true,  it  is  quite 
evident  that  every  kind  of  internal  motion  among 
the  particles  of  the  Flame  by  which  it  can  be  agita- 
ted, muft  tend  very  powerfully  to  accelerate  the 
communication  of  the  heat. 

The 
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The  effeft  of  a  blow-pipe  is  well  known,  but  I 
do  not  think  that  the  manner  in  which  it  increases 
the  aftion  of  Flame  has  ever  been  fatisfaftprily  ex- 
plained. It  has  generally  been  imagined,  I  be- 
lieve, that  the  current  of  freib  air  which  is  forced- 
through  the  Flame  by  a  blow-pipe  actually  increase 
the  quantity  of  heat ;  I  rather  fuppofe  it  does  -little 
more  tlian  direft  the  heat  actually  jwijling  in  the 
Flame  to  a  given  point,  A  current  of  air  cannot 
generate  heat,  without  at  the  fame  time  being  de- 
cojnpofed ;  -and  in  order  to  its  being  decompofed 
in  a  fire,  it  muft  be  brought  into  a&ual  contaft 
with  the  burning  Fuel,  or  at  leaft  with  the  unio- 
flamed  inflammable  vappur  which  rifes  from  it  :-*- 
But  can  it  be  fuppofed  that  there  can  be  any  thing 
inflammable,  and  not  actually  inflamed,  in  the 
clear,  bright,  and  perfectly  tranfparent  Flame  of  a 
wax-candle  ?—r  A  blow-pipe  has  however  as  fenfible 
an  efieft,  when  dire&ed  againft  the  clear  Flame  of  a 
wax-candle,  as  when  it  is  employed  to  encreafe  the 
aftion  of  a  common  glafs- worker's  lamp.  « 

Conceiving  that  the  ,difcov?ryof  the  manner  ia 
which  the  current  pf  air  from  a  blow-pipe  ferves  to 
increafe  the  intenfity  pf  the  aftion  of  the  Flame 
could  not  fail  to  throw  much  light  upon  the  fubt 
jeft  under  csonfideration,— namely*  the  inveftigar  . 
tioQ  of  the  manner  in  -which  heat  is  communicated 
to  bodies  by  Flame,— \  made  the  following  Expe- 
riments, the  refults  of  which  I  conceive  to  be  dev 
xifive. 

F.3  Concluding 
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Concluding  that  the  current  of  air  from,  a  blow- 
pipe, directed  againft  the  Flame  of  any  burning 
body,  could  tend  to  increafe  the  intenfity  of  the 
a&ion  of  the  Flame  only  in  one  or  both  of  thefe  two 
ways,  namely,  by  increafing  its  aCtion  upon  the 
body  againft  which  it  is  direfted  ;  or  by  actually 
increafing  the  quantity  of  heat  generated  in  the 
combuftion  of  the  Fuel ;  a  method  occurred  to  me 
by  which  I  thought  it  poffible  to  determine,  by  ac- 
tual experiment,  to  which  of  thefe  caufes  the  effe$ 
in  queftion  is  owing,  or  how  much  each  of  them 
might  contribute  to  it.  To  do  this  I  filled  a  large 
bladder,  containing  above  a  gallon,  vfhhfxed  air, 
which,  as  is  well  known,  is  totally  unfit  for  fup- 
porting  the  combuftion  of  inflammable  bodies,  arid 
which,  of  courfe,  <;ould  not  be  fufpefted  of  adding 
any  heat  to  a  Flame  againft  which  a  current  of  it 
fiiould  be  dire&ed  j  I  imagined  therefore  that  if  a 
blow-pipe  fupplied  with  this  air,  on  being  direfted 
againft  the  Flame  of  a  candle,  fhould  be  found  to 
produce  nearly  the  fame  effeft  as  when  common 
air  is  ufed  for  the  fame  purpofe,  it  would  prove  to 
a  demonftration  that  the  augmentation  of  the  in- 
tenfity of  the  a&ion,  or  aftivity  of  the  Flame  which 
arifes  from  the  ufe  of  a  blow-pipe,  is  owing  to  the 
agitation  of  the  Flame, — to  its  being  directed  to  a 
point,— to  the  impetuofity  with  which  it  is  made 
to  ftrike  againft  the  body  that  is  heated  by  it, — 
and  to  the  rapid  fucceffion  of  firefli  particles  of  this 
hot  vapour,  and  not  to  any  pofitive  increafe  of  heat. 

A  blow- 
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A  plow-pipe  being  attached  to  the  bladder  con* 
raining  fixed  air,  the  end  of  this  "pipe  was  directed 
to  the  clear  brilliant  flame  of  a  wax  candle,  which 
had  juft  been  fnuffed ;  and,  by  comprefling  the 
bladder,  the  Flame  was  projected  againft  a  fmall 
tube  of  glafs,  which  was  very  foon  made  red-hot, 
and  even  melted. 

Having  repeated  this  Experiment  feveral  times, 
and  having  found  how  long  it  required  to  melt  the 
tube  when  the  Flame  of  the  candle  was  forced 
againft  it  by  a  blaft  of  fixed  air9  I  now  varied  the 
experiment,  by  making  ufe  of  common  atmpfpheric 
air,  inftead  of  fixed  air ;  taking  care  to  employ  the 
fame  candle  and  the  fame  blow-pipe  ufed  in  the  for- 
mer experiments,  and  even  making  ufe  of  the 
bladder,  in.  order  that  the  experiments  being  ex- 
actly fimilar,  and  differing  only  in  the  kinds  of  air 
made  ufe  of,  the  effeft  of  that  difference  might  be 
difcovered  and  eftimated. 

The  refults  of  thefe  experiments  were  very 
interefting ;  and  proved  in  a  decifive  manner, 
that  the  effect  of  a  blow-pipe,  when  applied  to  clear 
Fiame,  arifes  not  from  any  real  augmentation  of 
heat,  but  merely  from  the  entreated  activity  of 
the  Flame,  in  confequence  of  its  being  impelled 
with  force,  and  broken  in  eddies  on  the  fiirface  ef 
the  body  againft  which  it  is  made  to  ad $  the  effect 
of  the  blow-pipe  on  thefe  experiments  being  to  all 
appearance  quite  as  great  when  fixed  air  was  made 
ufe  of,  (which  could  not  increafe*  the  quantity  of 
heatj)  as  when  atmofpheric  air  was  ufed. 
-„  ?4  Bdt 


7&  Of  the  Management  df  Fire, 

But  conceiving  the  determination  of  this  queftion 
relative  to  the  manner  which  Flame  communicates 
heat,  to  be  a  matter  of  much  importance,  I  did 
not  reft  my  inquiries  here  :  I  repeated  the  expe-. 
riments  very  often,  abd  varied  them  in  a  great 
number  of  different  ways ;  fometimes  ipaking  ufe 
of  fixed  air ;  fometimes  of  atmofpheric  air j  and 
at  other  times  ufing  dephlogifticated  air ;  and 
common  air.  rendered  unfit  for  the  fupport  of  ami- 
mal  life  and  of  combuftion,  by  burning  a  candle  in 
it  till  the  candle  went  out. 

It  would  take  up  too  much  time  to  giyc  an  ac- 
count in  detail  of  all  thefe  experiments ;  I  {hall 
therefore  content  myfelf  with  merely  obferving 
that  they  all  tended  to  (how  that  the  effcdl  of  a 
i>low-pipe  ufed  in  the  manner  here  defcribed9  is  owing 
to  the  direction  and  velocity  it  gives  to  the  Flame 
againft  which  it  is  employed,  and  not  to  any  real 
increafe  of  heat. 

It  muft  be  remembered  that  the  principal  objett 
T  had  in  view  in  thefe  experiments  was  to  difcover 
the  mahner  in  which  Flame  communicates  heat  to 
other  bodies,  and  by  what  means  that  communi- 
cation may  be  facilitated.— Were  it  required  to  in- 
creafe the  intenfity  of  the  heat  by  blowing  the  fire  >  the 
current  of  air  muft  be  applied  in  fuch  a  manner  as 
to  expedite  the  combuftion j  it  muft  be  dire&ed  to 
the  inflamed  furface  of  the  burning  Fuel,  and  not 
to  the  red-hot  vapour  or  flame  which  rifes  from  it, 
and  in  which  the  combuftion  is  moft  probably 
already  quite  complete  j  and  in  this  cafe,  the**  is 
!'■  :  no 
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jao  doubt  but  the  effeft  produced  by  blowing  would 
depend  much  upon  the  quality  of  the  air  made 
ufe  of. 

The  refults  of  the  foregoing  experiments  with 
the  biow-pipe  will,  I  am  confident,  be  thought 
quite  conclufive  by  thofe  who  take  the  trouble 
to  confider  them  attentively, — and  the  advantages 
that  may  be  derived  from  the  knowledge  of  the 
fa&  eftablifhed  by  them  are  very  obvious.  If  Flame, 
or  the  hot  vapour  which  arifes  from  burning  bodies, 
be  a  non-condu£tor  of  heat;—  and  if,  in  order  to 
communicate  its  heat  ta  any  other  body,  it  be  ne- 
cefiary  that  its  particles  individually 'be brought  into 
a&ual  contact  with  that  body ;  it  is  evident  that 
the  form  of  a  boiler,  and  of  its  fire-place,  mult  be 
matters  of  much  importance ;  and  that  that  form 
muft  be  moft  advantageous,  which  is  beft  calculated 
to  produce  an  internal  motion  in  the  Flame,  and  to  > 
Jbring  alternately  as  many  of  its  particles  as  poffible 
into  contaft  with  the  body  which  is  to  be  heated  by 
it.  The  boiler  muft  not  only  have  as  large  a  fur- 
face  as  poffible,  but  it  muft  be  of  fuch  a  form  as 
to  caufe'the  Flame  which  embraces  it — to  impinge 
.  againft  it  with  force — to  break  againft  it — and  to 
play  over  its  furface  in  eddies  and  whirlpools. 

m  It  is  therefore  againft  the  bottom  of  a  boiler,  and 
not  againft  its  fides,  that  the  principar  efforts  of  the 
Flame  muft  be  dire&ed ;  for  when  the  Flame,  or  hot, 
vapour,  is  permitted  to  rife  freely  by  the  vertical 
fides  of  a  boiler,  it  Aides  over  its  furface  very 
rapidly,  and  there  being  no  obftacle  in  the  way  to 

break 


74  Of  the  Management  of  Fire > 

break  the  Flame  into  eddies  and  whirlpools,  it  glides 
quietly  on  like  a  dream  of  water  in  a  fmooth  canal; 
and  the  fame  hot  particles  of  this  vapour  which 
happen  to  be  in  immediate  contatt  with  the  fides  of 
the  boiler  at  its  bottom  or  lower  extremity,  being 
continually  prefled  againft  the  furface  of  the  boiler 
as  they  are  forced  upwards  by  the  riling  current, 
prevent  other  hot  particles  from  approaching  the 
boiler ;  fo  that  by  far  the  greateft  part  of  the  heat 
in  the  Flame  and  hot  vapour  which  rife  from  the 
Fire,  inftead  of  entering  the  boiler,  goes  off  into 
the  atmofphere  by  the  chimney,  and  is  totally  loft. 
The  amount  of  this  lofs  of  heat,  arifing  from 
the  faulty  conftru&ion  of  boilers  and  their  fire- 
places, may  be  eftimated  from  the  refults  of  the 
Experiments  recorded  in  the  following  Chapter. 


\ 
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CHAP.    V. 

An  Account  of  Experiments  made  with  Boilers  and 
Fire-places  of  various  Form;  and  Dimenfions]   to- 
gether  with  Remarks  and  Obfervations  on  their 
Refults,  and  on  the  Improvements  that  may  be  de- 
rived from  them.— An  Accomt  of  fome  Experi- 
ments made  on  a  very  large  Scale  in  a  Brew-houfe 
Boiler. — An  Account  of  a  Brenv:houfe  Boiler  con- 
firmed and  fitted  up  on  an  improved  Plan. — 
Refults  of  fever al  Experiments  that  were  made 
V)ith  this  new  Boiler.— Of  the  Advantage  in  re* 
gard  to  the  Economy  of  Fuel  in  boiling  Liquids, 
which  arifes  from  performing  that  Procefs  on  a 
large   Scale.— Thefe  Advantages  are  limited.— 
An  Account  of  an  Alteration  that  was  made  in 
the  new  Brew-houfe  Boiler  7  with  a  view  to  the 
saving  of  Time  in  caujing  its  Contents  to  boil. 
—Experiments  fhowing  the  Ejfefts  produced  by 
thefe  Alterations.— An  Eftimate  of  the  relative 
Quantities  of  Heat  producible from  Coaks.— - 
Pit-coal— Charcoal,    and   Oak. — A  Me- 
thod of  eflimating  the  Quantify  of  Pit-coal  whiffy 
would  be  neceffary  to  perform  any  of  the  Proceffes 
mentioned  in  this  EJay9  in  which  Wood  was  ufed 
as  Fuel.— An  Eflimate  of  the  total  Quanti- 
ties of  Heat  producible  in  the  Combuflion  of  dif. 

'    l  ferent  Kinds  of  Fuel 4  and  of  the  real  Quantities  of 
'  '      ''  Neat 
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Heat  which  are  lojl^  under  various  Circumjlances, 
in  culinary  Procejfes. 

XT7HAT  has  been  faiid  in  the  foregoing  Chapter 
* *  will,  I  truft,  be  fufficient  to  give  my  reader 
.  a  clear  and  diftintt  idea  of  the  fubjeft  under  con- 
iideration,  in  all  its  various  details  and  connec- 
tions, and  enable  him  to  comprehend,  without 
the  fmallefl  difficulty,  every  thing  I  have  to  adcT 
on  this  fubjed;  and  particularly  tp  difcover  the 
different  objefis  I  had  in  view  in  the  Experiments 
of  which  I  am  now  about  to  give  an  account,  and 
to  judge  with  facility  and  certainty  of  the  conchy 
fions  I  have  drawn  from  their  refults. 

Thefe  Experiments,  though  they  occupy  fo  many 
pages  in  this  Effay,  are  but  a  fmall  part  of  thofe  I 
have  made,  and  caufed  to  be  made  under  my  *di- 
region,  on  the  fubject  of  Heat,  during  .the  laft 
feven  years.  Were  I  to  publifh  them  all,  with  all 
their  details,  as  they  are  recorded  in  the  regifter  that 
has  been  kept  of  them,  they  would  fill  feveral 
volumes. 

It  was  mod  fortunate  for  me  that  this  regifter  is 
very  voluminous  ;  for  had  it  not  been  fo,  I  fhould 
in  all  probability  have  taken  it  with  me  to  England 
laft  year,  and  in  that  cafe  I  fhould  have  loft  it, 
with  the  reft  of  my  papers,  in  the  trunk  of  which 
I  was  robbed  in  pafling  through  St.  Paul's  Church- 
yard, on  my  arrivafin  London  after  an  abfence  of 
eleven  years*. 

■^  *  I  have  many  rcafbns  to  think  that  i^pfe  paptrs  are  ftHl'in  being  j— 
what'  an  eveTlailing  obligation  mould  I  be  under  to  the  perfon  who 
would  caufe  them  to  be  returned  to  me ! 

As 
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As  I  forefaw,  when  I  firft  began  my  inquiries 
refpedting  Heat,  that  I  fliould  have  occafion  to 
make  many  Experiments  on  boiling  Liquids,  to 
facilitate  the  regiftering  of  them  I  formed  a  Table, 
(which  I  had  printed,)  in  which,  under  various 
heads,  every  circumftance  relative  to  any  common 
Experiment  of  the  kind  in  queftion  could  be  en- 
tered with  much  regularity,  and  with  little  trouble. 

As  this  Table  may  be  ufeful  to  others  who  may 
be  engaged  in  fimilar  purfuits,  and  as  the  publifh- 
ing  of  it  will  alfo  tend  to  give  my  reader  a  more 
perfeft  idea  of  the  manner  in  which  my  Experi- 
ments were  conduced,  I  fhall  (as  an  example)  give 
an  account  of  one  Experiment,  in  the  fame  form  in 
which  it  was  regiftered  in  one  of  thefe  printed 
Tables. 

Thefe  Tables,  as  they  are  printed  f6r  ufe,  (on  de- 
tached (heets,)  occupy  one  fide  of  half  a  Iheet  of 
common  folio  writing-paper. 
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Every  thing  in  this  Table,  except  fuch  figures 
and  words  as  are  printed  between  crotchets,  is  con- 
tained in  the  printed  forms  i  Hence  it  is  evident 
how  much  thefe  Tables  tend  to  diminifli  the  trouble 
of  regiftering  the  refults  of  Experiments  of  this 
kind,  and  alfo  to  prevent  miftakes. 

The  example  I  have  here  given  is  an  account  of 
an  Experiment,  in  which  a  very  large  quantity  of 
water,  equal  to  15,590 lbs.  Avoirdupois  in  weight, 
or  1866  wine  gallons  of  23 1  cubic  inches  each  ;  but 
k  is  evident  that  thefe  Tables  anfwer  equally  well 
for  the  fmall  quantity  contained  by  the  fmallefl: 
faucepan. 

The, height  of  the  barometer  is  expreffed  in  Paris 
inches;  that  of  the  thermometer  in  degrees  of 
Fahrenheit's  fcale. — The  other  meafures,  as  well 
of  length  as  of  capacity,  are  the  common  meafures 
of  the  country  (Bavaria) ;  and  the  weight  is  ex- 
preffed in  Bavarian  pounds,  of  which  100  make 
1 23.84  lbs.  Avoirdupois. 

What  is  entered  under  the  head  of  General 
Results  of  the  Experiment,  requires  no  ex- 
planation ;  but  what  I  have  called  the  Precise 
Result  muft  be  explained. 

Having  frequent  occafion  to  Compare  the  refults 
of  Experiments  made  at  different  times,  and  in  dif- 
ferent feafons  of  the  year,  as  the  temperature  of  the 
water  in  the  Boiler  when  the  fire  is  lighted  under  it 
is  feldom  the  fame  in  any  two  Experiments,  and  as 
the  boiling  heat  varies  with  the  variations  of  the 
prcffure  of  the  atmofphere,  or  of  the  height  of  the 
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mercury  in  the  barometer,  it  became  neceflary  to 
make  proper  allowances  for  thcfe  differences.  Thi* 
I  thought  could  bed  be  done  by  determining,  by 
computation,  from  the  number  of  degrees  the 
water  was  actually  heated^  and  the  quantity  of  Fuel 
confumed  in  heating  it  that  number  of  degrees, 
how  much  Fuel  would  have  been  required  to  have 
heated  it  1 80  degrees,  or  from  the  point  of  freezing 
to  that  of  boiling  water  (the  boiling  point  being 
taken  equal  to  the  temperature  indicated  by  2 12* 
of  Fahrenheit's  thermometer,  which  is  the  boiling 
point  under  the  mean  preflure  of  the  atmofphere 
at  the  furface  of  the  fea) :  Then,  by  dividing  the 
weight  of  the  water  ufed  in  the  Experiment,  (ex- 
prefled  in  pounds,)  by  the  weight  of  the  Fuel  ex- 
preffed  in  pounds  neceflary  to  heat  it  180  degrees* 
or  from  the  temperature  of  freezing  to  that  of 
boiling  water ;  this  gives  the  number  of  pounds  of 
ice-cold  water  which  (according  to  the  refult  of  the 
given  Experiment)  might  have  been  made  to  boil,— 
with  the  heat  generated  in  the  combuftion  of  1  lb. 
of  the  Fuel,  under  the  mean  preflure  of  the 
atmofphere  at  the  level  of  the  furface  of  the  fea. 

The  city  of  Munich,  where  all  the  Experiments 
were  made  of  which  I  am  about  to  give  an  account, 
being  fituated  almoft  in  the  centre  of  Germany, 
lies  very  high  above  the  level  of  the  fea.  The 
mean  height  of  the  mercury  in  the  barometer  i§ 
only  about  28  Englifli  inches,  confequently  water 
boils  at  Munich  at  a  lower  temperature  than  at 
London.    The  difference  is  even  too  confiderable 
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to  be  negle&ed,  it  amounts  to  2f  degrees  of  Fah- 
renheit's fcale,— being  209^  degrees  at  k  medium 
at  Munich,  and  ai2  degrees  in  all  places  fituated 
near  the  level  of  the  fea.  To  render  the  refults  of 
my  experiments  and  computations  more  fimple  and 
more  generally  ufeful,  I  fhall  always  make  due 
allowance  for  this  difference. 

Having,  from  the  a&ual  refult  of  each  Expert 
ment,  made  a  computation  on  the  principles  here 
defcribed,  ihowing  what  (for  the  want  of  a  better 
expreffion)  I  have  called  the  Precifc  Refult  of  the 
Experiment,  it  is  evident  that  thefe  computations 
fhow  very  accurately  the  comparative  merit  of  the 
mechanical  arrangements,  and  management  of 
the  Fire  in  conducing  'the  Experiments,  in  as  far 
as  relates  to  the  Economy  of  Fuel ;  for  the  more 
ifce-cold  water  that  can  be  made  to  boil  with  the 
heat  generated  in  the  combuftion  of  any  given 
quantity  (1  lb.  for  inftance)  of  Fuel,  the  more 
perfeft  of  courfe  (other  things  being  equal)  muft 
be  the  conftru&ion  of  the  fire-place. 

Under  the  head  of  Precise  Result  I  haVe 
fometimes  added  another  computation,  ihowing 
how-  ihuch  "  boiling-hot  water"  might,  according  to 
the  refult  of  the  given  Experiment,  be  kept  boiling 
"one hour*'  with  the  heat  generated  in  the  combut 
tbn  of  "  1  lb.  of  the  Fuel."  Though  I  have  called 
this  a  Precifc  Refult,  it  is  evident  that  in  moft  cafes 
it  cannot  be  considered  as  being  very  exaft,  owing 
to  the  difficulty  of  eflimating  the  quantity  of  Fuel 
in  the  fire-place,  which  is  unconfumed  at  the  'moment 
%vhen  the  water  begins  to  boil. 
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In  the  foregoing  example  in  making  this  conn 
putation  I  fuppofed  that,  when  the  water  began  to 
boil,  there  was  wood  enough  in  the  fire-place  un~ 
confumed  tp  keep  the  water  boiling  43  minutes, 
and  that  the  wood  added  afterwards  (100  lb.)  kept 
the  water  boiling  the  remainder  of  the  time  it  boiled, 
orjuft  2  hours. 

In  mod  cafes,  however,  to  fave  trouble  in  makr 
ing  thefe  computations,  I  have  fuppofed  that  all 
the  wood  employed  in  making  the  water  boil  is  en- 
tirely confumed  in  that  procefs,  and  that  all  the 
heat  expended  in  keeping  the  water  boiling  is  fur- 
nifhed  by  the  Fuel  which  is  added  after  the  water 
had  begun  to  boil.  This  fuppofition  is  evidently 
erroneous ;  but  as  the  computation  in  queftion  can 
at  beft  give  but  an  inaccurate  and  doubtful  refult, 
labour  beftowed  *on  it  would  be  thrown  away: 
But  imperfeft  as  thefe  rough  efti&ates  are,  they 
will  however  in  many  cafes  be  found  ufeful. 

In  giving  an  account  of  the  following  Experi- 
ments, I  (hall  not  place  them  exa&ly  in  the  order  in 
which  they  were  made,  but  (hall  arrange  them  in 
fuch  a  manner  as  I  (hall  think  beft,  in  order  that 
the  information  derived  from  their  refults  may 
appear  in  a  clear  point  of  view. 

For  greater  convenience  in  referring  to  them, 
I  fhall  number  them  all ;  and  as  I  have  already 
given  numbers  to  the  four  I  mentioned  in  the  Firft 
Chapter  of  this  Eflay,  I  fhall  proceed  in  regular 
fucceffion  with  the  reft* 
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Experiment^  No.  5. 

The  firft  kitchen  of  the  Houfe  of  Induftry  at 
Munich  has  already  been  defcribed  in  the  Firft 
Chapter  of  this  Effay ;  and  it  was  there  mentioned, 
that  the  daily  expence  of  Fuel  in  that  kitchen, 
when  food  (peas-foup)  was  prepared  for  1000  per- 
fons,  amounted  to  300  lb.  in  weight -of  dry  beech- 
wood.  Now  as  each  portion  of  foup  confided  of 
1  lb.,  this  gives  0.3  of  a  pound  of  wood  for  each 
pound  of  foup. 

Experiment^  No.  6. 

The  firft  kitchen  of  the  Houfe  of  Induftry  hav- 
ing been  pulled  down,  it  was  afterwards  rebuilt  on 
a  different  principle.  Inftead  of  Copper  Boilers, 
Iron  Boilers  of  a  hemifpherical  form  were  now 
ufed,  and  each  of  thefe  Boilers  had  its  own  feparate* 
clofed  fire-place.  The  Boiler  being  fufpended  by 
its  rim  in  the  brick-work,  and  room  being  left  for 
the  flame  to  play  all  round  it.  The  fmoke  went 
off  into  the  chimney  by  an  horizontal  canal,  5 
inches  wide  and  5  inches  high,  which  was  con- 
cealed in  the  mafs  of  brickwork,  and  which  opened 
into  the  fire-place  on  the  fide  oppofite  to  the  open- 
ing by  which  the  fuel  was  introduced. 

The  fire  was  made  on  a  flat  iron  grate  placed 
dire&ly  under  the  Boiler,  and  diftant  from  its  bot- 
tom about  twelve  inches.  The  afh-pit  door  wasfur- 
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nifhed  with  a  regifter ;  but  there  was  no  damper 
to  the  canal  by  which  the  fmoke  \*ent  off  into  the 
chimney,  which  was  a  very  great  defeft.  The. 
opening  into  the  fire-place  was  clofed  by  an  iron 
door.  Each  of  thefe  Iron  Boilers  weighed  about 
148  lbs.  Avoirdupois^  was  25^  Englifti  inches  in 
diameter,  and  14.935  inches  deep,  and  contained 
icjoi  lbs.  Bavarian  weight  of  water,  equal  to 
235.91  lbs.  Avoirdupois,  or  about  1%^  EnglHh 
wine -gallons. 

From  this  account  of  the  manner  in  which  thefe 
Iron  Boilers  were  fitted  up,  it  is  evident  that  the 
arrangement  was  not  effentially  different  from  that 
of.  kitchens  for  hofpitals,  as  they  are  commonly 
conftrufted. 

From  Experiments  made  with  care,  and  often  re? 
peated,  I  found  that  to  prepare  89  portions  (or 
89  lbs.  Bavarian  weight)  of  peas-foup  in  one  of 
thefe  Boilers,  43  lbs.  of  dry  beech-wood  faere  re- 
quired as  Fuel,  and  that  the  procefs  lafted  four 
hours  and  an  half :  This  gives  0.483  of  a  pound 
of  wood  for  each  pound  of  the  fqup. 

In  the  firft  arrangement  of  this  kitchen,  only 
0.3  of  a  pound  of  wood  was  required  to  prepare 
i  lb.  of  foup :  Hence  it  appears  that  the  kitchen 
had  not  been  improved,— confidered  with  a  view 
to  the  Economy  of  Fuel,— by  the  alterations  which 
had  been  made  in  it.  This  was  what  I  expeftedj 
for  the  objeft  I  had  in  view  in  conftru&ing  this 
kitchen  was  not  to  fatfe  Fuel,  but  to, find  out 
how  much  of  it  is  wafted  in  culinary  proceffes,  as 
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they  are  ^commonly  performed  on  a  large  (Scale  in 
hofpkals  and  other  iuftiaitians  of  public  charity. — 
Till  I  knew  this,  it  was  not  in  my  power  to  eftimate, 
with  any  degree  of  precifion,  the  advantages  of  any 
improvements  I  might  jgfeoduce  in  the  conftru&km 
of  kitchen  fire-places. 

To  determine  in  how  far  the  quantity  of  Fu$l 
neceffary  in  any  given  culinary  procefs  depends  on 
the  form  of  the  fire-place,  (the  Boiler  and  every 
other  circumftance  remaining  the  fame,)  I  made 
the  following  Experiments. 


.Experiments,  No,   7  and  No.  8. 

Two  of  the  Iron  Boilers  in  the  kitchen  of  the 
Houfe  of  Induftry  (whfch,  as  they  were  both  cafl 
from  the  feme  model,  were  as  near  alike  as  poffible) 
being  chofen  for  this  Experiment,  one  of  them 
(No  8.)  being  taken  out  of  the  brick-work,  its 
fire-place  was  altered  and  fitted  up  anew  on  im- 
proved principles.  The  grate  was  made  circular 
and  concave,  and  its  diameter  was  reduced  to  12 
inches  j  the  fire-place  was  made  cylindrical  above 
the  grate,  and  only  1 2  inches  in  diameter j  and 
.the  Boiler  being  feated  on  the  top  of  the  wall  of 
this  cylindrical  fire-place,  the  flame  pafling  through 
a  fi»ail  opei>i»g  on-one  fide  of  the  fire-place,  at  the 
top  of  it,  m*de  one  complete  turn  about  the  Boiler 
before  it  was  permitted  to  go  off  into  the  canal  by 
which  the  fmoke  paffed  off  into  the  chimney. 

03  Though 


86  Of  the  Management  tf  fire* 

Though  there  was  no  damper  in  this  canal, 
yet  as  its  entrance  or  opening,  where  it  joined  the 
canal  which  went  round  the  Boiler,  was  confider- 
ably  reduced  in  fize,  this  anfwered  (though  im- 
perfectly) the  purpofe  of  a  damper.  This  fire- 
place being  completed,  arid  a  fmall  Fire  having 
been  kept  up  in  it  for  feveral  days  to  dry  the  ma- 
fonry,  the  Experiment  was  made  by  preparing  the 
fame  quantity  of  the  fame  kind  of  foup  in  this,  and 
in  a  neighbouring  boiler  whofe  fire-place  had  not 
been  altered. 

The  food  cooked  in  each  was  8  9  lbs.  of  Peas-foup ; 
and  the  Experiment  was  begun  and  finiflxed  ill  both 
Boilers  at  the  fame  time. 

The  wood  employed  as  Fuel  was  pine ;  and  it 
had  been  thoroughly  dried  in  an  oven  the  day  be- 
fore it  was  ufed. 

The  boilers  were  both  kept  conftantly  covered 
with  their  double  covers,  except  only  when  th# 
Soup  was  flirted  about  to  prevent  its  burning  to 
the  bottoms  of  the  Boilers. 

The  refult  of  this  interefting  Experiment  was  as 
follows : 


Quantity  of  wood  con  fumed  in  cook- 
ing 89  lbs.  Bavarian  weight  of 
-  Peas-foup 


Experiment 
No.  7. 


In  the  Boiler 
No.  1. 


37  lbs- 


Experiment 
No.  8. 

In  the  Boiler 

No.  8, 
with  the  im- 
proved   Fire- 
place. 


14  lbs.  v 

Thefe 
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Thefe  Experiments  were  madie  on  the  7th  of 
November  1 794-  On  repeating  ihem  the  next  day. 
with  pine- wood,  which  had  not  been  previoufly 
dried  in  an  oven,  the  refult  was  as  follows : 


Experiments,  No.  9  and  No.  10. 


Quantity  of  wood  confamed  in  cook- 
ing 89  lbs.  of  Peas-foup    -    -   - 


Experiment 
No.  9. 


In  the  Boiler 
No.  1. 


39  lbs. 


Experiment 
No.  xo. 

In  the  Boiler 

'  No.  8. 
with  the  im- 
proved rFirc- 
place. 


16  Ita/ 


The  firft  remark  I  fhall  make  on  the  refults  of 
thefe  Experiments  Is  the  proof  they  affonj,  by  com- 
paring them  with  that  which  preceded  them 
(No.  6.),  of  the  important  fad,  that  pine-wood  af- 
fords more  heat  in  its  combuAion  than  beech.  This 
faft  is  the  more  extraordinary,  as  it  is  dire&ly  con- 
trary to  the  opinion  generally  entertained  on  that 
fubjeft ;  and  it  is  the  more  important,  as  the,  price 
of  pine- wood  is,  in  moft  places,  only  about  half  as 
high  as  that  of  beech,  when  the  quantities,  ejiimated 
by  height,  are  equal. 

In  the  Experiment  No.  6.  it  wa6  found,  that 
43  lbs.  of  dry  beech-wood  were  neceffary,  when  ufed. 
as  Ffeel,  to  prepare  89  lbs.  of  Peas-foup.  In  the, 
Experiment  No.  7.,  the  lame  procefs  was  per- 
formed with  37  lbs.  and  in  the  Experiment  No.  9* 
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with  39  lb*t  of  dry  pine.  But  I  (hall  have  occifion 
to  treat  this  fubjed  more  at  length  in  another  place. 
In  the  mean  time  I  would,  however,  juft  obferve, 
that  all  my  Experiments  have  uniformly  tended  to 
confirm  the  faA,  that  dry  pine-wood  affords  more 
heat  in  combuftion  than  dry  beech.  I  have  reafon 
to  think  the  difference  is  in  faft  greater  than  the 
Experiments  before  us  indicate  ;  but  the  apparent 
amount  of  it  will  always  depend  in  a  great  meafiire 
on  the  circumftances  under  which  the  Fuel  is  con- 
fumed  ;  or,  in  other  words,  on  the  conftruflion  of 
the  fire-place ;  and  it  is  no  fmall  advantage  attend- 
ing the  fire-places  I  ftiall  recommend,  that  they  are 
fo  contrived  as  to  increafe,  as  much  as  it  is  poffible, 
the  fuperiority  of  the  moft  common  and  cheapeft 
fire-wood  over  that  which  is  more  fcarce  and 
coftly. 

By  comparing  the  refults  of  thefe  two  fets  of  Ex- 
periments (No.  7  and  No.  8,  No.  9  and  No.  10.) 
an  eftimate  may  be  made  of  the  advantage  of  ufing 
wry  dry  wood  for  Fuel,  inffead  of  making  ufe  of 
Wood  that  has  been  lefs  thoroughly  dried  j  but  as  I 
mean  to  take  an  opportunity  of  inveftigatihg  that 
matter  alfo  more  carefully  hereafter,  I  fliall  not  at 
prefent  enlarge  on  it  farther  than  juft  to  obferve* 
that  as  the  wood,  which  was  dried  in  an  oven,  was 
weighed  for  ufe  after  it  had  been  dried,  and  as  it 
certainly  weighed  more  before  it  was  put  into  the 
oven,  the  real  faving  arifing  from  ufing  it  in  .this 
dried  ftate  is  not  fo  great  as  the  difference  in  the 
Weights  of  the  quantities  of  wood  ufed  in  the  two 

Expe- 


and  the  Economy  of  FtuU  89 

Experiments.  To  eftimate  that  laving  with  preci* 
lion,  the  wood  (hould  be  weighed  before  it  is  dried, 
or  in  the  feme  ftate  in  which  the  dther  parcel  of 
wood,  which  is  ufed  without  being  dried,  is 
weighed. 

But  to  proceed  to  the  principal  objeft  I  had  in 
view  ia  thefe  Experiments  ;— the  determination  of 
the  effe&s  of  the  difference  in  the  conftru&ion  of 
the  two  fire-places ;— the  difference  in  the  quantity 
of  Fuel  expended  in  the  two  fire-places  in  per- 
forming the  fame  procefs*  (hows,  in  a  manner 
frhich  does  not  Hand  in  need  of  any  illustration, 
how  much  had  been  gained  by  the  improvements 
which  had  been  introduced. 

Conceiving  it  to  be  an  obje&  of  great  import- 
ance to  afcertain  by  a&ual  experiment,  and  with  as 
.  much  precifion  as  poflible,  the  real  amount  of  the 
advantages,  in  regard  to  the  Economy  of  Fuel,  that 
may  be  derived  from  improvements  in  the  forms  of 
fire-places,  I  did  not  content  myfelf  with  improv- 
ing from  time  to  time  the  kitchens  I  had  con- 
ftru&ed,  but  I  took  pains  to  determine  how  much 
I  had  gained  by  each  alteration  that  was  made. 
This  was  neceffary,  not  only  to  furnifh  myfelf 
with  more  forcible  arguments  to  induce  others  to 
adopt  my  improvements,  but  alfo  to  fatlsfy  myfelf 
with  regard  to  the  progrefs  I  made  in  my  investi- 
gations. 

In  the  firft  arrangement  of  the  kitchetf  of  the 
Military  Academy,  the  Boilers  were  fufpended  by 
their  rimiip  the  brick-work  in  fuch  a  manner  that 
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the  flame  could  pafs  freely  all  round  them,  and  th4 
£moke  went  off  in  horizontal  canals  which  led  to 
the  chimney,  but  which  were  not  furniflied  with 
dampers. 

The  Fire  was  made  on  a  flat  fquate  iron-grate  ; 
and  the 'internal  diameter  of  the  fire-place  was  a  or 
3  inches  larger  than  the  diameter  of  the  Boiler 
which  belonged  to  it.  The  bottom  of  the  Boiler 
was  from  6  to  10,  or  12  inches  (according  to  its 
Cze)  above  the  level  of  the  grate ;  and  the  door  of 
the  opening  into  the  fire-place,  by  which  the  Fuel 
was  introduced,  was  kept  conftantly  clofed.  The' 
afh-pit  door  was  furniflied  with  a  regifter,  and  the 
Boilers  were  all  furniflied  with  double  covers. 

Having,  in  confequence  of  the  progrefs  I  had 
made  in  rty  inquiries  refpe&ing  the  management  of 
Heat  and  the  Economy  of  Fuel,  come  to  a  refolu- 
tion  to  pull  down  this  kitchen,  and  rebuild  it  on  an 
improved  principle  ;  previous  to  its  being  demo- 
lifbed,  I  madefeveral  very  accurate  Experiments  to 
determine  the  real  expence  of  Fuel  in  the  fire- 
places as  they  then  exijied^  with  all  their  faults  ;  and 
when  the  new  arrangement  of  the  kitchen  was 
completed,  1  repeated  thefe  Experiments  with  the 
fame  boilers  ;  and  by  comparing  the  refults  of  thefe 
two  fets  of  Experiments*  I  was  able  to  eftimate 
with  great  precifion  the  real  amount  of  the  faving 
*of '  time  as  well  as  of  Fuel, — which  were  derived 
from  the  improvements  I  had  introduced. 

After  all  that  has  been  faid  (and  perhaps  already 
too  often  repeated  in  different  parts  of  this  Effay) 
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citthe  conftru&ion  of  fire-places,  my  reader  will* 
be  able  to  form  a  clear  and  juft  idea  of  the  conftruc- 
tiori  of  thofe  of  which  I  am  now  ijpeaking,  (thofe  of 
the  kitchen  of  the  Military  Academy,  in  its  prefent* 
improved  ftate,)  when  he  is  told  that  the  Fire 
burns  on  a  circular  concave  iron  grate,  about  half 
the  diameter  of  the  circular  Boiler  which  belongs  to 
the  fire-place  ; — that  the  fire-place,  properly  fo  call- 
ed, -is,  a  cylindrical  cavity  in  the  folid  brick- work 
which  fupports  the  Boiler,  equal  in  diameter  to  the 
circular  grate,  and  from  fix  to  ten  inches  high, 
more  or  lefs  according  to.  the  fize  of  the  Boiler ; 
—that  the  Boiler  is  fet  down  on  the  top  of  the  cir- 
cular wall  which  forms  this  fire-place,  a  fmall  open- 
ing, from  three  to  four  or  five  inches  in  length 
taken  horizontally,  and  about  two  or  three  inches  - 
high,  being  left  on  one  fide  of  this  wall  at  the  top  - 
of  it,  in  order  that  the  flame  which  burns  up  under 
the  middle  of  the  bottom  of  the  Boiler  may  after- 
wards pafs  round  (in  a  fpiral  canal  conftru&ed  for 
that  purpofe)  under  that  part  of  the  bottom  of  the 
Boiler  which  lies  without  the  top  of  the  wall  of  the 
fife-place  on  which  the  Boiler  repofes.  The  flame 
having  made  one  complete  turn  under  the  Boiler  in 
this  fpiral  canal,  it  rifes  upwards,  and  going  once 
round  the  fides  rf  the  Boiler,  goes  off  by  an  hori- 
zontal canal,  furnifhed  with  a  damper,  into  the 
chimney. 

In  order  that  the  top  of  the  circular  wall  of  the 
fire-place  on  which  the  Boiler  is  feated,  may  not 
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cover  too  much  of  the  bottom  of  the  Boiler,  It* 
thicknefs  is  fuddenly  reduced  in  thai  part  (that  it 
to  fay  juft  where  it  touches  the  Boiler)  to  about 
half  an  inch* 

The  opening  by  which  the  Fuel  is  introduced 
into  the  fire-place,  is  a  conical  hole  in  a  piece  of 
fire-ftone,  which  hole  is  clofed  by  a  fit  (topper  made 
of  the  fame  kind  of  (tone.  The  afli-pit  door  and 
its  regifter  are  finiflied  with  fo  much  nicety,  that 
when  they  are  quite  clofed  the  Fire  almoft  inftan- 
taneoufly  goes  out. 

The  dimenfions  of  the  Boiler,  in  which  the  Ex- 
periments of  which  I  am  about  to  give  an  account 
were  made,  are  as  follows  : 

Diameter  JJJJJJ    "     i^5!  inche8  EngHOi  meafare. 
Depth    .....  14-52  J 

It  weighs  37  lbs.  Avoirdupois;  and  it  contains, 
when  quite  full,  about  73  lbs.  Avoirdupois,  equal 
to  8  J  gallons  (wine  meafure)  of  water. 

In  two  Experiments  with  this  Boiler,  which  were 
both  made  by  myfelf,  and  in  which  attention  was 
paid  to  every  circumftance  that  could  tend  to  ren- 
der them  perfe&,  the  refults  were  as  follows : 
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Quantity  of  Water  in  the  Boiler, 

id  Bavarian  pounds   *  -    - 
Temperature  of  the  water  in  the 

Boiler  at  the  beginning  of  the 

Experiment      ,     -     -     -     . 
Time  employed  in  making  the 

water  boil     ------ 

Wood  eonfumed  in  making  the 

water  boil,  in  Bavarian  pounds  < 
Time  the  water  continued  boil 

ing      -    - ■ 

Wood  added  to  keep  the  water 

boiling     ----.- 
Kind  of  wood  ufed     -     -     . 

Prtci/i  fe/ults. 

Ice-cold  water  heated  180  degrees, 
or  made  to  boil,  with  1  lb.  of 
wood     -  •  -     -     -     - 

Jtailing-hot  water  kept  boiling 
1  hour,  with  1  lb.  of  wood 


Experiment 
No.  ti. 

Experiment 
No.  12. 

The  firll 
Fire-place.  . 

The  improved 
Fire-place. 

43.63  lbs. 

43.6}  lbs. 

59° 

60* 

67  min. 

30  min. 

9  lbs. 

3  lbs. 

a  hrs.  2  min. 

3  hours 

5  lbs. 
Pine 

2^  lbs. 
Pine 

4.02  lbs. 

11,931b*.- 

1 7.74  lbs. 

•   5  2.36  lbs. 

The 
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The  following  Experiments  were  made  with  two 
Copper  Boilers,  (No.  i  and  No,  2.)  nearly  of  the 
fame  dimenfions,  in  the  kitchen  of  the  Military 
Academy  at  Munich,  in  the  prefent  improved  (late 
of  that  kitchen.  Thefe  Boilers  are  round  and  deep* 
and  weigh  each  about  62  lbs.  Avoirdupois.  They 
belbnged  originally  to  the  kitchen  of  the  Houfe  of 
Jnduftry,  being  two  of  the  eight  Boilers  which,  in 
the  firft  arrangement  of  that  kitchen,  were  heated 
by  the  fame  Fire. 

"    Their  exaft  dimenfions,  meafbred  in  EnglHh 
Jnches,  are  as  follows : 


Kamcter  {£™    ^ 
Depth     —      —      — 


The  Boiler 
No.  1. 


Inches. 
22.66 
19.82. 
24.72 


The  Boiler 
No.  a.   f 


Inch  en 

22.66 

20.85 
22.04 


At  the  beginning  of  each  of  the  following  Ex- 
periments, each  of  thefe  Boilers  contained  juft  95 
meafures  (or  Bavarian  maajfe)  of  water,  weighing 
187  lbs.  Bavarian  xyeight,  (equal  to  232.58113s, 
Avoirdupois^  or  a  trifle  lefs  than  28  gallons. 

The  grate  on  which  the  Fire  was  made  under 
each  of  thefe  Boilers  is  circular  and  concave,  and 
1 1  inches  in  diameter ;  and  their  fire-places  are  in 
all  refpe&s  fimilar  to  that  juft  defcribed.  (Experi- 
ment No.  11.)  Both  Boilers  are  furnifhed  witfc 
double  covers. 
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The  Experiments  made  wifh  the  Boiler  No.  u 
and  their  refults,  were  as  follows : 


Experiment 
No.  1  j. 


Quantity  of  water  in 
the  Boiler  in  the 
)>eginiiing  of  tlje 
Experiment      -     - 

Temperature  of  the 
water  in  the  Boiler 
at  the  beginning  of 
the  Experiment     - 

Time  employed  in 
making  the  water 
boil     .... 

Wood  confumed  in 
making  the  ^water 
boil     -     .     - '    . 

Time  the  water  con- 
tinued to  boil   -    • 

Quantity  of  FueUdd- 
cd  to  keep  it  boil- 
ing tips  time    -     - 

JCind  of  wood  ufed  as 
Fuel     -     -    -    . 

Preeifi  Refults  of  the 
'  Experiments. 

Ice-cold  water  heated 
180?,  or  made  to 
boil,  with  the  heat 
generated  in  the 
combuftion  of  1 16. 
of  the  fuel     -     - 

Boiling  water  kept 
boiling  one  hour, 
with  the  heat  ge- 
nerated in  the  com* 
buffion  of  ilb.  of 
the  wood    -    -    - 


lb*/ 
187 


6?< 


78 
lb*. 

min. 
>7 


Beech 


lbs. 

U.89 


Experiment 
No.  14. 


lbs. 

i*7 


sr 


61 


ii 


29 


Beech 


Experiment 
No.  15, 


lbs. 
I4.IS 


lbt. 
187 


«4° 

min* 
61 

lbs. 
9 


Pine 


lbs. 

16.89 


Experimajt 
Np.  j6. 


lbs. 
Jg7 


s& 


lbs. 
8 


*9 


4 

Pin* 


lbs, 

ao 


lbs. 

"—     1  108.40' 


AU 
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All  the  foregoing  Experiments  were  made  on 
the  fame  day,  (the  13th  of  O&ober  1794,)  and  in 
the  fame  order  in  which  they  are  numbered. 

.  The  following  are  the  refults  of  the  Experiments 
made  with  the  Boiler  No.  ?• 


Quantity  of  water  in  the 
Boiler  at  the  beginning 
•f  the  EiperimeAty  in 
Bavarian  founds       — 

Temperature  of  the  wa- 
ter in  the  Boiler  at  thr 
beginning  of  the  Ex- 
periment —      T- 

Timc  employed  in  mak- 
rng  the  water  boil     — ' 

Wood  conftmed  in  raak- 

.mg  the  water  boil     — 

'  Ttf*e  the  water  conti  ^ 

nued  to  boil     —     — - 

Wood  added  to  keep  the 
water  boiling    —    — * 

Kin*  of  wood  ufetf    — 

.  Ptectft  Jtefultu 
Ice-cold  water  heated 
1S00,  or  .made  to  boil, 
with  1  lb.  of  wood  — 
Boiling-hot  water  kept 
boiling  one  hour  with 
I  lb*  of  wood    —    — * 


Experim. 
No.  17 

Experim. 
No.  18. 

Experim. 
No.  19. 

lot. 

Jbs, 

lbs. 

187 

187 

187 

6l.° 

5*° 

600 

min. 

min. 

min. 

75 
lbs. 

55 

lbs. 

57 

>i 

11 

9 

min. 

min. 

min* 

n 

17 

S 

lb. 

1 

_  • 

_ 

Beech 

Beech 

Pine 

lbs. 

lba. 

4bs. 

13.9* 

14-33 

17-59 

_ 

— 

_ 

Experim. 
No.  zo. 


lbs. 
187 


55° 

rnin. 

60 

lbs. 
8 
h.  min. 
2     to 

lbs. 

A 


lbs. 

20.  IO 

lbs. 

132.68 


Experim. 

N011. 


lbs. 


aiz* 


h.  mm. 
z      Id 

lb,. 

i* 

Beech 


lbs: 
*45'44 


wThis  fet  of  Experiments  was  made  at  the  fame 
time  with  the  foregoing  fet,  namely,  on  die  13th 
Oftober  1794,  and  they  were  made  in  the  order  in 
which  they  are  here  regiftered.  In  the  laft  but 
one,  (No.  20.)  the  Economy  of  Fuel  in  the  procefs 
of  heating  water  was  carried  farther  than  in  any 
other  Experiment  I  have  ever  made. 

In 
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In  the  following  Experiments,  which  wet e  made 
in  a  large  Copper  Boiler  fitted  up  on  my  moft  im-/ 
proved  principles,  belonging  to  the  kitchen  of  the 
Houfe  of  Induftry,  the  Economy  of  Fuel  was  car- 
ried nearly  as  far. 

This  Boiler,  which  is  circular  *  is  42 1  Englifh 
inches  in  diameter  above;  42.17  inches  in  dia- 
meter below  ;  and  J  8.54  inches  deep.  It  weighs 
78*  lbs.  Avoirdupois ;  and  contains,  when  quite 
full,  714  lbs.  Bavarian  weight  (  =  884  lbs.  Avoir- 
dupoisfc  or  106  gallons)  of  water,  at  the  tempera- 
ture of  550. 

It  is  furrounded  abpve  by  a  wooden  ring  about 
two  inches  in  thicknefs,  into  which  it  is  fitted ;  and 
in  this  ring,  in  a  groove  about  £  of  an  inch  deep, 
is  fitted  a  circular  wooden  flat  cover ;  this  Cover 
is  formed  in  three  pieces,  united  by  iron  hinges  j 
and  one  of  thefe  pieces  being  fattened  down  by 
hooks  to  the  Boiler,  the  other  two  are  fo  contrived 
as  to  be  folded  back  upon  it  ocqafionally.  From 
the  upper  furface  of  the  part  of  the  cover  which  is 
fattened  down  on  the  Boiler,  a  tin  tube  two  inches 
in  diameter,  furnifhed  with  a  damper,  is  fixed,  by 
which  the  fleam  is  carried  off  into  a  narrow  wooden 
tube,  which  conducts  it  through  an  opening  in  the 
roof  of  the  houfe  into  the  open  ain 

To  prevent  flill  more  ^ffeftually  the-efcape  pf 
the  Heat  through  the  wooden  cover  erf  the  Boiler, 
the  upper  furface  of  it  is  prote&ed  from  the  cold 
atmofphere  by  a  thick  circular  blanket  coveted  on 
both  fides  by  fhong  canvas*  which  is  oecafionally 
thrown  over  it; 

voL;  ix*  h  Though 
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Though  die  diameter  of  fhis  Boiler  beta*  is 
more  than  40  inches,  the  diameter  of  its  fire-place 
(which  is  juft  under  h$  centre)  b  only  1 1  inches  ; 
but  as  the  flame  makes  two  complete  turns  under 
the  bottom  of  the  Boiler  in  a  fpiral  canal,  and  one 
turn  round  it,  the  time  required  to  heat  it  is  not  fo 
great  ^s,  from  the  iraaUnefs  of  its  fire-place,  might 
have  been  expe&ed* 

It  has  ever  been,  and  ftill  continues  to  be,  the 
decided  favourite  of  the  cook-maids. 

The  wood  ufed  as  Fuel  in  the  following  Experi- 
ment was  pine  moderately  dried.  The  billets  were  fix 
inches  long,  and  from  one  to  two  inches  in  diameter. 

The  fotiowkg  Table  fhows  the  refate  of  fire 
Experiments  that  were  made  with  this  Boiler  by 
tnyfelf,  juft  after  it  was  fitted  up :  k 


■Ott amity  of  water  in  the 
Boiler,  in  Bavarian 
pounds    —    — .     — , 

Temperature  of  the  wa- 
ter at  the  beginning  of 
the  Experiment 

Time  -required  to  nuke 
the  water  boil     —   — 

?oel  employed  to  make 
the  water  boil    —   — 

Time  the  water  conti 
nued  boiling     «<—    — 

Fuel  added  to  keep  the 
water  boiling    — 

Pitrcisr  "Rztvns.cJ 

the  Exptrimetttt. 
With  the  heat  generated 

in  the  •combuftrcfh  of 

lib.  of  the  Fuel, 
lce-co1d    water    heated 

1800,  or  made  to  boil 
Or     boiling-hot     water 

kept  boiling  one  hour 


Evperrm. 
No.  22. 

Experim. 
No.  23. 

Ejrperim. 

No.  24. 

Eaperisn. 
No.  25. 

Esrperm* 
No.  26. 

rbs. 

60S 

lbs. 
**7 

lbs. 
*54     . 

ft*. 
5o8 

lbs* 

h.  mm. 

4  So 
mki. 

96°. 
h.  min. 

h.  mm* 

h.  mm. 

2     4 
lbs. 

lbs. 

H 

1  .xs* 
lbs. 

lbs. 
h. 

3    * 
Ik*. 

*4 

3 

lbs. 

«56 

- 

- 

'  3 
Ibt. 

- 

lbs. 

i^37 

lbs. 
"•74 

lbs. 
1*.  69 

lbs. 

17148 ' 

lbs, 
X9.0X 

236.62 

— 

— ' 

358/66  1 

.— 

Without 
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Without  (lopping  to  make  any  observations  on 
the  refults  of  thefe  Experiments,  (though  they 
afford  matter  for  feveral  of  an  interesting  nature,) 
I  fliall  proceed  to  give  a  brief  account  of  another 
let  of  Experiments,  on  a  much  larger  fcale,  which 
Were  made  in  the  Copper  Boiler  of  a  Brewery  be- 
longing to  the  Eie&or. 

'This  Boiler,  which  is  fe&ahgular,  is  ten  feet 
long,  eight  feet  wide,  and  four  feet  deep,  Bavaria? 
medfure*)  and  contains  8*76  Bavarian  maqfle,  or 
meafures,  equal  to  1866  gallons  wine  meaftire. 
On  examining  this  Boiler,  I  found  its  fire-place  was 
conftru$ed  on  very  bad  principles ;  and  on  in- 
quiring refpe&ing  the  quantity  of  fire- wood  con- 
fumed  in  hi  I  found  the  wafte  of  Fuel  to  be  very 
great. 

This  Brewery  is  ufed  for  making  fmall  white 
beer,  (as. from  its  pale  colour  it  is  called,)  from 
malt  made  of  wheat  \  and  as  it  is  worked  all  the 
year  round,  the  expence  of  Fuel  was  very  greatr 
and  the  economy  of  it  an  objed  of  considerable 
importance. 

The  quantity  of  fire-wood  (pine)  that  had  at  aa 
average  been  confumed  daily  in  this  Brewery  was 
rather  more  than  four  Bavarian  dqften,  or  cords. 
On  altering  the  fire-place  of  this  Brewery,  and  put- 
ting n  (wooden)  covar  tp  the  Boiler,  I  reduced  thfc 
Wpence  to  lefs  than  1  k  clatters* 

In  the  new  fire-place  which  I  caufed  to  be  con* 
ftrufted  for  thh  Boiler,  the  cavity  under  the  Boiler 

*  t«©  Bmriau  -mchct are  c^uri  to  9*}  ijtchtt  ZngMk  rieafurt. 
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is  divided  into  three  flues,  by  thin  brick  walls  which 
run  in  the  direction  of  the  length  of  the  Boiler. 
The  middle  flue,  which  is  twice  as  wide  as  one  of 
the  fide  flues,  is  occupied  by  the  burning  Fuel,  and 
is  furnifhed  with  a  grate  20  inches  wide,  and  36 
•inches  long ;  and  the  opening  by  which  the  Fuel  is 
introduced  into  the  fire-place  is  clofed  by  two  iron 
doors,  placed  one  behind  the  other,  at  the  diftance 
of  eight  inches.  The  grate,  which  is  placed  at  the  m 
hither  end  of  the  fire-place,  is  horizontal,  and  it  is 
fituated  about  twenty  inches  below  the  bottom  of 
the  Boiler.  The  air  which  ferves  to  feed  the  Fire, 
is  let  in  under  the  grate  through  a  regifter  in  the 
afli-pit  door. 

When  the  double  doors  which  clofe  the  en- 
trance into  the  fire-place  are  (hut,  the  flame  of  the 
burning  Fuel  firft  rifes  perpendicularly  againft  the 
bottom  of  the  Boiler ;  it  then  paffes  along  to  the 
farther  end  of  the  (middle)  flue,  which  conftitutes 
the  fire-place,  where  it  feparates,  and  returns  it 
the  two  fide  flues ;  it  then  rifes  up  into  two  hori- 
zontal flues  (one  fituated  over  the  other)  which  go 
all  round  the  Boiler  ;  and  having  made  the  circuit 
of  the  Boiler,  it  goes  off  into  fepaiate  canals  (fur- 
niftied  with  dampers)  into  the  chimney. 
•  Though  the  Figures  1 7  and  1 8,  Plate  III.  are  not 
drawings  from,  the  fire-place  I  am  now  defcribing, 
but  of  another  which  I  fhall.  foon  have  occafion  to 
defcribe,*  yet  an  infpeftion  of  thefe  figures  will  be 
found  ufeful  in  forming  an  idea  of  the  principles 
on  which  the  fire-plape  in  queftion  was  conftrufted, 

and 
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and  on  that  account  I  fhali  occafionally  refer  to 
them. 

The  burning  Fuel  bang  confined  within  a  nar- 
row compafs, — being  well  fupplied  with  freih  airl- 
and being  furrounded  on  all  fides  by  thin  walls  of 
brick,  (which  are  non^condu&ors,)  the  heat  of  the 
fire  is  mod  intenfe,  and  the  combuftion  of  the 
Fuel  of  courfe  very  complete.  The  flame,  which 
is  clear  and  vivid  in  the  higheft  degree,  and  per- 
fe&ly  unmixed  with  fmoke,  runs 'rapidly  along 
the  bottom  of  the  Boiler,  (which  forms  the  top  of 
the  flues,)  and  from  the  refiftance  it  meets  with  in 
its  paffage,  from  fri&ion,  and  from  the  number  of  « 
turns  it  is  obliged  to  make,  it  is  thrown  into  innu- 
merable eddies  and  whirlpools,  and  really  affords  a 
moft  entertaining  fpeftacle. 

That  I  might  be  able  to  enjoy  at  my  eafe  this 
amufing  fight,  I  caufed  a  glafs  window  to  be  made 
in  the  front  wall  of  the  fire-place,  through  which 
I  could  look  into  the  Fire  when  the  fire-place  doors 
were  fhut ;  and  I  was  well  paid  for  the  trouble  and 
the  trifling  expence  I  had  in  getting  it  executed. 

Some  may  be  tempted  to  fmile  at  what  they  may 
think  a  childifh  invention;  but  there  are  many 
others,  I  am  confident,  and  among  thefe  many 
grave  philofophers,  who  would  have  been  very 
glad  to  have  fhared  my  amufement. 

The  window  of  which  I  am  ipeaking  is  circula* , 

-and  only  fix  inches  in  diameter ;  but  as  the  hole  in 

the  wall  is  conical,  and  much  larger  within  than 

without,  the  field  of  this  window  (if  I. may  ufe  the 

H  3  expreffioi*) 
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expveffion)  is  fufficiently  large  to  afford  a  good  vi< 
of  what  pafles  in  the  fire-place. 

This  conical  hole  is  represented  in  the  Figures 
1 8  and  21,  by  dotted  lines.  It  is  fituated  on  the 
left  hand  of  the  entrance  into  the  fire-place.  Ibto 
the  opening  of  the  hole  in  the  wall,  on  the  outfidc 
of  it,  is  fixed  a  fhort  tube  of  copper,  (about  fix 
inches  in  diameter,  and  four  inches  long,)  and  in 
this  tube  another  fhort  moveable  tube  ia  fitted,  one 
end  of  which  is  clofed  by  the  circular  plate  of  glafs 
which  conftitutes  the  window.  As  the  wall  of  the 
fire-place  in  front  is  thick,  this  pane  of  glafs  is  at  a 
considerable  diftance  from  the,  burning  Fuel,  and  a$ 
there  is  no  draught  through  the  hole  in  the  wall,  the 
glafs  does  not  grow  very  hot. 

I  have  been  the  more  particular  in  my  defcription 
of  this  little  invention,  as  I  think  it  may  be  ufeful : 
There  are  many  cafes  in  which  it  would  be  very 
advantageous  to  know  exa&Iy  what  is  going  on  in 
a  clofed  fire-place ;  and  this  never  can  be  known 
by  opening  the  door ;  for  the  inftant  th$  door  is 
opened,  the  cold  air  rufhing  with  impetuofity  into 
the  fire-place,  deranges  entirely  the  whole  economy 
of  the  Fire:  Befides  this,  it  is  frequently  very  dis- 
advantageous to  the  procefs  which  is  going  on,  to 
open  the  door  of  a  fire-place ;  and  it  is  always  at- 
tended with  a  certain  lofs  of  heat,  and  confequently 
fhould  as  much  as  poffible  be  avoided. 
:  I  intimated  that  the  window  I  have  been  deferr- 
ing afforded  me  anjufement ;— it  did  ftill  more,— it 
afforded  me  much  ufeful  information  j— it  gave  me 

an 
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an  opportunity  of  obferoing  the  various  internal 
motions  into  which  flame  may,  by  proper  manage- 
ment of  the  machinery  of  a  fire-place,  be  thrown ; 
and  of  eftimating,  with  fome  degree  of  precifion, 
their  different  effe&s.  In  fhort,  it  made  me  better 
acquainted  with  the  fubje&  which  hacf  fo  long 
engaged  my  attention— (Fire) ;— and  with  regard 
to  that  fubjett,  nothing  furely  that  is  new  can  be 
uninterefting.  But  to  return  to  the  Brewery : — To 
the  top  of  the  Boiler  was  fitted  a  curb  of  oak  tinv 
ber :  The  four  ftraight  beams  of  which  this  curb  was 
conftru&ed  are  each  about  7  inches  thick,  and  15 
inches  wide ;  and  the  upper  part  of  the  Boiler  is 
{aliened  by  large  copper  nails  to  the  infide  of  the 
fquare  frame  formed  by  thefe  four  beams.  From 
the  top  of  this  curb  is  raifed  a  wooden  building, 
like  the  roof  of  alioufe  with  a  double  fiant  or  bevel, 
which  ferves  as  a  cover  to  the  Boiler.  This  Build* 
ing,  the  fides  of  which  are  about  three  feet  high 
inwards,  and  the  top  of  which  is  covered  in  by  a 
very  flat  roof,  flanting  on  every  fide  from  the 
centre,— is  conftru&ed  of  a  light  frame-work  of 
timber,  (four-inch  deal  joifts,)  which  is  covered 
within  as  well  as  without  with  thin  deal  boards, 
which  are  rabbetted  into  each  other  at  their  edges, 
to  render  the  cover  which  this  little  edifice  forms 
for  the  Boiler  as  tight  as  poffible. 

From  the  top  of  this  cover,  an  open  wooden 

tube,  (»f,  Fig.  17.)  about  12  inehes  in  diameter, 

rifes  up  perpendicularly,  and  going  through  the 

toof  of  the  Brewhoufe,  ends  in  the  open  air.    This 

k  4  tube, 
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tul>e,  which  is  furnifhed  with  a  wooden  damper/  n 
intended  to  carry  off  the  (team. 

On  the  fide  of  this  cover  next  the  mafhing-tub* 
as  alfo  on  that  oppofite  to  it,  by  which  the  won 
runs  off  into  the  poolers,  there  are  large  folding 
wooden  doors,  (/  and  k9  Fig.  ^17.)  which  are  occa- 
iionally  lifted  up  by  means  of  ropes  which  pafs  over 
pullies  fattened  to  the  ceiling  of  the  Brewhoufe. 

There  are  likewife  two  glafs  windows  (fee 
Fig.  17.)  in  two  oppofite  fides  of  the  cover* 
through  which,  as  foon  as  in  confequence  of  the 
boiling  of  the  liquid  the  (team  becomes  tranfparent 
and  invifible,  (which  happens  in  a  very  few  minutes 
after  the  liquid  has  begun  to  boil,)  the  contents  of 
the  Boiler  may  be  diftin&ly  feen  and  examined. 

Whenever  there  is  occafion  during  the  boiling  to 
open  either  a  door  or  a  window  of  the  cover,  it  is 
neceffary  to  begin  by  opening  the  damper  of  the 
fteam-chimney,  otherwise  the  hot  fleam,  rufhing 
out  with  violence,  would  expofe  the  by-ftanders 
to  the  danger  of  being  fcaldcd;  but  when  the 
daniper  of  the  fteain-chimrtey  is  open,  no  (team 
comes  into  the  Brewhoufe,  thoygh  a  door  or  win- 
dow of  i;he  coyer  be  wide  open. 

Another  {jmilar  precaution  is  fometimes  neceC- 
fery  in  opening  the  door  of  the  fire-place,  which  it 
may  be  ufeful  to  mention. — When  the  dampers  iij 
the  canals  by  which  the  fmoke  goes  off  into,  the 
chimney  are  nearly  clofed,  (which  muft  frequently 
be  done  to  confine  and  economife  the  heat,)  iff 
without  altering  the  damper,  or  the  regifter  in  the 

afh- 
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afc-pit  door,  the  fire-place  door  be  fuddenly  open- 
ed, it  will  frequently  happen  that  fmoke,  and  fome* 
times  flame,  will  rufh  put  pf  the  fire-place  by  this  „ 
paflage.     This  accident  may  be  eafily  and  effe&P 
ually  prevented,  either  by  opening  the  damper,  or 
by  clofing  the  regifter  of  the  afh-pit  door,  the  mo- 
ment before  the  fire-place  door  is  opened — This 
precaution  fhould  be  attended  to  in  all  fire-places ■ 
of  all  dimenfions,  coqftru&ed  on  the  principles  I 
have  recommended. 
To  econoipife  the  time  and  the  patience  of  niy 
.  reader  as  far  as  it  is  poffible,  without  fupprefling 
any  thing  effential  relating  to  the  fubjeft  undpr 
confideration,  I  fhafll  give  him,  in  a  very  fmall 
compafs,  the  general  refults  of  a  fet  of  Experi- 
ments which  coft  me  morp  labour  (or  $t  lestft  more 
time)  than  it  would  coft  him  to  read  all  the  Eflays 
I  have  ever  written.     I  believe  I  am  fometimes  too 
prolix  for  the  tafte  of  the  age,— but  it  fliould  be 
remembered  that  the  fubjeds  I  have  undertaken  to 
inveftigate  are  by  no  meang  indifferent  to  me  ;— 
that  I  conceive  them  to  be  intimately  conne&ed 
with  the  comforts  and  enjoyments  of  mankind  j— 
and  that  a  habit  of  revolving  them  in  my  mind, 
and  reflecting  on  their  extenfive  ufefulnefs,  has 
awakened  my  enthufiafm,  and  rendered  it  quite  im- 
poffitte  for  me  to  treat  ih em  with  cold  indifference, 
however  indifferent  or  tirefome  they  may  appear  to 
thofe  who  have  not  been  accuftomed  to  view  thetn 
in  the  fame  light*  <       < 

I  have 
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I  hare  already  given  an  account,  in  all  its  raw 
rious  details,  of  one  Experiment  which  was  made 
(on  the  15th  of  April  1795)  with  the  Boiler  we 
have  juft  been  defcribing  (fee  page  78).  I  fhall  now 
recapitulate  the  general  refults  of  that  Experiment, 
and  compare  them  with  the  mean  refults  of  two 
other  like  Experiments  made  with  the  fame  Boiler, 


Quantity  of  water  10  the  boiler  - 

7>mperature  of  the  water  in  the 
Better  at  tht  beginning  of  the 
Experiment    -    -    -    •    * 

Time  required  to  make  the  water 
boil 

Fuel  employed  to  make  the  water 

boil        -         -         -         •  -r        •         - 

Time  the  water  continued  boil- 

fc£      ------      * 

Fuel  added  to  keep  the  water 

boiling     .---.- 
KindofFiielufed    -    -    - 

Precise   Results   of  the 
Exper-imenftf. 

Qgantky of  ice-cold  water  which 
might  be  heated  180*,  or  made 
to  btrif,  with  the  heat  gene* 
rated  hi  the  combttftion  of  1  lb, 
eftbeFuei     -    -     -     -    - 

l*i me  in  which,  according  to  the 
refolt  of  the  Experiment,  tee- 
tiU  water  might  (at  Munich) 
fa  made  to  troll  with  the  given 
propOrtio*,0f  Fuel    -     -    . 

Quantity  of  kaling-boe^  water 
kept  toiling  one  hour  with  the 
heat  generated  in  the  com- 
bufticmof  1  lb.  of  the  Fuel    - 


Experiment 
No.  27. 

Experiment 
No.  28. 

12,508  lbs. 

12,508  lbs. 

6o° 

580 

3  h.  4<>mio« 

3  h.  48  row. 

800  lbs. 

825  lbs. 

i 

ah.  43*90. 

*~+ 

100  lbs. 
Pine-wood 

Fine- wood 

12.06  lbs. 


4  a.  20  min* 


339.80  lbs. 


12.70  lb*. 


fh.  10 


0* 
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On  comparing  the  refults  of  thefe  Experiments 
with  thofe  made  in  the  boilers  of  the  kitchens  of 
the  Hoofe  of  Induftry  and  Military  Academy,  { 
was  Led  to  imagine  that  either  the  Boiler,  or  the 
fire-place  of  the  Brewery,  or  both,  were  capable 
of  great  improvement  j  for  in  fome  of  the  Experi* 
roents  with  thefe  fmall  kitchen  Boilers,  the  Eco* 
nomy  of  Fuel  had  been  carried  fo  far,  that  with 
the  heat  generated  in  the  combuftion  of  i  lb-  of 
pine-wood,   it   appeared  that  20  lbs.  of  ice-cold 
water  might  have  been  made  to  boil;    but  here, 
though  the  machinery  was  on  a  fcalefp  much  larger, 
(and  I  had  concluded,  too  raflily  indeed,  as  will  be 
foown  hereafter,  that  the  larger  the  Boiler  the 
greater  is  of  courfe  the  Economy  of  Fuel,) — the 
refults  of  thefe  Experiments  indicated,  that  not  quite 
13  lbs.  of  ice-cold  water  could  have  been  made  to 
boil  with  the  heat  furnifhed  in  the  combuftion  of 
1  lb.  of  the  wood.  v 

The  Experiments,  No.  22,  No.  25,  and  No.  26, 
which  were  made  with  the  largeft  of  my  kitchen 
Boilers,  had,  it  is  true,  afforded  grounds  to  fufpeft 
that,  beyond  certain  limits,  an  increafe  of  iize  in 
a  Boiler  does  not  tend  to  diminifh  the  expence  of 
Fuel  in  the  procefs  of  heating  water ;  yet,  as  all 
my  other  Experiments  had  tended  to  confirm  me 
in  the  opinion  I  had,  at  an  early  period,  imbibed  oa 
that  fubjeft,  I  was  difpofed  to  fufpeft  any  other 
caufe  than  the  true  one,  of  having  been  inftru- 
mental  in  producing  the  unexpected  appearances  I 
obferved. 

I  wa$ 
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I  wis  much  difappointed,  I  confefs,  at  finding 
that  the  Brewhoufe  Boiler,  notwithftanding  all  the 
pains  I  had  taken  to  fit  up  its  fire-place  in  the  moft 
perfeft  manner,  and  notwithftanding  its  enormous 
dimenfions,  when  compared  with  the  Boilers  I  had 
hitherto  ufed  in  my  Experiments,  fo  far  from  an- 
fwering  my  expectations,  actually  required  confi- 
defably  more  Fuel,  in  proportion  to  its  contents, 
than  any  other  Boiler  fitted  up  on  the  fame  princi- 
ples, which  was  not  one  fiftieth  part  of  its  fize.    ' 

This  unexpe&ed  refult  puzzled  me ; — and  I 
muft  own  that  it  vexed  me,  though  I  ought  per- 
haps to  be  afliamed  of  my  weaknefs;— but  it  did 
not  difcourage  me,  finding  on  examining  the 
Boiler,  that  its  bottom  was  very  thick,  compared 
with  the  thicknefs  of  the  fheet  copper  of  which  my 
kitchen  Boilers  were  conftru&ed,  it  occurred  to 
me  that  pofiibly  that  might  be  the  caufe,  or  at  leaft 
one  of  the  caufes,  which  had  made  the  confumption 
of  Fuel  fo  much  greater  than  I  expefted  ;  and  as 
*here  was  another  Brewhoufe  in  the  neighbour- 
hood belonging  to  the  Eleftor,  which,  luckily  for 
me,  flood  in  need  of  a  new  boiler,  I  availed  myfelf 
of  that  opportunity  to  make  an  Experiment,  which 
not  only  decided  the  point  in  queftion,  but  alfo 
eftabliflied  a  new  faft  with  regard  to  heat,  which  I 
conceive  to  be  of  confiderable  importance. 

Having  obtained  the  Ele&or's  permiflion  to  ar- 
range the  fecond  Brewhoufe  as  I  (hould  think  beft, 
I  determined  to  fpare  no  pains  to  render  it  as  per- 
fect as  poffible  in  all  refpe&s,  and  particularly  m 
*  6  every 


and  the  Econdmy  of  FttdL  109 

everything  relating  to  the  Economy  of  Fuel.  As 
in  brewing,  in  the  manner  that  bufinefs  is  carried 
on  in  Bavaria,  where  the  whole  procefs,  in  as  far  as 
Tire  is  employed  in  it,  is  begun  and  finiflied  in  the 
courfeofa  day,  the  faving  of  time,  in  heating  the 
water  and  boiling  the  wort,  is  an  objeQ:  of  almoft 
as  much  importance  as  that  of  economizing  Fuel, 
and  confequently  demanded  particular  attention. 

The  means  I  ufed  for  the  attainment  of  both 
thefe  objefts  will  be  evident  from  the  following  de- 
fcription  of  the  Boiler,  and  its  fire-place,  which  I 
caufed  to  be  conftru&ed,  and  which  are  reprefented 
in  all  their  details  in  the  Plates  HI,  IV,  and  V.    . 

This  Boiler  is  12  (Bavarian), feet  long,  io  feet 
wide,  and  only  a  feet  deep*.  The  iheet  copper  of 
which  it  is  made  is  uncommonly  thin  for  a  Boiler 
of  fuch  large  dimenfions,  being  at  a  medium  lefs 
than  one  tenth  of  an  Englifli  inch  in  thicknefs.  This 
Boiler,  when  finiflied,  weighed  no  more  than 
674  lbs.  Bavarian  weight,  equal  to  834$  lbs.  Avoir- 
dupois,  exclufive  of  64  lbs.  of  copper  nails  ufed  in 
riveting  the  fheets  of  copper  together- 

The  top  of  the  Boiler  is  furrounded  by  a  flrong 
curb  <0,  b9  Fig.  17.)  of  oak  timber,  to  which  it  is 
attached  by  ftrong  copper  nails,  and  over  the  Boiler  • 
js  built  a  roof,  or  flanding  cover,  (fee  fig.  17.) 
fimilar  inall  refpettsto  that  already  defcribed.  The 
bottom  of  the  Boiler  is  flat,  and  repofes  horizon* 
tally  on  the  top  of  the  thin  brick  walls  by  which 
the  fire-place  is  divided  into  flues.  (See  Fig.  18.)— 
Thefe  flues  do  not  run  in  the  direction  of  the  length 

of 
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of  the  Boiler,  but  from  one  fide  of  it  to  th4 
other j — consequently  the  door  of  the  fire-place  is 
in  the  middle  of  one  fide  of  the  Boiler. 

The  fleets  of  Copper,  of  which  the  bottom  of 
the  Boiler  was  conftru&ed,  run  in  the  dire&ion 
of  the  flues  ;  and  they  are  juft  fo  wide  that  their 
feams  or  joinings  (where  they  are  united  to  each 
other  by  their  fides)  repofe  on  the  walls  of  the  flues, 
except  only  in  the  middle  flue,  which,  being  about 
twice  as  wide  as  the  others,  one  feam  was  necefiarily 
left  unfupported,  at  lead  a  confiderable  part  of  its 
length. — The  fheets  of  copper  ufed  in  conftrufting 
this  part  of  the  bottom  of  the  Boiler  are  rather 
thicker  and  ftronger  than  the  reft  :  They  are  juft 
0.1 1 8  of  an  Englifli  inch  in  thicknefs. 

The  fire  is  made  under  this  Boiler  in  the  middle 
flue,  which,  as  I  have  juft  obferved,  is  a  little  more 
than  twice  as  wide  as  one  of  the  other  flues.  There 
axe  jive  flues  under  the  Boiler ;  namely,  one  in  the 
middle  44  inches  wide,  above,  in  the  clear,  (which 
conftitutes  the  fire-place,) — and  two  on  each  fide 
of  it,  in  which  the  flame  circulates j  one  20  inches 
wide,  and  the  other  19  inches  wide. 

The  fide  flues  are  each  14!  inches  deep ;•— butas 
*  the  walls  which  feparate  them  are  much  thicker 
below  than  above,  where  the  bottom  of  the  Boiler 
repofes  on  them,  the  width  of  thefe  flues  below  is 
only  1 3  inches.*— The  walls  of  thefe  flues  are  fhown 
by  dotted  lines  in  Fig.  17. 

The  walls  which  feparate  the  flues  do  not  run 
quite  from  one  fide  of  the  Boiler  to  the  other ;  an 

opening 
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opening  being  left  at  one  end  of  etach  of  them  equal 
to  -the  width  of  one  of  the  narrow  flues  for  the  paf« 

•    fage  of  the  flame  from  one  flue  into  aaoiher,  with- 
out its  going  from  under  the  Boiler, 

The  Fire  being  made  (on  a  circular  grate)  in  the 
middle  flue  {fee  Fig.  18.),  the  flame  paffes  on  in 
this  flue  to  its  farther  end,  and  then,  dividing  to 
the  right  and  left,  comes  forward  in,  the  two  ad- 
joining fide-flues.  Having  arrived  at  the  wail 
^ihich  fepports  the  front  of  the  Boiler,  it  turns 
again  to  the  right  and  left; .and,  entering  the  two 
outfide  flues,  returns  in  them  to  the  back  of  the 
Boiler,  Here  it  went  out  (before  the  fire-place  was 
altered)  at  two  openings  left  for  that  purpofein  the 

*" .  wall  which  fupports  the  back  part  bf  the  Boiler, 
and  the  two  currents  of  flame  uniting,  entered  a 
canal  7  inches  wide,  and  16  inches  high,  which 
goes  all  round  the  outfide  of  the  Boiler.  (See 
Fig.  20.)  Having  made  the  circuit  of  the  Boiler, 
it  went  off  by  a  canal  (furnifhed  with  a  damper) 
into  the  chimney. 

From  this  defcription  of  the  fire-place,  it  appears 
that  the  flame  and  finoke  generated  in  the  com- 
fcuftion  of  the  Fuel  in  pafling  through  thofe  dif- 
ferent flues,  made  a  citcuk  of  above  70  feet,  in 
contact  with  the  furface  of  the  Boiler,  before  they 
were  permitted  to  efcape  into  the  chimney.  This 
I  thought  muft  be  fuifficient  to  give  thefe  hot  fluids 
an  opportunity  of  communicating  to  the  Boiler  all 
the  heat  they  could  part  with*  notwithftanding  the 
difficulties  which  attend  their  getting  rid  of4t.  And 
I  concluded  that  the  communication  of  their  heat 

to 
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to  the  Boiler  would  be  much  facilitated  and  e±pe«" 
dited  by  the  various  eddies  and  whirlpools  produced 
in  the  flame  in  confequence  of  the  number  of  abrupt 
turns  and  changes  of  direftion  it  was  obliged  to 
make  in  paffing  under  and  round  the  Boiler. 

As  the  Experiments  which  have  been  made  with 
this  Boiler  were  conducted  throughout  with  the 
utmoft  care  and  attention,  and  as  their  refults  are! 
both  curious  and  important  in  feveral  refpefts,  I 
have  thought  them  deferving  of  being  made  known 
to  the  Public  in  all  their  details* 

An  Account  of  three  Experiments  made  at  Muw 
nich  the  ioth  of  O&ober  1796,  with  the  new 
Boiler  in  the  Brewery  called  Neuheufely  be- 
longing to  his  most  Serene  Highness  the 
Elector. — The  weather  being  fair  :  The 
barometer  (landing  at  28  Englifh  inches,  and 
Fahrenheit's  thermometer  at  3  6°. 

DimeoJions  of  the   Boiler,  in  1  Length     1 1  feet  6.02  inches, 

Englilh   meafure,  as  found  >  Width       9  —     7»7*3  • 

by  a&ual  admeasurement,     j  Depth        2  —    0.205  *— 

Contents  of  the  Boiler,  when  quite  full  to  the  brim,  14,163  lbs. 
Bavarian  weight  of  water,  at  the  tern  per  at  are  of  55%  equal 
to  17,540  lbs.  Avoirdupois,  or  2099  wine  gallons. 

The  Boiler  anally  contained  _of  water,  j  in  j  ^  ^ 
in  the  beginning  of  each  of  the  two  V  fl        «  * 

following  experiments,    *      •     *       j        ' 

equal  to  10.056  lbs.  Avoirdupois,  or  nearly  1 204  wine  gallons. 

The  wood  ufed  in  this  and  the  following  Experiments  w*s 
Pine,  which  had  been  moderately  feaforied,  and  the  billets  were 
3  feet  4$  joshes,  Englifli  meaftre,  in  length* 
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tiRST  Experiment  wifH  the  new  Boiler* 


Experiment,  No*  29* 


^ime. 

Firewood 
the  Fire 

put  into 
-place. 

a  empcrature  ui 

the  water  in  the 
Boiler* 

Number  of 

Quantity 

In  degrees  of  Fah-t 

Jtoiirs. 

Min. 

Billets. 

in  weight, 
lbs. 

tenheifs  Therm* 

II 

31  A.M. 

IO 

50 

.     50° 

— 

46    - 

15 

»5 

I4    •> 

12 

0    — 

5 

*S 

6+ 

— . 

10  P.M. 

5 

*S 

67 

— - 

36    - 

— 

«S 

— 

40    — 

4 

*$ 

— 

.  — . 

53    *-• 

5 

»5 

0 

i 

12    — 

7 

*S 

IO5 

•— 

11    — 

10 

5° 

no 

— 

46    - 

10 

SO 

129 

'•i. 

S8    -~ 

40 

5° 

— 

2 

17    — 

46 

So 

,i6 

— 

29    — 

— 

— 

164 

— 

34    — 

10 

50 

-*• 

_ 

41     — 

— 

— » 

173 

— 

49    — 

— 

— ,    . 

180 

— 

58    - 

40     % 

5° 

185 

3 

«5    — 

12 

SO 

»97 

26    — 

20                  2C 

205 

3 

35     — 

-  1  " 

the  water  boiled. 

employed,}  ♦  h*  +  min*    Wood  confun,ed»  S7SH». 
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The  boiling  water  being  let  off,  and  it  being  re- 
placed immediately  with  cold  water,  the  Experi- 
ment was  repeated  as  follows : 


Experiment^  No.  30. 


Quantity 

of  Fire- 

Temperatore  of 

Time. 

wood  put  into  the 

the  water  in  the 

. 

Fire-place. 

Boiler. 

Number  of 

Qtmttity 

In  dgrees  of  Fah- 

Hours.  Min« 

Billed. 

in  weight 
lbs. 

50 

renheit**  Therm. 

4    41  P.  M. 

40 

6o° 

—    50    — 

40 

50 

72 

1  AZ 

IO 

50 

86 

lO 

50 

99* 

—  29  — 

IO 

50      - 

VA 

—  42  — 

JO     ' 

50 

_.    S6    - 

40 

5° 

142 

6    10    — 

40 

50 

«57 

—    24    — 

40 

5° 

— 

—    28    — 

— 

•— 

172 

—    40    —   a 

40 

5° 

-r      42*  ~ 

— 

l85| 

—    S3    — 

40 

50 

— 

—    55    — 

— 

— 

I08 

Z03 

72    — 

— 

— 

7      7    —    '     " 

— 

— 

the  water  boiled* 

emplwcd, }  a  k*  a6  mJn'    Wood  «°nfumed,  5  solbs. 
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This  boiling  water  being  let  off,  the  Boiler  wad 
again  filled  (immediately)  with  cold  water ;  and 
in  this  third  Experiment  the  quantity  of  water  was 
increafed  to  1 1^368  lbs.  Bavarian  weighty— equal  to 
14,078 lbsi  Avoirdupois,  or  1685  wine  gallons. 

The  refults  Of  this  Experiment  were  as  follows  i 


Experiment,  No.  31. 


Quantity  of  Fire- 

Temperature of 

Time. 

wood  pot  into  the 

the  water  ia  the 

■v    ., 

Fire-place. 

Boiler. 

Number  ©f 

Quantity 

In  degrees  of  Fah* 

Hours.   Mb; 

BUlets. 

in  weighs 
lbs. 

renheifi  Therm. 

8    51  P.M. 

80 

IOO 

65i9 

9      7    — 

40 

50 

79° 

~    21    — 

40 

5° 

90 

—    44    — 

40 

5° 

,07 

—    57    — 

40 

50 

118 

id    14    — 

4° 

5° 

130 

—  .28     — 

40 

50 

140 

-    45    - 

40 

SO 

*SS 

ii    —    --. 

40 

50 

it>5 

~    15    — 

40 

5° 

»75 

—    $0    — 

40 

5° 

182 

—    45    — 

40 

5° 

20O 

11     58    —  . 

the  water  boiled. 

Time     7     , 
employed,  3  3 


7*  min.    Wood  coofamed,  650  lbs. 
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The  following  Table  will  fliow  the  refults  of 
thefe  three  Experiments  in  a  clear  and  fatisfa&ory 
manner: 


Experiment 
No.  29. 

Experiment 
No.  30. 

Experiment 
No.  31. 

Quantity  of  water  in  the 

Boiler   at    the    begin- 

ning  of   the    Experi- 

ment,     in      Bavarian 

founds      -     •     -     -     - 

8l2olbi. 

8nolbi. 

11,3681b*. 

Temperature  of  the  wa- 

ter at  the  beginning  of 

the  Experiment     - 

$0° 

*>° 

W 

Time  employed  in  mak- 

ing the  water  boil 

40.  4  min. 

ah.  26 min. 

3  h.  7  mis* 

Fuel    (Pine  wood)    con- 

fumed  in   making  the 

* 

water  boil,  in  Bavarian 

% founds     -     *     -     -     - 

57i*i. 

55olbi, 

650ID3. 

Preei/t  Refults  of  the  Ex- 

ftriments. 

Quantity  of  Ice-cold  wa- 

ter which  might  have 

been    heated    180    de- 

grees, or  made  to  boil 

with  the  heat  generated 

in   the   combitftion   of 

lib.  of  the  Fuel     -     - 

I2*54lb9, 

I2f281b3. 

14.591b*. 

Time  in  which,  accord- 

ing to  the  refult  of  the 

Experiment,      ice-cold 

.• 

water  might   be  made 

to  boil  at  Munich  with 

. 

the  given  proportion  of 

Fuel 

4K  31  min. 

2  h.  59  min. 1 

3  h.  35  miD. 

I  was  furprifed,  when  t  compared  the  refults  of 
thefe  Experiments  with  thofe  made  in  the  other 

Brewhoufe, 
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JBrewhoufe,  to  find  how  little  in  appearance  I  ha4 
gained  by  the  alterations  I  h*4  introduced ;  on  a 
more  careful  examination  of  the  matter,  however, 
I  found  that  I  had  gained  much  more  than  I  at  firft 
imagined,  both  in  refpeft  to  the  Economy  of  Fuel, 
and  to  that  of  Time.  The  amount  of  thefe  ad- 
vantages will  appear  from  the  following  compan- 
ion of  the  mean  refult  of  thefe  two  fefs  of  Experi- 
ments ; 


frecife  Re/ults  of  the  fori- 
going  Experiments* 


firft  &/, 

In  the  Experiment  No.  27. 
|n  the  Experiment  No.  28. 


Sam 
Means 


Second  Stt. 


In  the  Experiment  No.  29,         — 
Jn  the  Experiment  Ho.  39.         — 

Snm  — 

Means  — - 


Quantity  of 

ice-cold  water 

made  to  boil 

with   ilh.   of 

the  Fuel. 


Time  required 
to  make  ice- 
cold  water  bojl, 
according  to 
the  refult  of  t£« 
giver*   Experi- 


lbs. 
12.06 
12.76 


*4*77 


12.385 


12.54 
12.28 


hrs.  ruin. 
4  20 
4   20 


8   40 


4 

2 


20 


31 

59 


24.82 


12.41 


30 


45 


The  mean  refults  of  thefe  two  fets  of  Experi- 
ments differ  very  little  from  each  other  in  appear- 

1 3*  ance* 
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ance ;  and  from  this  circumftance  I  (hall  prove,  that 
the  new  Boiler  is  better  adapted  for  faring  Fuel  than 
the  old. 

By  comparing  the  reftilts  of  the  Experiments 
made  with  the  fame  Boiler,  but  with  different 
quantities  of  water,  we  fhall  conftantly  find  that  the 
expence  of  Fiiel'was  lefs  in  proportion  as  the  quan- 
tity of  water  was  greater.  In  the  Experiment 
No.  23,  when  127  lbs.  of  water  were  ufed,  the  re* 
fult  of  the  Experiment  indicated  that  no  more  than 
12.74  lbs.  of  ice-cold  water  could  be  made  to  boil 
with  the  heat  generated  in  the  combuftion  of  1  lb. 
of  the  Fuel  ufed j  but  in  the  Experiment  No.  26, 
made  with  the  fame  Boiler,  but  when  4  times  as 
much  water  was  ufed,  or  508  lbs.,  it  appeared 
from  the  refult  of  the  Experiment,  that  19.01  lbs* 
of  ice-cold  water  might  be  made  to  boil  with  1  lb. 
of  the  Fuel. 

Now,  im  the  firft  fet  of  the  Experiments  we 
are  comparing,,  as  the  quantity  of  water  ufed 
(12,508  lbs.)  was  much  greater  than  that  ufed  in 
the  fecond  fet  (8 120  lbs.),  it  is  evident,  that  if  the 
conftruttion  of  the  machinery  and  the  Management 
of  the  Fire  had  been  equally  perfefl:  in  the  two  cafes, 
the  Economy  of  Fuel  would  have  been  greateft 
where  the  largeft  quantity  of  water  was  ufed  ;— 
that  is  to  fay,  in  the  firft  fet  of  Experiments  ;— butt 
as  that  was  not  the  cafe,  it  is  certain  that  the  Boiler 
ufed  in  the  fecond  fet  is  better  adapted  to  econo?  , 
mize  iFuel  than  that  ufed  in  the  firft. 

But  we  need  not  go  fo  far  to  fearch  for  proofs 
Qf  that  fa£h  The  refult  of  the  Experiment  No.  3 1 
*  is 
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h  alone  fufficient  to  put  the  matter  beyond  doubt. 
In  this  Experiment,  in  which  the  quantity  of.  water 
(though  ftiil  confiderably  fliort  of  that  ufed  in  the 
former  fet  of  Experiments)  was  augmented  from 
8 1 20  lbs.  to  1 1,368  lbs.  the  faving  of  Fuel  was  fo 
much  increafed  as  to  fhow  in  a  decifive  manner  the 
fuperiority  of  the  new  Boiler. 


51.)  were 

27  and 
medium, 

Quantity     of 
ice-cold  water 
made  to  boil 
with    lib.  of 
the  Fuel* 

Time  required 
to  make  ice* 
cold  water  boil, 

according  to 
the  refuit  of  the 

Experiment.. 

Tie  Preeife  Refults 

Of  this  Experiment  (No.  t 
as  follows,      —        — 

0  the  Experiments  No. 
No.  28,  they  were,  at  a 

lbs.    ~ 
14.59 

1^.385 

hrs,      min. 

3  37 

4  *© 

The  difference  in  the  expence  of  Fuel  in  thefe 
Experiments  with  thefe  two  Boilers  is  by  no  means 
inconsiderable;  it  amounts  to  above  14  per  cent. 
and  would  have  amounted  to  more,  if  more  time 
had  been  allowed  for  heating  the  water  in  the  Ex- 
periment with  the  new  Boiler ;  for  it  is  eafy  to 
ihow — (what  indeed  was  clearly  indicated  by  all 
the  Experiments) — that,  in  caufing  liquids  to  boil, 
the  quantity  of  Fuel  will  be  lefs,  in  proportion  as 
.the  time  employed  in  that  procefs  is  long;  or, 
which  is  the  fame,— ^as  the  Fire  is  fmaller  :  And  the 
faving  of  Fuel  arifmg  from  any  given  prolongation 
of  the  procefs^  will  be  the  greater  as  the  fire-place 
is  more  perfect,  and  as  the  means  ufed  for  con- 
fining the  heat  are  more  effe&ual. 

1  4  Though 
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Though  the  general  refults  of  thefe  two  fets  of 
Experiments  afforded  abundant  reafon  to  conclude 
that  the  alterations  I  had  introduced  in  arranging 
the  new  Boiler  were  real  improvements  j  yet,  when 
I  compared  the  quantity  of  Fuel  confumed  in  the 
Experiments  with  this  new  Boiler,  with  the  much 
fmaller  quantities,'  in  proportion  to  the  quantity  of 
water,  which  were  employed  in  fome  of  my  former 
Experiments  with  kitchen  Boilers,  I  was  for  fome 
time  quite  at  a  Iofs  to  account  for  this  difference. 
In  all  my  Experiments  with  Boilers  of  different 
fizes,  from  the  fraalleft  faucepan  up  to  the  iargeft 
kitchen  Boilers,  I  had  invariably  found  that  the 
larger  the  quantity  of  water  was,  which  was  heated, 
the  lefs,  in  proportion,  was  the  quantity  of  Fuel  ne- 
ceffary  to  be  employed  in  that  proqefs  ;  and  fo  en- 
tirely had  that  prejudice  taken  poffeflion  of  my 
mind,  that  when  the  ftrongeft  reafons  for  doubt 
prefented  themfelves,  they  were  overlooked  j  and 
it  was  not  till  I  had  fearched  in  vain  on  every  fide 
to  difcover  fome  other  caufe  to  which  I  could  attri- 
bute the  unexpe&ed  appearance  that  embarraffed 
me,  that  I  was  induced,, — I  may  fay  forced,— to 
abandon  my  former  opinion,  and  to  be  convinced 
that  what  t  had  too  haftily  confidered  as  a  general 
law,  does  not  in  faffc  obtain  but  within  narrow 
limits  ; — that  although,  in  heating  certain  quantities 
of  liquids,  there  is  an  advantage  in  point  of  the 
Economy  of  Fuel  in  performing  the  procefs  on  a 
larger  fcale,  in  preference  to  a  fmaller  one ;  yet, 
when  the  liquid  to  be  heated  amounts  to  a  certain 

quantity. 
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quantity,  this  advantage  ceafes  ;  and  if  it  exceeds 
'  that  quantity,  it  is  attended  with  an  expense  of 
J^el  proportionally  greater  than  when  the  quaiH 
tity  is  left. 

What  the  fize  of  a  Boiler  muft  be,  in  order  that 
the  faving  of  Fuel  may  be  a  maximum,  I  do  not  pre* 
tend  to  have  determined ;  I  think  however  that 
fhere  are  fome  reafons  for  fufpefting  that  it  would 
not  be  larger  than  fome  of  the  kitchen  Boilers 
ufed  in  my  Experiments.  But  I  recoiled  to  have 
promifed  my  Reader,  that  I  would  not  give  him 
my  opinions,  without  laying  before  him  at  the  fame 
time  the  grounds  of  thofe  opinions.-^In  the  prefent 
cafe  they  are  as  follows :  . 

In  an  Experiment  of  which  I  have  already  givsn 
an  account  (No.  3.),  7441bs.  of  water,  at  the 
temperature  of  5  8°,  were  made  to  boil  in  a  fauce* 
pan  fitted  up  in  my  bed  manner,  in  a  clofed  fire-- 
place j  and  the  wood  confumed  was  1  lb.  This 
gives  for  the  precife  refult  cf  the  Experiment, 
6.68  lbs.  of  ice-rcold  water  made  to  boil  with  1  lb, 
of  the  Fuel. 

In  another  Experiment,  (fro.  ia)  made  with 
one  of  the  fmall  Boilers  belonging  to  the  kitchen 
of  the  Military  Academy,  fitted  up  on  the  fame 
principles,  43.63  lbs.  of  water,  at  the  temperature 
of  6o°,  were  made  to  boil  with  3  lbs*  of  wood. 
This  gives  11.93  lbs.  of  ice-cold  water  made  to 
boil  with  1  lb.  of  the  Fuel. 

Again,  in  the  Experiment  Ne.  20,  which  was 
jnade  with  a  larger  Boiler,  belonging  to  the  fame 

kitchen, 
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kitchen,  and  fitted  up  in  the  fame  manner,  1 87  lbs* 
of  water,  (equal  to  about  98  gallons,)  at  the  tem- 
perature of  $5°,  were  made  to  boil  with  the  com-* 
bullion  of  8  lbs*  of  fire-wood.  This  gives  ao.  1  o  lbs* 
Of  ice-cold  water  made  to  boil  with  1  lb.  of  the 
wood ;— and  farther  than  this  I  have  not  been  able 
to  pu(h  the  Economy  of  Fuel. 

In  the  Experiment  No.  26.  a  Boiler  was  ufed, 
which  had  been  cdnftru&ed  with  the  exprefs  view 
to  fee  how  far  it  was  poflible  to  carry  the  Economy 
of  Fuel  in  culinary  proceffes  ;  and  it  was  fitted  up 
with  the  utmoft  care,  and  on  the  moft  approved 
principles.  As  I  thought  at  that  time  that  a  large* 
fized  Boiler  was  effential  to  the  economizing  of 
Fuel,  this  Boiler  was  made  to  contain  106  gallons. 
In  the  Experiment  in  queftion  it  a&ually  contained 
508  Bavarian  pounds  pf  water,  (or  about  63  gal- 
lons,) at  the  temperature  of  480 ;  and  to  make  this 
water  boil,  24  lbs.  of  wood  were  confumed.  This 
gives  j  9.0 1  lbs.  of  ice-cold  water  made  to  boil  with 
1  lb.  of  Fuel.  Hence  it  appears  that  the  expence 
of  Fuel  was  greater  in  this  Experiment,  than  in  that 
kit-mentioned, 

Again,  in  the  Experiment  No.  31.  when  no 
lefs  than  1 1,368  lbs.  or  1685  gallons,  of  water  were 
heated  and  made  to  boil  in  the  new  Brewhoufe 
Boiler ;.  the  wood  confumed  amounted  to  650  lbs, 
which  (as  the  temperature  of  the  water  at  the  be* 
ginning  of  the  Experiment  w&s  65  £°)  gives  for  the 
precife  refult  of  the  Experiment,  14*59  lbs.  °^  *ce" 
"  cold  water  made  to  boil  with  the  heat  generated  ir* 
the  combqftion  of  1  lb.  of  the  Fuel., 

As 
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*  As,  the  relative  quantities  of  Fuel  expended  in 
the  Experiments  are  inverfely  3s  the  numbers  ex* 
preffing  the  quantities  of  iceycold  water,  whichj 
from  the  refult  of  each  Experiment,  it  appears 
might  have  been  heated  1 80  degrees,  or  made  tor 
boil,  under  the  mean  preffure  vi  the  atmofphere 
at  the  level  of  the  fea,  with  the  heat  generated  w 
the  cwnbnftion  of  1  lb.  of  the  Fuel  j  it  is  evident: 
that  tbefe  numbers  meafure  very  accurately  the 
fUiiforeat  degrees  to  which  the  Economy  of  Fue} 
was  carried  in  the  different  Experiments*  The 
JLconcmy  of  Fuel  in  heating  liquids  depending  m 
fa  quantity  of  the  liquid*  as  fhown  by  the  foregoing 
Experiments,  may  therefore  be  expreffed  fhprtly 
in  the  following  manner  1 


Quantity  of  wa. 

Degrees  to 
which  the  Eco- 

ter heated  in  the 

Experiment,  in 

nomy  of  the 

bavarian  lbq. 

Fuelwascarried. 

lbs. 

lbs. 

fn  the  Experiment  No.     3^ 

7-93 

6.6* 

No.   12, 

43^3 

u.93 

No.  16, 

i87 

2©»*e> 

No.  26, 

508 

to>°* 

No^  31,  J 

<i,s68 

I^S9 

Before  I  take  my  leave  of  this  fubjedt  I  would 
juft  remark,  Lthat  the  caufe  of  the  appearances  oh- 
ierved  in  the  Experiments  may,  I  think,  be  traced 
to  that  property  of  flame  from  which  it  has  been 
denominated  a  non-condu&or  of  heat : — For  if  the 
different  particles  of  flame  give  off  their  heat  only 

to 
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to  bodies  with  which  they  actually  come  into  con« 
ta&,  the  quantity  of  heat  given  off  by  it  wilT  be,— 
not  as  its  volume^  (and  confequently  not  as  the 
quantity  of  Fuel  confumed,)  but  rather  as  its  fur- 
face.  And  as  the  furface  of  the  flame,  when  fire* 
places  are  fimilar,  is  proportionally  greater  in  finall 
than  in  large  fire-places;— the  furfaces  of  fimilar 
bodies  being  as  the  fquares  of  their  correfponding 
fides,  while  their  volumes  ire  as  the  cubes  of  thole 
fides  ; — it  is  evident  that,  on  that  account,  left  heat 
in  proportion  to  the  quantity  generated  in  the  com- 
buftion  of  the  Fuel  ought  to  be  communicated  to 
the  Boiler,  when  the  fire-place  and  Boiler  are  large, 
than  when  the  procefs  is  carried  on  upon  a  fmafier 
fcale. 

There  ju-e,  however,  feveral  other  circumftances 
to  be  taken  into  the  account  in  determining  the 
effects  offize  in  the  machinery  neceflary  for  boil- 
ing  liquids ;  and  one  of  them,  which  has  great  in- 
fluence, is  the  heat  abforbed  by  the  mafonry  of  the 
fire-place.  This  lofs  will  moll  undoubtedly  be  the 
fmaller,  as  the  fireplace  is  larger ;  but  to  deter- 
mine the  exaft  point  when,  the  faving  on  the  one 
hand  being  juft  counterbalanced  by  the  lofs  on  the 
other,  any  augmentation  or  diminution  of  fize  in 
the  machinery  would  be  att&ided  with  a  pofitive 
lofs  of  heat,  is  not  eafy  to  be  afcertained.  Pro- 
vided however  that  proper  attention  be  paid  to  the 
Management  of  the  Fire,  and  that  as  much  heat  as 
poffible  be  generated  in  the  combuftion  of  the  Fuel 
--(which  may  always  be  done  in  the  largeft  fire- 
place 
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place  as  well,  if  not  better,  than  b  fmaller  ones!)  ; 
as  that  part  of  the  heat  which  goes  off  in  the  fmoke 
is  bdubitably  loft,  a  thermometer  placed  in  the 
chimney  would  indicate,  with  a  confiderable  degree 
of  precifion,  the  perfections  or  imperfe&ions  of  the 
fire-place. 

It  is  well  known  that  the  fmoke  which  rifes  froift 
the  chimnfes  of  the  clofed  fire-places  of  very  large 
Boilers  is  much  hotter  than  that  which  efcapes  from 
fmaller  fire-places ;  and  I  am  furprifed  that  this 
fad,  which  has  long  been  known  to  me,  {hould  not 
have  led  me  to  fufpeft  that  the  wafte  of  Fuel  'was 
proportionally  greater  in  thefe  large  fire-places  than 
in  fmaller  ones. 

Befides  the  Experiments  of  which  I  have  given 
an  account,  feveral  others  were  made  with  the  new 
Brewhoufe  Boiler ;  and,  among  others,  four  Ex* 
periments  were  made  on  four  fucceeding  days,  in 
brewing  Beer ;  and  it  was  found  that  confiderably 
lefs  Fuel  was  expended  in  thefe  trials,  than  was 
neceffary  in  brewing  the  fame  quantity  of  beer  in 
the  other  Brewhoufe,  in  which  I  firft  introduced 
my  improvements.  But  though  the  alteration  of 
form,  diminution  of  the  thicknefs  of  the  metal,  &c. 
which  Ihad  introduced  in  conftru&fng  the  new 
Boiler,  and  alfo  in  the  manner  of  fitting  it  up,  had 
produced  a  confiderable  faving  of  Fuel,  yet  it  was 
not  accompanied  by  a  proportional  faving  of  time. 
I  had  flattered  myfelf  that  by  making  the  Boiler 
very  thin  and  very  /hallow,  I  fhould  bring  its  con- 
tents to  boil  m  a  very  .Jhort  time  ;  but  I  did  not  con- 
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fider  how  much  time  is  neeeffary  for  the  combuf- 
tion  of  the  Fuel  necejfary  for  heating  fo  large  a 
quantity  of  water  ;  otherwife  my  expedations  oil 
this  head  would  have  $>een  lefs  fanguine.  The 
quantity  of  heat  generated  in  any  given  time  being 
*s  the  quantity  of  Fuel  confumed,  it  muft  depend 
In  a  great  meafure  on  the  fize  of  the  fire-place ; 
and  when  it  is  required  to  heat  a  large  quantity  of 
water,  or  of  any  liquid,  in  a  very  fliort  time,  either 
the  fire-place  muft  be  large,  or  (what  in  my  opinion 
would  be  dill  better)  a  number  of  feparate  fire* 
places, — two  or  three*  for  inftance,  or  even  a 
greater  number,— may  be  made  under  the  fame 
Boiler.  The  Boiler  fhould  be  made  wide  and  fhallow, 
in  order  to  admit  of  a  great  number  of  flues,  in  which 
the  flame  and  fmoke  of  the  different  Fires  fhould  be 
made  to  circulate  feparately  tinder  its  bottom.  . 

The  combuftion  of  the  Fuel,  and  consequently 
the  generation  and  communication  of  the  heat, 
may  in  the  fame  fire-place  be  confiderably  accele- 
rated by  increafing  the  draught  (as  it  is  called)  of  the 
Fire  ;  which  may  be  done  by  increafing  the  height 
of  the  chimney,  or  by  enlarging  the  canal  leading 
to  the  chimney,  and  keeping  the  damper  open* 
when  that  paflage  is  too  final! ; — or  by  fhortening 
the  length  of  the  flues. 

The  mafter  brewer  having  expreffed  a  wifh  that 
fome  contrivance  might  be  ufed  by  which  the  watetf 
might  be  made  to  boil  a  little  fooner  iv\  the  new 
Boiler,  I  made  an  alteration  in  its  fire-place  which 
completely  anfwered  that  purpofe*  . 
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But  befides  the  defire  1  had  to  oblige  the,  matter 
brewer,  (who  only  thought  how  he  could  contrive 
id  finiih  as  early  as  poffibie  his  day's  work,-)  I  had 
another,  and  much  more  important  objeft  in  view. 
Having  had  reafonto  fuiped  that  flues  which  go 
found  on  the  outfide  of  large  Boilers  do  little  more 
than  prevent  the  efcape  of  the  heat  by  their  fides* 
—^which,  with  infinitely  lefs  trouble  and  lefs  ex* 
pence,  may  be  prevented  by  other  means, — I  was 
defirous  of  finding  out,  by  a  decifive  Experiment* 
the  real  amount  of  the  advantages  gained  by  thofe 
flues j  or  the  faving  of  Fuel  which  they  produce. 
And  as  I  was  confident  that  the  fuppreffion  of  the 
flue  which  went  round  the  new  Boiler  would  in* 
create  the  draught  of  the  fire-place,  and  accelerate 
the  combuftion  of  the  Fuel,  I  concluded  that  if  my 
opinion  was  well  founded  with  refpeQ:  to  the  fmail* 
nefs  of  the  advantages  derived  from  thefe^dlf 
finest  the  increafe  of  heat  arifing  from  the  accelera* 
'  tion  of  the  combuftion  occafioned  by  the  iacreafed 
draught  on  clofing  them  up  would  more  than  coun* 
terbalance  the  lofs  of  thofe  advantages,  and  the 
time  employed  in  heating  the  water  would  be  found 
to  be  aftually  lefs  than  it  was  before. 

The  refults  of  the  following  Experiments  {how 
how  far  my  fufpicions  were  founded. 

Experiment,  No.  32*  N     - 

The  flue  round  the  outfide  of  the  new  Brewhoufe 
Boiler  having  been  clofed  up,  and  two  canafe 
(a  and  £,  Fig.  2  w)  formed  from  the  end  of  the  two 

outfide 
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otitfide^  flues  of  thofe  fituated  under  the  Bofler,  by 
which  two  canals  (which  were  both  furnifhed  with 
dampers)  the  fmoke  pafled  off*  from  under  the 
Boiler  dire&ly  into  the  chimney  ;  the  Experiment 
No.  31.  which  was  made  with  the  fame  Boiler  be* 
fore  the  outfide  flues  were  clofed  up,  was  now  re- 
peated with  the  utmoft  care,  in  order  to  afcertam 
the  effe&s  which  the  clofing  up  of  thofe  flues  would 
produce.     The  quantity  of  water  in  the  Boiler,  and 
its  temperature  at  the  beginning  of  the  Experiment, 
were  the  fame ;  — the  wood  ufed  as  Fuel  was  taken 
from  the  fame  parcel,  and  it  was  put  into  the  fire-' 
place  in  the  fame  quantities ,  and  at  the  fame  intervals, 
ef  time;— in  fhort,  every  circumftance  was  the  fame 
in  the  two  Experiments,  excepting  only  the  altera- 
tions which  had  been  made  in  the  fire-place.     As 
the  length  of  the  flues  through  which  the  flame  and 
fmoke  were  obliged  to  pafs  to  get  into  the  chimney 
had  been  diminifhed  more  than  half,  (or  reduced 
from 70  to  above  3ofeet,)the  ftrength  of  the  draught 
of  the  fire-place  was  much  increafed,  as  was  evident 
not  only  from  the  increafed  violence  of  the  combuf- 
tionof  the  Fuel,  which  was  very  apparent,  but  alfo 
from  another  circumftance,  which  I  think  it  my 
duty  to  mention.     Before  the  flue  round  the  Boiler 
was  clofed,  if  too  much  Fuel  was  put  into  the  fire* 
place  at  once,  it  not  only  did  not  burn  with  a  clear 
flame,  but  frequently   the  fmoke,  and  ibmetimes 
the  flame,   came  out  of  the  fire-place  door,  even 
when  the  damper  in  the  chimney  was  wide  open ; 
but  after  this  flue  was  clofed  up,  it  was  found  to  be 
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hardly  pbflible  to  overcharge  the  fire-place,  aiid  the 
tfuel  always  burned  with  the  utmoft  vivacity; 

I  ought  to  infotm  my  Reader,  that  though  this 
entrance  into  the  flue  which  w&it  round  the  orifc 
fide  of  the  Boiler  was  clofed,  and  another  and  a 
Ihorter  road  opened  for  the  flame  and  fmoke  tcT 
pafs  off  into  the  chimney,  yet  the  cavity  of  tAhe 
flue  remained ;  and  by  means  of  openings  (<icc 
c  c  c  Fig.  2t.  Plate  V.)  about  fix  inches  fquare 
in  the  brick-work  which  feparated  this  old  road 
(which  was  now  (hut  up)  from  the  flues  under  the 
Boiler ',  the  flame  was  permitted  to  pafs  into  this 
cavity,  and  to  fpread  itfelf  round  the  outfide  of  the 
Boiler*  This  contrivance  (which  I  would  recom-, 
mend  for  all  Boilers)  not  only  prevents  the  efcape 
of  the  heat  out  of  the  Boiler  by  its  fides,  but  con- 
tributes fomething  towards  heating  it  \  and  as  the 
openings  in  the  fides  of  the  flues  do  not  fenfibly 
impede  the  motion  of  the  flame,  they  catt  do  na 
.harm. 

As  the  two  Experiments,  the  refults  of  which  I 
am  about  to  compare^  were  made  with  the  greateft 
care,  and  as  they  are  on  feveral  accounts  uncom- 
monly interefting,  I  (hall  place  them  i&  a  confpicu- 
ous  point  of  view. 
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A  Comparative  View  of  two  Experiments 
made  with  a  new  Brewhoufe  Boiler. 

The  time  is  reckoned  from  the  beginning  of  the  Expe- 
riment, and  was  the  fame  in  both  Experiments. 

Quantity  of  water  in  the  Boiler  11,368  lbs.  Bavo 
rian  weight. 


Fuel  pat 

into  the 

Heat  of  the 1 

water  in  the 

fire-place. 

Boiler. 

Time  from 
the  begin- 
ning of  the 

Experiment 

Experiment 

Experiment. 

Number 

Quantity 

-  No.  31, 

No.  32 » 

of  billets. 

in  weight. 

(outride  flue 
open.) 

(outfide  flue 
clofed.) 

hrs.  mio. 

No. 

lbs. 

degrees. 

degrees. 

—     — 

80 

IOO 

*5i 

65 1 

O      16 

40 

s° 

79 

82 

O     30 

40 

50 

90 

94 

0    55 

40 

50 

107 

110 

1      6 

40 

So 

118 

M2 

1     25 

40 

50 

13° 

*35 

*     37   . 

40 

50 

140 

147 

1    54 

40 

50 

iSS 

160 

2         9 

40 

50 

165 

171 

2      24     ' 

40 

5° 

175 

182 

2     S9 

40 

5° 

182 

191 

2      54 

40      ' 

50 

200 

— 

2      59 

_ 

boiled 

3      7 

— 

1      — 

boiled 

'  — 

Having  found  by  comparing  the  refults  of  thefe 
two  Experiments,  that  I  had  loft  nothing  in  refpeft 
to  the  Economy  of  Fuel,  by  fhutting  up  the  outfide 
flue  of  my  Boiler,  I  was  now  defirous  of  afcer- 
taining  how  much  I  had  gained  in  point  of  time, 

or 
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br  how  much  the  increafed  draught  of  the  fire-place, 
In  confequencfe  of  its  flues  being  Shortened,'  en- 
abled me  to  abridge  the  time  employed  in  cauf- 
ing  the  contents  of  the  Boiler  to  boil,>  in  cafes  in 
which  it  fhould  be  advantageous  to  expedite  that 
procefs  at  the  expence  of  a  fmall  additional  quan- 
tity of  Fuel. 

By  the  following  Experiment,  in  which  the  com- 
buftion  of  the  Fuel  was  made  as  rapid  as  poflible 
by  keeping  the  fire-place  full  of  wood,  and  the  re- 
gister in  the  afh-pit  door  and  the  damper  in  the 
chimney  conftantly  quite  open,  may  be  feen  how 
far  I  fucceeded  in  the  attainment  of  that  objeft. 
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Experiment^  No,  33. 

The  Boiler  contained  11,368  lbs.  Bavarian 
weight  of  water  at  the  temperature  of  47°.  The 
Fuel  ufed  was  ptoe-wood,  moderately  feafoned,  in 
billets  three  feet  four  inches  long,  and  fplir  into 
*  fmall  pieces  of  about  1  lb.  each,  that  it  might 
"burn  the  more  rapidly. 

This  Experiment  wq,s  made  the  29th  of  Novem- 
ber 1.796,  the  barometer  ftajiding  at  26  inches  8.7 
lin^s  Paris  meafure,  and  Fahrenheit's  thermometer 

at  33°- 

Tempera- 
ture of  the 
water  in 
the  copper. 


Time. 

Fuel  put  into  the 
fire-place. 

hrs. 

min. 

lbs. 

c 

0 

100 

— 

14 

100 

— 

34 

100 

— 

5* 

100 

3 

9 

100 

— 

*S 

100 

— 

39 

100 

4 

0 

100 

— 

10 

— 

— 

17 

— 

Time  employed  -  2 

17 

Wood  confumed  -  800 

degrees. 

47 

58 
88 

100 

123 

144 

lll 

200 
boiled 


,  In  the  Experiment  No.  32,  the  fame  quantity 
of  water  at  the  temperature  of  6$l°9  was  made  to 
boil  in  2  hours  59  minutes,  with  the  confumption 
of  625  lbs.  of  the  fame  kind  of  wood.  Had  the 
water  in  this  Experiment  been  as  cold  as  it  was  in 
the  Experiment  No.  33,  (namely  at  the  tempera- 
ture 
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ture  of  4^%)  ihftead  of  625  lbs.,  705  lbs.  of  the 
Fuel  would  have  been  neceflary  ;  and  the  precefs, 
inftead  df  lafting  2  hours  and  59  minutes*  Would 
have  lafted  3  hours  and  22  minutes. 

Hencfe  we  may  conclude,  that  to  abridge  1  hour 
and  5  minutes  of  3  hours  ahd  22  minutes  In  the 
procefs  of  boiling  1 1,368  lbs.  of  water,  this  cannot 
be  done  at  a  lefs  additional  expence  df  Fuel  than 
that  of  95  lbs.  of  pine-wood  ;— or,  to  abridge  the 
time  one-third,  there  mud  be  an  additional  expence 
of  about  one-eighth  more  Fuel. 

In  fome  cafes  it  will  be  moft  profitable  to  fave 
time ;  in  others  to  ecbnomife  Fuel  j— and  it  will  al- 
ways be  defirable  to  be  able  to  do  either,  as  circum- 
ftances  may  render  moft  expedient. 

From  a  comparifon  of  the  quantities  of  Fuel 
confumed,  and  confequently  of  heat  generated,  in 
the  fame  time,  with  the  quantities  of  heat  aftualty 
communicated  to  the  water,  in  the  Experiments 
No.  32  and  No.  33,  during  this  time,  an  idea  may 
be  formed  of  the  great  quantity  of  heat  that  may 
remain  in  flame  and  fmoke  after  they  have  paffed 
many  feet  in  flues  under  the  thin  bottom  of  a  Boiler 
containing  cold  water ;  and  this  fhows  with  how 
much  difficulty  thefe  hot  vapours  pairt  with  their 
heat  j  and  how  important  it  is  to  be  acquainted  with 
that  faft  in  order  to  take  meafures  with  certainty 
for  economifing  Fuel. 

I  have  been  the  more  particular  in  my  account 

of  thefe  Experiments  with  large  Boilers,  as  I  believe 

'no  Experiments  of  the  kind  on  fo  large  a  fcale  have 

beefl  yet  made  j    and  as  they  were  all  conduced 
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with  care,  their  refults  have  intrinfic  value  inde* 
pendent  of  the  particular  ufes  to  which  I  have  ap« 
plied  them. 

Of  the  relative  Quantities  of  Heat  producible  from 
different  Kinds  of  Fuel. 

As  in  the  countries  where  this  Eflay  is  likely  to 
be  mod  read,  pit-coals  are  more  frequently  ufed  as 
Fuel  than  wood,  it  will  not  only  be  fatisfaftory,  but 
in  many  cafes  may  be  really  ufeful  to  my  Reader  to 
know  the  relative  quantities  of  heat  producible 
from  coals  and  from  wood ;  in  order  to  be  able  to 
compare  the  refults  of  Experiments  in  which  coals 
are  ufed  as  Fuel,  with  thofe  of  which  I  have  here 
given  an  account ;  or  to  determine  the  quantity  of 
coals  neceflary  in  arty  procefs  which  it  is  known 
may  be  performed  with  a  given  quantity  of  wood. 

It  was  my  intention  to  have  made  a  fet  of  Expe- 
riments on  purpofe  to  determine  the  relative  quan- 
tities of  heat  producible  from  all  the  various  kinds 
of  combuftible  bodies  which  are  ufed  as  Fuel ;  and 
I  made  preparations  for  beginning  them,  but  I  have 
riot  yet  been  able  to  find  leifure  to  attend  to  the 
fubjeft. 

The  moft  fatisfaftory  account  I  have  been  able 
to  procure  refpefting  the  matter  in  queftion,  is  one 
for  which  I  am  indebted  to  my  friend  Mr*  Kirwan. 
By  this  account,  which  he  tells  me  is  founded  on 
Experiments  made  by  Mr.  Lavoijier,  it  appears, 
that  equal  quantities  of  water,  under  equal  furfaces, 
may  be  evaporated,  and  confequently  equal  heats 
produced, 
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Jf  By  17  of  Coaks 

-r  -    J  10  of  Pit-coal 

orinmeafure  *  40  of  Charcot 

I  33  of  Oak. 


By  403  lbs.  of  Coaks 

600  —  of  Pit-coal    I    ^ .    ^  •  r«»-, 

600-pfcharcoaif 0Mnmeafure 

1089  —  of  Oak         J  L         33 


I  wifh  I  were  at  liberty  to  tranfcribe  the  ingenious 
and  interefting  obfervations  that  accompanied  this 
eftimate  ;  but  as  they  make  part  of  a  work  which  I 
underftand  is  preparing  for  the  Prefs,  I  dare  not 
anticipate  what  Mr.  Kir  wan  will  himfelf  foon  lay 
before  the  Public. 

According  to  this  eftimate  it  appears  that 
1089  lbs.  of  oak  produces  as  much  heat  in  its 
combuftion  as  600  lbs.  of  pit-coal.  Now,  if  we 
fuppofe  that  the  pine-wood  ufed  in  my  Experi- 
ments is  capable  of  producing  as  much  heat  per 
found  as  oak, —and  I  have  reafon  to  think  it  does 
not  afford  lefs,— from  the  quantity  of  pine-wood 
ufed  in  any  of  my  Experiments,  it  is  eafy  to  afcer- 
tain  how  much  coal  would  have  been  neceflary  to 
generate  the  fame  quantity  of  heat'j  for  the  weight 
of  the  coal  which  would  be  required  is,  to  the 
weight  of  the  wood  a&ually  confumed,  as  600  to 
1089. 

In  one  of  my  Experiments  (No.  3 1 ,)— 11,368  lbs. 
of  water,  at  the  temperature  of  65  f°,  were  maSe 
to  boil  with  650  lbs.  of  pine*wood.  As,  when  the 
Experiment  was  made,  the  mercury  in  the  baro- 
meter flood  at  about'  28  Englifh  inches,  the  tem- 
perature of  the  water  when  it  boiled  was  only 
309 s%  confequently  its  temperature  was  raifed 
(^Q9i — 65O  144  degrees.      Had  the  water  been 

K  4   ■  boiled 
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boiled  in  London,  or  in  any  other  place  nearly  on 
a  level  with  the  furfece  of  the  fea,  it  muft  have 
been  heated  to  21 2°  to  have  been  -made  to  boil* 
confequently  its  temperature  muft  have  been  raifed 
146!0*  and  to  have  dpne  this,  inft?ad  of  650  lb$. 
of  wood,  66i±  lbs,  would  have  been  reqpired  i 
(1400  is  to  <>salbs.  as  1464*  to  661  lr  lbs. 

If  piNcopl  were  ufed  inftead  of  wood,  3634.  lbs. 
of  that  kind  of  Fuel  would  have  been  fpfficient  ;~- 
for  the  quantities  in  weight  of  different  kinds  of 
Fuel  required  to  perform  the  fame  procefs  befog 
invcrfely  as  the  quantities  of  heat* which  equal 
weights  pf  the  given  kinds  of  Fuel  are  capable  of 
generating,  pr  diredly  as  the  quantities  of  the  kind 
pf  Fuel  in  queftion,  which  are  required  to  produce 
the  feme  heat,  it  is  1089  to  600,  as  6614.  lbs.  of 
Wood  to  3634.  Ifcs.  of  coal,  futppofing  the  foregoing 
«ftimate  to  be  exa^. 

Whether  it  would  be  poffible  to  caufe  fo  large  a 
quantity  of  water,  (i  681  wine  gallons,)  at  the  given 
temperature,  (6540,)  to  boil,  with  this  fmall  quan- 
tity of  coal,  I  leave  to  thofe  who  are  converfant  in 
Experiments  of  this  kind  to  determine. 

From  the  refult  of  my  20th  Experiment  it  ap- 
peared that  20^ lbs.  of' ice-cold  water  might  be 
heated  180  degrees,  or  made  to  boil  under  the 
mean  preffure  of  the  atmofphere  at  the  level  of  the 
furface  of  the  ocean,  with  the  heat  generated  in  the 
combuftion  of  1  lb.  of  pine-wood.  Computing 
from  the  refult  of  this  Experiment,  and  from  the 
relative  quantities  of  heat,  producible  from  pine- 

wood, 
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wood,  a»d  from  pit-coal,  it  appears  that  the  heat- 
generated  in  the  combuftion  of  1  lb.  of  pit-coal, 
would  make  36^  lbs.  of  ice-cold  water  boilf 

Hence  it  appears  that  pit-coal  fliould.  heat  36 
times  its  weight  of  water,  from  the  freezing  point 
to  that  of  boiling ; — and  as  it  has  been  found  by 
Experiments  made  with  great  care  by  Mr.  Watt^ 
that  nearly  $i  times  *s  much  heat  as  is  fufficient 
to  heat  any  given  quantity  of  ice-cold  water  to  the 
boiling  point,  is  required  to  reduce  the  fame  quan- 
tity pf  water,  already  boiling-hot,  to  fteam ;  accord- 
ing to  this  eftimation,  the  heat  generated  in  the 
combuftion  of  1  lb,  of  coal  fliould  be  fufficient 
to  reduce  yery  pearly  7  lbs,  of  boiling-hot  water  to 
fteam. 

How  far  thefe  eftimates  agree  with  the  Experi- 
ments that  have  been  made  with  fteam-engines,  I 
know  not ;  but  there  Xeetas  to  be  much  reafon  to 
fufpeft  that  the  expence  of  Fuel,  in  working 
thofe  engines,  is  confiderably  greater  than  it  ought 
to  be,  or  than  it  would  be,  were  the  Boilers  and 
Fire-places  conftrufted  on  the  bed  principles,  and 
the  Fire  properly  managed. . 

An  lEJlimate  qf  the  real  Amount  of  the  Lofs  of 
Heat  in  culinary  Proeeffes* 

Ik  attempts  to  improve,  it  is  always  very  defir- 
able  to  know  exaSly  what  progrefs  has  been 
made; — to  be  able  to  meafure  4he  diftance  we 
have  laid  behind  us  in  our  advances ;  and  alfo  that 
which  ftill  remains  between  us  and  the  objeft  in 

N  view. 
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view.  The  ground  which  has  been  gone  over  is 
eafily  meafured  ;  but  to  eftimate  that  which  ftill  lies 
before  us  is  frequently  much  more  difficult. 

The  advances  I  have  made  in  my  attempts  to 
improve  fire-places,  for  the  purpofe  of  economif- 
ing  Fuel,  may  be  eftimated  by  the  refults  of  the 
Experiments  of  which  I  have  given  an  account  in 
this  Effay  ;  but  it  would  be  fatisfattory,  no  doubt, 
to  know  how  much  farther  it  is  poffible  to  pufli  the 
Economy  of  Fuel. 

In  my  4th  Experiment,  7  54  lbs.  of  water,  at  the 
temperature  of  58%  were  made  to  boil,  at  Munich, 
with  6  lbs.  of  wood.  If,  from  the  refylt  of  thi$ 
Experiment,  we  compute  the  quantity  of  ice-cold 
water  which,  with  the  he^t  generated  in  the  com- 
buftion  of  1  lb,  of  the  Fuel,  might  be  heated  1  8q 
degrees,  or  made  to  boil,  it  will  turn  out  to  be  only 
1 1  lb,  or  more  exa&ly  1.1  ilb« 

According  to  the  refult  of  the  Experiment 
No,  20,  it  appeared,  that  no  lefs  than  20^  lbs.  of 
ice-cold  water  might  have  been  made  to  boil  with 
the  heat-  generated  in  the  combuftion  of  j  lb*  of 
pine-wood. 

,  It  appears,  therefore,  that  about  eighteen  times  as 
much  Fuel,  in  proportion  to  the  quantity  of  water 
heated,  was  expended  in  the  Experiment  No.  4,  as 
in  that  No.  20 ;  and  hence  we  may  conclude  with 
the  utmdft  certainty,  that  of  the  heat  generated,  or 
which,  with  proper  management,  might  have  been 
generated  iji  the  combuftion  of  the  Fuel  ufed  in 
9  the 
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the  4th  Experiment,  lefs  than  XXT  part  was  em- 
ployed in  heating  the  water  ;  —  the  remainder, 
amounting  to  more  than  i^of  the  whole  quantity, 
being  difperfed  and  loft. 

I  ventured  to  give  it  as  my  opinion  in  the  begin- 
ning  of  this  Effay,  that  "  not  lefs  than  fcven-eighths 
of  the  heat  generated,  or  which,  with  proper  ma- 
<6  nagement,  might  be  generated  from  the  Fuel  ao 
<c  tually  confumed,  is  carried  up  into  the  atmofphere 
c*  with  thefmoke,  and  totally  loft." — I  will  leave  it 
to  my  Reader  to  judge  whether  this  opinion  was* 
not  founded  on  good  and  fufficient  grounds. 

But  though  it  be  proved  beyond  the  poffibility 
of  a  doubt,  that  the  procefs  of  heating  water  was 
performed  in  the  20th  Experiment  with  about  -^ 
part  of  the  proportion  of  Fuel  which  was  ac- 
tually expended  in  the  4th  Experiment,  yet  nei- 
ther of  thefe  Experiments,  nor  any  dedu&ions  that 
can  be  founded  on  their  refults,  can  give  us  any 
light  with  refpeft  to  the  real  lofs  of  heat,  or  how 
much  lefs  Fuel  would  be  fufficient  were  there  no 
lofs  whatever  of  heat.  The  Experiments  fhow 
that  the  lofs  of  heat  muft  have  been  at  leaft  eighteen 
times  greater  in  one  cafe  than  in  the  other  ;  but 
they  do  not  afford  grounds  to  form  even  a  probable 
conjedlure  refpe&ing  the  amount  of  the  lofs  of  heat 
fn  the  Experiment  in  which  the  Economy  of  Fuel 
was  carried  the  fartheft,  or  the  poffibility  of  any 
farther  improvements  in  the  conftrudion  of  fire- 
places.    I  (hall,  however,  by  availing  myfelf  of  the 

labours 
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labours  of  others,  and  comparing  the  refulte  of 
their  Experiments  with  mine,  endeavour  to  throw 
fome  light  on  this  abftrufe  fubjed. 

Doftor  Crawford  found,  by  an  Experiment 
contrived  with  much  ingenuity,  and  which  appears 
to  have  been  executed  with  the  utmoft  care,  that 
the  heat  generated  in  the  combuftion  of  jo  grains 
of  charcoal  raifed  the  temperature  of  31  lbs.  70Z. 
Troy=i8i,92o  grains  of  water,  i^V  degrees  of 
Fahrenheit's  thermometer,  when  none  of  the  heat 
generated  was  fuffered  to  efbape* 

But  if  30  grains  of  charcoal  are  neceffary  to  raife 
the  temperature  of  181,920  grains  of  water  i^V 
degrees,  it  would  require  3457.9  grains  of  charcoal 
to  raife  the  temperature  of  the  fame  quantity  of 
water  180  degrees,  or  from  the  point  of  freezing 
to  that  of  boiling;  for  it  is  1.7 1°  to  30  giains, 
as  1800  to  3157.9  grains.  Consequently  the  heat 
generated  in  the  combuftion  of  1  lb.  of  charcoal 
would  be  fufficient  to  heat  .57.608  lbs.  of  ice-cold 
water  180  degrees,  or  to  make  it  boil  j — for  3157.9 
grains  of  charcoal  are  to  181,920  grains  of  water  as 
1  lb.  of  charcoal  to  57.608  lb?,  of  water* 

From  the  refults  of  Mr.  Lavoisier's  Experi- 
ments, it  appeared  that  the  quantities  of  heat  gene- 
rated  in  the  combuftion  of  equal  weights  of  char- 
coal and  dry  oak,  are  as  1089  to  600.  Hence  we 
may  conclude,  that  equal  quantities  of  heat  are 
generated  by  1  lb.  of  charcoal  and  1.8 1 5  lbs.  of  oak  j 
confequently  that  the  heat  generated  in  the  com- 
buftion 
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feuilibn  of  1.&15  lbs.  of  oak,  would  heat  57.608  lbs. 
of  ice-cold  water,— or  1  lb.  of  oak,  3 1.74  lbs.  of 
ice-cold  waiter  180  degrees,  or  caufe  it  to  boil  j— 
were  no  part  of  th*  heat  generated  in  the  combujlim 
of  the  fuellofh*  -  "      ' 

If  now  we  foppofe  the  quantities  of  heat  pro- 
ducible from  equal  weights  of  dry  oak  and  of  dry 
pine- wood  to  be  equal, — (and  there  is  reafon  to 
believe  that  this  fuppofition  cannot  be  far  from  the 
truth,)— we  can  eftimate  the  real  lofs  of  heat  in  each 
of  the  two  Experiments  before  mentioned,  (No.  4 
and  No.  20,)  as  alfo  in  every  other  cafe  in  which 
the  quantity  of  Fuel  confumed,  and  the  effefts  pro- 
duced by  the  heat,  are  known* 

Thus,  for  inftance,  in  the  20th  Experiment,  as 
the  efFefts  aftually  indicated  that  with  that  part  of 
the  heat  generated  in  the  combuftion  of  1  lb.  of  the 
Fuel  which  entered  the  Boiler  ',  2oTVlbs.  of  ice-cold 
water  might  have  been  itiade  to  boil ;  as  by  the 
above  eftimate  it  appears  th^t  3  i^V  lbs.  of  ice- 
cold  water  might  be  made  to  boil  with  all  the  heat 
generated  in  the  combuftion  of  1  lb.  of  the  Fuel- 
it  is  evident  that  about  one-third  of  the  heat  gene- 
rated, was  loft ;  or  tt.t*  of  it  was  faved. 

This  lofs  is  certainly  not  greater  than  might 
reafonably  have  been  expefted,  efpecially  when  we 
confider  all  the  various  caufes  which  confpire  in 
producing  it ;  and  I  doiA*  whether  the  Economy 
of  Fuel  will  ever  be  carnJPjtnuch  farther. 

In  the  Experiment  No?  4,  as  the  effefts  pro- 
.  duced  by  the  h«at  which  entered  the  Boiler  indi- 
cated 
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cated  that  no  more  than  1*14  lb.  of  ice-cold  water 
could  have  been  made  to  boil  with  1  lb.  of  the 
Fuel,  it  appears  that  in  this  Experiment  only  about 
TVth  part  of  the  heat  generated  was  faved. 

In  all  the  Experiments  made  on  a  very  large 
fcale,  with  Brewhoufe  Boilers,  rather  more  than 
me-halfol  the  heat  generated  found  its  way  up  the 
chimney,  and  was  loft. 
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CHAP.     VI. 

AJhort  Account  of  a,  Number  of  Kitchens,  public  and 
private,  and  Fire-places  for  various  U/es,  which 
have  been  conflruSled  under  the  Direction  of  the 
Author ',  in  different  Places. — Of  the  Kitchen  of 
the  HbusE  of  Industry  at  Munich — Of  that 
'  of  the  .Military  Academy— Of  that  of  the 
Military   Mess-House — that  of  the  Farm- 
House,  and  thofe  belonging  to  the  Inn  in  the 
English  Garden  at  Munich. — Of  the  Kit- 
chens of  the  Hofpitals  of  La  Pieta  ;  and 'La  Mi- 
sericordia  at  Verona. — Of  a  fmall  Kitchen 
fitted  up  as  a  Model  in  the  Houfe  of  Sir  John 
Sinclair  Bart,  in  London. — Of  the  Kitchen 
of  the  Foundling  Hospital  in  London.— Of 
a  Military  Kitchen^  the  life  ^Troops  in 
Camp. — Of  a  Portable  BoiLERjfar  the  XJfe  of 
Troops  on  a  March. — Of  a  large  Boiler  fitted 
up  as  a  Model  for  Bleachers  at  the  Linen- 
Hall  in  Dublin.— <-0/*  a  Fire-place  for  cook- 
ing,  and  at  the  fame  Time  warming  a  large 
Hall;  and  of  a  perpetual  Oven,  both  fitted 
up  in  the  House  0/*  Industry  at  Dublin.— Of 
the    Kitchen — Laundry — Chimney    Fire- 
places— Cqttage   Fire-place— and   Model 
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of  a  Lime-kilk— fitted  up  in  Ireland,  in  toe 
Houfe  of  the  Dublin  Society.  i 

Tlyf  y  wifli  to  give  the  mod  complete  information 
-**'*  pofljble,  with  regard  to  the  grounds  on  wfcich 
the  improvements  I  propofe  are  founded,  has  in- 
duced me  to  be  very  particular  in  my  account  of 
my  Experiments,  and  of  the  conclufions  and  prac- 
tical inferences  I  have  thought  myfeif  authorifed  to 
draw  from  them ;  and  as  thefie  inveftigations  have 
frequently  led  me  into  abftrufe  philofophkal  dif- 
quifitions,  which  might  not  perhaps  be  very  inte- 
refting  to  many  of  my  readers,  to  whom  a  fimple 
account  of  my  Fire-places,  with  directions  for  con- 
ftru&ing  them,  might  be  really  ufeful ;  in  order  to 
accommodate  readers  of  all  defcriptions,  I  have 
thought  it  bed  to  divide  my  fubjeft,  and  to  referve 
what  I  have  (till  to  fay  on  the  mechanical  fart  of 
it,— the  Conftru&ion  of  Kitchen  Fire-places,— for 
a  feparate  Eflay.     In  the  mean  time,  for  the  in- 
formation of  thofe  who  may  have  opportunities  of 
examining  any  of  the  Kitchens,— or  Fire-places,  for 
other  purpofes,— which   have  already  been  con- 
ftru&ed  on  my  principles,  under  my  direction,  1 
have  annexed  the  following  account  of  them,  and 
of  the  particular  merits  and  imperfe£tions  of  each 
of  them*    This  account,  added  to  what  has  been 
faid  in  the  foregoing  Chapters,  of  this  Eflay  on  the 
conftru&ion  of  Fire-places,  will v  I  flatter  myfeif,  be 
found  fufficient  to  convey  the  fulleft  information  re- 
fpe&ing  thefubjeft  under  confideration,  and  enable 

thofe, 
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thofe>  who  may  with  to  adopt  the  propofed  im- 
provements, to  conftrudt  Fire-places  of  all  kinds  on 
the  principles  recommended,  without  any  farther 
afftftance. 

Thofe  who  may  not  have  leifure  to  enter  into 
thefe  fcientific  inveftigations,  and  who,  notwith* 
itanding,  may  wifh  to  imitate  thefe  inventions,  will 
find  all  the  information  they  can  want  in  my  next 
Effay. 

An  Account  of  the  Kitchen  of  the  House  of  Industry 
at  Munich,  in  its  prefent  State. 

The  large  circular  copper  boiler  (which  is  fitu- 
ated  in  .a  fmall  room  adjoining  to  the  great  Kit- 
chen) is  fitted  up  in  a  very  complete  manner;— 
its  (wooden)  cover  is  cheap,  fimple,  and  durable, 
and  anfwers  perfe&ly  well  for  confining  the  heat ; 
—the  fteam  tube  (or  fleam  chimney,  as  I  have 
called  it)  is  very  ufeful,  as  it  carries  off  all  the 
fteam  generated  in  cooking,  and  keeps  the  air 
of  the  Kitchen  dry  and  wholefome.— To  carry  off 
the  fteam  which  rifes  from  the  hot  foup  when  it  is 
ferved  up,  there  is  a  fteam-chimney  of  wood,  (fur- 
nifhed  with  a  valve,)  the  opening  of  which  is  fitu- 
ated  at  the  higheft  part  of  the  Kitchen.  To  pre- 
vent the  cold  air  from  coming  down  by  this  paffage 
into  the  Kitchen,  its  damper  (which  is  opened  and 
(hut  by  a  cord  which  goes  over  a  pulley)  is,  in 
winter,  kept  conftantly  fhut,  except  juft  when  it 

vol.  ii.  l  is 
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is  neceffary  to  open  it  for  a  moment  to  let  out  the 
fleam. 

The  only  alteration  I  would  make,  were  I  to  fit 
up  this  boiler  again,  would  be  to  leave  openings 
by  which  the  Sues  might  be  cleaned  occafionally, 
without  lifting  the  boiler  out  of  its  place. — This 
fliould  be  done  in  the  fire-places  of  all  large  boilers. 
This  boiler,  which  is  ufed  every  day,  requires  to 
have  its  flues  cleaned,  and  its  bottom  and  fides 
fcrubbed  with  a  broom,  to  free  them  of  fpot,  once 
in  fix  weeks* 

Over  againft  this  boiler  is  a  machine  for  drying 
potatoes,  which  has  been  found  to  anfwer  perfe&ly 
well  the  end  for  which  it  was  contrived.  Potatoes 
firfl  moderately  boiled,  and  then  fkinned  and  cut 
into  thin  flices,  and  dried  in  this  machine,  may  be 
kept  good  for  many  years. 

The  eight  iron  boilers  in  the  great  Kitchen  are 
fitted  up  on  good  principles ;  and  the  oven  which 
hr  heated  by  the  fmoke  from  the  fire-places  of  two 
of  thefe  boilers,  (which  oven  is  deftined  for  drying 
the  wood  for  the  ufe  of  this  Kitchen,)  is  deferving 
of  attention. 

The  wooden  covers  of  thefe  eight  boilers,  and  the 
horizontal  tubes,  conflrudled  of  wood  wound 
round  with  canvas  and  painted  with  oil  colours, 
by  which  the  fleam  is  carried  off,  have  been  found 
to  anfwer  very  well  the  purpofes  for  which  they 
were  contrived. 


The 
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The  Kitchen  of  the  Military  Academy  at  Munich* 

This  Kitchen  in  its  prefent  ftate  is  fo  perfect  in 
all  its  parts,  that  I  do  not  .think  it  capable  of  any 
confiderable  improvement.  The  roq/lef,  which  has 
been  in  daily  ukfeven%  years,  is  ftill  in  good  con- 
dition, and  bids  fair  to  laft  twenty  years  longer.— 
It  is  large  and  vroomy,  and  has  been  found  to  be 
extremely  ufefiil.  Though  the  -different  patts  of 
this  Kitchen  are  not  diftributed  with  fo  much  fynv* 
metry  as  could  have  been  wifhed,  owing  to  local 
circumftances,  yet  it  is  very  complete  in  its  various 
details,  and  all  the  various  proceffes  of  cookery  are 
performed  in  it  with  little  labour,  and  with  a  very 
fmall  expence  indeed  of  Fuel.  Two  large  boilers 
and  three  large  ftewpans,  which  are  fitted  up  ill 
a  detached  mafs  of  brick-work  in  a  corner  of  the 
room,  (on  the  right  hand  on  going  into  it,)  I  can 
recommend  as  perfect  models  for  imitation.  In 
lhort,  I  know  of  nothing  that  I  could  wife  to  alter 
in  this  Kitchen* — To  fay  the  truth,  it  has  already 
undergone  a  fufficient  number  of  changes  and 
alterations. 


The  Kitchen  in  the  Military  Hall  of  Officers9  Mefs* 
Houfe  in  the  Englijh  Garden  at  Munich. 

Thi6  Kitchen  is  much  lefs  perfeA  in  its  details 
than  that  juft  mentioned.— It  was  built  in  the 
fpring  of  the  year  1790,  and  has  fince  undergone 
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only  a  few  trifling  alterations.  It  has  three  roafters  * 
which  are  made  fmall  on  purpofe  to  ferve  as 
models  for  private  families;  and  I  have  had  the 
pleafure  to  know  that  they  have  often  been  imi- 
tated. 

The  Kitchen  in  the  Farm  Houfe  in  the  Engli/h 
Garden. 

This  Kitchen  is  well  contrived  for  the  ufe  for 
which  it  was  defigned,  and  I  can  recommend  it  as 
a  very  good  model  for  the  Kitchens  of  Farm- 
houfes,  for  families  confiding  of  eighteen  or  twenty 
perfons.  One  of  the  boilers,  which  is  deftined  for 
warming  water  for  the  ufe  of  the  Kitchen  and  the 
(tables,  is,  in  winter,  heated  by  the  fmoke  of  a  Ger- 
man ftove,  which  is  fituated  in  an  adjoining  room,— 
that  inhabited  by  the  Overfeer  of  the  farm. 

The  great  Kitchen  of  the  Inn  in  the  Garden. 

This  Kitchen,  which  is  adjoining  to  the  Farm- 
houfe,  is  contrived  almoft  for  the  fole  purpofe  of 
roafting  chickens  before  an  open  fire,  a  kind  of 
food  of  which  the  Bavarians  are  extravagantly 
fond.  It  has  three  open  fire-places,  conftrufted  on 
the  principles  recommended  in  my  Effay  on  Chim- 
ney Fire-places,  fronting  different  fides  of  the 
Kitchen,  and  all  opening  into  the  fame  chimney, 
which  chimney  is  built  nearly  in  the  middle  of  the 
room.  This  Kitchen  was  built  before  my  roafters 
were  come  into  ufe. 
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The  /mall  Kitchen  belonging  to  the  Inn. 

*This  Kitchen  has  nothing  belonging  to  it  that 
cleferves  attention,  or  that  I  would  recommend 
for  imitation.  It  was  originally  defigned  merely 
for  making  coffee,  chocolate,  &c. 

A  Kitchen  that  has  lately  been  fitted  up  on  my 
principles,  in  the  new  Hofpital  for  the  infirm 
and  helplefs  Poor,  which  is  fituated  on  the  height 
called  the  Gq/leig,  on  the  fide  of  the  river  oppofite 
to  the  town  of  Munich,  is  much  more  interfiling, 
pnd  is  a  good  model  for  imitation. 

The  Kitchen  of  the  Hofpital  of  La  Pieta  at  Verona 

Is  peculiarly  interefting,  on  account  of  its  conve- 
nient form  and  the  perfedk  fymmetry  of  its  parts. 

The  mafs  of  brick- work  in  which  the  boilers  are 
fixed  occupies  the  middle  of  one  fide  of  a  large 
high  room,  which  is  plaftered  and  white- wafhed, 
and  neatly  paved.  The  covers  of  the  large  boilers 
are  lifted  up  by  ropes  which  go  over  pullies  fixed  to 
the  ceiling  of  the  top  of  the  room ;  but  were  I  to 
build  the  Kitchen  again,  I  fhould  fubftitute  wooden 
covers  with  fleam  chimnies  inftead  of  them,  fuch 
in  all  refpe&s  as  that  belonging  to  the  large  round 
copper  boiler  in  the  Kitchen  of  the  Houfe  of  In- 
duftry  at  Munich.  When  the  covers  are  fo  large 
that  they  cannot  conveniently  be  lifted  on  and  off 
With  the  hand,  they  fhould,  in  my  opinion,  always 
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be  made  of  wood,  and  divided  into  parts,  united  by 
hinges.  When  they  are  defigned  for  confining  the 
fleam  entirely,  they  fhould  be  made  on  a  peculiar 
conftru&ion,  which  will  hereafter  be  defcribed, 
The  covers  for  fmall  boilers,  and  thofe  for  fauce- 
pans,  fhould  always  be  of  tin,  and  double. 

The  grates  on  which  the  fires  are  made  under  the 
boilers  in  tht  Kitchen  of  the  Hofpital  of  La  Pieta, 
are  circular  j  but  they  are  not  hollow,  or  difhing, 
as  that  improvement  did  not  occur  to  me  till  after 
that  Kitchen  was  finifhed.  The  fpiral  flues  under 
the  boilers  are  alfo  wanting,  and  for  the  fame  rea- 
fon.  In  all  other  refpe&s  this  Kitchen  is,  I  believe, 
quite  perfeQ:. 

The  Kitchen  of  the  Hofpital  of  La  Mifericordia  at 
Verona 

Is  conftruded  on  the  fame  principles  as  that  of 
La  Pieta.  The  only  difference  between  them  is  in 
the  diftribution  of  the  boilers.  That  of  La  Mi- 
fericordia is  built  round  two  fides  of  the  room. 
In  many  cafes,  this  manner  of  difpofing  of  the 
boilers  will  be  found  more  convenient  than  any 
pther ;  but  in  all  cafes  where  this  method  of  placing 
them  is  preferred,  care  mud  be  taken  to  place 
the  largeft  boilers  fartheft  from  the  chimney,  and 
the  fmaller  ones  nearer  to  it,  and  in  regular  fuc* 
ceflion  as  their  fizes  diminish.  This  is  neceffary, 
}n  order  that  injthe  mafs  of  brick-work  iji  which 
the  boilers  are  fixed,  there  may  be  room  behind 
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the  fmaller  boilers  for  the  canals  which  carry  off 
the  fmoke  from  the  large  ones  into  the  chimney. 

This  circumftance  was  attended  to  in  conftruft- 
ing  the  fmall  Kitchen  that  I  fitted  up  laft  fpring 
in  the  houfe  of  Sir  John  Sinclair,  Bart*  Prefident 
of  the  Board  of  Agriculture,  Whitehall,  London. 
This  Kitchen  (which  was  intended  to  ferve  as  a 
model,  and  is  open  to  the  public  view  at  all  t)ours) 
is  by  no  means  as  perfeft  as  I  wiihed  it  to  be  :— 
Having  been  built  during  my  journey  to  Ireland, 
feveral  miftakes  were  made  by  the  workmen  I  em- 
ployed, who,  though  they  have  great  merit  in  their 
different  lines  of  bufinefs,  had  not  then  had  fuffi- 
cient  experience  in  conftru&ing  Kitchens  on  my 
principles,  to  be  able  to  execute  fuch  a  job  in  my 
abfence  without  committing  feme  faults.  Thofe 
which  were  moft  effential  I  correfted  ;  but  m^ftay 
in  England  after  my  return  from  Ireland  was  too 
fliort,  and  my  time  too  much  taken  up  with  other 
matters  to  rebuild  the  Kitchen  from  the  found- 
ation ;  which  I  was  very  defirous  of  doing,  and 
which,  with  the  permiffion  of  the  Proprietor,  I 
fhall  certainly  do  when  I  come  to  England  again. 
The  greateft  fault  of  the  Kitchen  is  the  want  of 
dampers  to  the  canals  by  which  the  fmoke  is  car- 
ried off  from  the  clofed  fire-places  of  the  boilers 
and  faucepans  into  the  chimney.  Thefe  dampeis 
fhould  never  be  omitted  in  any  fire-place,  however 
fmall.  They  are  neceffary,  even  in  fire-places  for 
the  fmalleft  faucepans,  and  no  large  boiler  fhould 
on  any  account  be  without  one.  Some  Expert- 
ly 4  ments 
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ments  I  have  lately  made  (fince  my  return  to  Ba- 
varia) have  fliewed  me  how  very  neceffary  thefe 
dampers  are  ;  and  I  confider  it  as  my  duty  to  the 
Public  to  lofe  no  time  in  recommending  the  gene* 
ral  ufe  of  them.  The  flattering  attention  that 
has  been  paid  by  the  Public  to  the  various  im- 
provements I  have  takeji  the  liberty  to  propofe,  not 
only  demands  my  warmeft  gratitude,  but  lays  me 
under  an  indifpenfable  obligation  to  exert  myfelf 
to  the  utmoft  to  deferve  their  efteem,  and  to  merit 
the  diftinguifhed  marks  of  their  confidence  with 
which  on  fo  many  occafions  I  have  been  honoured. 

But  to  return  to  the  Kitchen  in  the  houfe  of  Sir 
John  Sinclair— (the  place  where  the  meetings  of 
the  board  of  Agriculture  are  held,  and  where  of 
courfe  there  is  a  great  concourfe  of  ingenious  men 
from  all  parts  of  the  kingdom, — of  men  zealous 
for  the  progrefs  of  ufeful  improvements) ;  as 
the  room  is  very  fmall,  it  was  not  poffible  to  do 
more  in  it  than  juft  to  fit  up  a  few  fmall  boilers 
and  faucepans;  and  one  middling-fized  roafter, 
fuch  as  might  ferve  for  a  fmall  family  ;  which  laft 
is  a  machine  fo  very  ufeful  that  I  cannot  help  flat- 
tering myfelf  that  it  will  foon  come  into  general 
ufe.  The  faving  of  Fuel  which  it  occafions  is 
almoft  incrfedible,  and  the  meat  roafted  in  it  is  re- 
markably well-tafted  and  high-flavoured* 

One  of  thefe  roafters,  on  a  large  fcale,  was  put 
up,  under  my  direction,  in  the  Kitchen  of  the 
Foundling  Hofpital  in  London;  and  though  I 
could  not  flay  in  England  to  fee  it  fintfhed,  I  have 
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had  the  fatisfa&ion  to  learn,  fince  my  arrival  at 
Munich,  from  my  friend  Mr.  Bernard,  (who  is 
Treafurer  to  the  Hofpital,)  that  it  has  anfwered 
even  beyond  his  expe&ations.  He  informs  me, 
that  when  112  lbs.  of  beef  are  roafted  in  it  at  once, 
the  expence  for  Fuel  amounts  to  no  more  than 
four  pence  fterling ;  and  this  when  the  coals  are 
reckoned  at  an  uncommonly  high  price,  namelyi 
at  1  s.  4d.  the  bufhel. 

la  the  roafter  belonging  to  the  Kitchen  of  the 
Military  Academy  at  Munich,  I  caufed  100  lbs. 
Bavarian  weight — (equal  to  123.84  lbs.  Avoirdu- 
pois)— of  veal,  in  fix  large  pieces,  to  be  roafted  at 
once,  as  an  Experiment  j  the  Fuel  confumed  was 
33  lbs.  Bavarian  weight  of  dry  pine-wood,  (equal 
to  40.86  lbs.  Avoirdupois,)  which,  (at  4^  florins 
the  clafter,  weighing  2967  lbs.  Bavarian  weight) 
coft  3  creutzers,  or  about  one  penny  fterling. 

This  Experiment  was  made  in  the  year  1792, 
Happening  to  mention  the  refult  of  it  in  a  large 
company  in  London,  foon  after  my  arrival  there  in 
the  autumn  of  the  year  1795,  I  had  the  mortifica- 
tion to  perceive  very  plainly  by  the  countenances 
of  my  hearers  how  dangerous  it  is  to  promulgate 
very  extraordinary  truths.  I  afterwards  grew  more 
cautious,  and  fliould  not  now  have  ventured  to 
publifh  this  account,  had  not  the  refults  of  Expe- 
riments equally  furprifing,  which  have  been 
made  with  the  roafter  in  the  Kitchen  of  the 
Foundling  Hofpital,  been  made  known  to  {he 
Public, 
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Not  only  the  roafter,  but  the  boilers  alfo  which 
have  been  put  up  under  my  direction  in  the  Kitchen 
of  the  Foundling  Hospital,  have  been  found 
to  anfwer  very  well ;  and  J  am  informed  that  fe- 
veral  other  great  Hofpitals  are  about  to  imitate 
them.  As  I  left  London  before  the  Kitchen  of  the 
Foundling  Hofpital  was  entirely  finifhed,  I  do  not 
know  whether  there  are  dampers  to  the  canals  by 
which  the  fmoke  goes  off  ftora  the  fire-places  of 
the  boilers,  and  from  that  of  the  roafter,  to  the 
chimney.  If  there  are  not,  I  could  wifli  they 
might  ftill  be  added  ;  and  I  would  ftrongly  recom- 
mend it  to  thofe  who  may  be  engaged  in  conftrutt- 
ing  Kitchen  fire-places  on  my  principles,  never  to 
omit  them* 

Oval  grates  of  cad  iron,  in  the  form  of  a  di(h9 
fuch  as  I  have  defcribed  in  the  foregoing  Chapters 
of  this  Effay,  were  tried  in  the  Kitchen  of  the 
Foundling  Hofpital $  but  the  heat  was  found  to  be 
fo  intenfe  that  they  were  foon  melted  and  deftroy* 
ed ;  and  we  were  obliged  to  have  recourfe  to  com- 
mon flat  grates,  compofed  of  ftrong  bars  of  caft 
iron.  Perhaps  the  heat  generated  in  the  combuf- 
tion  of  pit-coal  is  fo  intenfe,  when  completely  con- 
fined, (as  it  ought  always  to  be  in  clofed  fire-places,) 
that  it  will  not  be  poilible,  where  coals  are  ufed  as 
Fuel,  to  ufe  the  hollow  difhing  grates  I  have  in- 
troduced in  the  public  kitchens  at  Munich,  and 
which  have  been  defcribed  and  recommended  in 
this  Effay, 
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Since  my  return  to  Bavaria,  I  have  made  feyeral 
Experiments  with  grates  compofed  of  common 
bricks,  placed  edgewife,  and  I  find  that  they  an* 
fwer  for  that  ufe  full  as  well,  if  not  better,  than 
iron  bars,  By  making  bricks  on  purpvfe  for  this 
life,  of  proper  forms  and  dimenfions,  and  compofed 
of  the  beft  clay  mixed  with  broken  crucibles  beaten 
to  a  coarfe  powder,  Kitchen  fire-places  might  be 
fitted  up  with  them,  which  would  be  both  cheap 
and  durable,  and  as  perfect  in  all  other  refpe&s  as 
any  that  could  poffibly  be  made*  even  were  the 
moft  coftly  materials  to  be  ufed  in  their  con* 
(iru&ion. 

To  diminifh  ftill  farther  the  expence  attending 
the  conftruftion  of  clofed  Kitchen  fire-places  de* 
figned  for  the  ufe  of  poor  families,  the  opening  by 
which  Fuel  is  introduced  might  be  clofed  with  a 
brick,  or  with  a  flat  ftone; — another  brick,  or 
ftone,  might  be  made  to  ferve  at  the  fame  time  as 
a  regifter  and  a  door  to  the  afh-pit,  and  a  third  as 
a  damper  to  the  chimney  or  canal  for  carrying  off 
the  fmoke  from  the  fire-place. 

I  lately  had  an  opportunity  of  fitting  up  a  Kit* 
pheh  on  thefe  principles,  in  the  conftru&ion  of 
which  there  was  not  a  particle  of  iron  ufed,  or  of 
,  any  other  metal,  except  for  the  boiler.  On  the 
approach  of  the  French  army  under  General  Mo- 
reau  in  Auguft  laft,  (1796,)  the  Bavarian  troops 
being  affembled  at  Munich,  (under  my  command*,) 
for  t{ie  defence  of  the  capital,  the  town  was  fo  full 
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of  foldiers  that  feveral  regiments  were  obliged  to  be 
quartered  in-  public  buildings,  and  encamped  on 
the  ramparts,  where  they  had  no  conveniencies  for 
cooking.  For  the  accommodation  of  a  part  of 
them,  four  large  oblong  fquare  boilers,  compofed 
of  very  thin  flieet  copper  well  tinned,  were  fitted 
up  in  a  mafs  of  brick- work  in  the  form  of  a  crofs  ; 
each  boiler  with  its  feparate  fire-place,  communis 
eating  by  double  canals,  furniflied  with  dampers, 
with,  one  common  chimney,  which  ftands  in  the 
centre  of  the  crofs.  The  dampers  are  thin  flat 
tiles  ;  the  grates  on  which  the  Fuel  is  burned  are 
compofed  of  common  bricks,  placed  edgewife  ;— 
and  the  paffages  leading  to  the  fire-place,  and  to 
the  afli-pit,  are  clofed  by  bricks  which  are  made  to 
Hide  in  grooves. 

Under  the  bottom  of  each  boiler,  which  is  quite 
flat,  there  are  three  flues,  in  the  direction  of  its 
length  ;  that  in  the  middle,  which  is  as  wide  as  both 
the  others,  being  occupied  by  the  burning  Fuel. 
The  opening  by  which  the  Fuel  is  introduced  is  at 
the  end  of  the  boiler  fartbe/t  from  the  chimney  ;  and 
the  flame  running  along  the  middle  flue  to  the  end 
of  it,  divides  there,  and  returning  in  the  two  fide 
flues  to  the  hither  end  of  the  boiler,  there  rifes  up 
into  two  other  flues,  in  which  it  pafles  along  the 
outfide  of  the  boiler  into  the  chimney.  The  boilers 
are  furniflied  with  wooden  covers  divided  into  two. 
equal  parts,  united  by  hinges.  In  order  that  the 
four  boilers  may  be  tranfported  with  greater  fa- 
cility from  place  to  place,  (from  one  camp  to  an«> 
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fcther,  for  inftance,)  they  are  not  all  precifely  of  the 
fame  fize,  but  one  is  fo  much  lefs  than  the  other, 
that  they  may  be  packed  one  in  the  other.  The 
largeft  of  them,  which  contains  the  three  others, 
is  packed  in  a  wooden  cheft,  which  is  made  jutt 
large  enough  to  receive  it.  In  the  fmalleft  may  be 
packed  a  circular  tent,  fufficiently  large  to  cover 
them  all.  In  the  middle  of  the  tent  there  muft  be 
a  hole  through  which  the  chimney  muft  pafs. 
The  four  boilers,  together  with  the  tent,  and  all 
the  apparatus  and  utenfils  neceffary  for  a  Kitchen 
on  this  conftru&ion  for  a  regiment  confiding  of 
1000  men,  might  eafily  be  tranfported  from  place 
to  placfe  on  an  Irifh  car  drawn  by  a  fingle  horfe. 
<  I  have  been  the  more  particular  in  my  account 
of  this  portable  Kitchen,  as  I  think  it  would  be 
found  very  ufeful  for  troops  in  camp.  The  Right 
Honourable  Mr.  Thomas  Pelham  made  a  triat  of 
one  of  them  laft  fummer  for  his  regiment,  (the 
Suffex  militia,)  and  found  it  to  be  very  ufeful.  The 
faving  of  Fuel  was  very  confiderable  indeed  ;  and 
the  faying  of  trouble  in  cooking  not  lefs  important. 
The  firft  Experiment  we  made  together  in  a  fingle 
boiler,  fitted  up  for  the  purpofe  in  the  open  air,  in 
the  middle  of  the  court-yard  of  Lord  Pelham's 
houfe  in  London. 

I  ought  perhaps  to  have  referved  what  I  have  here 
faid  on  the  fubjefl:  of  thefe  Military  portable  Kitchens 
for  my  Eflay  on  Kitchen  fire-places,  where  it  would 
more  naturally  have  found  its  place;  but  being  per- 
fuaded  of  the  great  advantages  that  may  be  de- 
rived 


t$B  Of  the  Management  of  Fire, 

rived  from  them,  I  am  unwilling  to  lofe  a  moment 
in  recommending  them  to  the  attention  of  thofe 
who  have  it  in  their  power  to  bring  them  into  ufe. 

Thofe  who  wi(K  to  know  more  about  them  may* 
I  am  confident,  procure  every  information  they 
can  defire  refpefting  them,  by  applying  to  Mr. 
Pelham,  pr  to  any  of  the  Officers  of- the  Suffex 
militia  who  were  in  camp  with  the  regiment  laft 
fummer. 

There  is  one  more  invention  for  the  ufe  of  ar- 
mies in  the  field,  which  I  wifh  to  recommend,  and 
that  is  a  portable  boiler  of  a  light  and  cheap  con- 
firu&ion,  in  which  vi&uals  may  be  cooked  an  a 
march.  There  are  fo  many  oc cations  when  it 
would  be  very  defireable  to  be  able  to  give  foidiers, 
harafled  and  fatigued  with  fcvere  fervice,  a  warm 
meal,  when  it  is  impoffible  to  (lop  to  light  fires  and 
boil  the  pot,  that  I  cannot  help  flattering  myfelf 
that  a  contrivance,  by  which  the  pot  aQually  boiling 
may  be  made  to  keep  pace  with  the  troope  as  they 
advance,  will  be  an  acceptable  prefent  to  every  hu- 
mane officer,  and  wife  and  prudent  general.  Many 
a  battle  has  undoubtedly  been  loft  for  the  want  of 
a  good  comfortable  meal  of  warm  viftuals  to  re* 
cruit  the  flrength  and  raife  the  fpirits  of  troops 
fainting  with  hunger  and  exceffive  fatigue. 

But  to  return  from  this  digreffion.—- The  form 
of  the  two  principal  .boilers  in  the  Kitchen  of  the 
Foundling  Hospital,  is  that  of  an  oblong 
fquare ;  that  form,  which,  on  fevejal  accounts,  I 
have  reafoa  to  think  preferable  to  all  others  for  large 
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boilers,  but  efpecially  on  account  of  the  facility  of 
fitting  them  up  with  fquare  bricks,  and  of  cleaning 
their  flues,  I  firft  introduced  in  Ireland  in  feverd 
fire-places  defigned  for  different  ufes,  which  I  fit- 
ted up  as  models,  in  Dtblin,  during  the  vifit  I 
made  laft  fpring  to  that  country  on  the  invitation 
of  my  friend  Mr.  Secretary  Pelham. 

The  firft  of  thefe  oblong  fquare  boilers  is  that 
which  is  fitted  up  in  the  court-yard  of  the  Linen- 
hall  at  Dublin,  as  a  model  for  bleachers  :  it  is  8  feet 
wide,  10  feet  long,  and  2  feet  deep ;  and  it  is  fur- 
nifhed  with  a  wooden  cover,  which,  fhutting  down 
m  a  groove  in  which  there  is  a  fmall  quantity  of 
water,  the  fteam  is  by  thefe  means  confined  in  the 
boiler.  This  cover  is  moveable  on  its  hinges, 
which  are  placed  at  the  end  of  the  boiler  fartheft 
from  the  door  of  the  fire-place  ;  and  it  is  occafion- 
ally  lifted  up  by  means  of  a  rope  that  goes  over 
a  compound  pully  which  is  fixed  over  the  boiler 
at  the  top  or  ceiling  of  the  room. 

Under  this  boiler  there  are  five  flues,  which  run 
in  the  direftion  of  its  length,  and  are  arranged  and 
conftru&ed  in  the  fame  manner  as  the  flues  of  the 
new  Brewhoufe  boiler  that  I  lately  fitted  up  at 
Munich.— (See  Fig.  21,  Plate  V.) — There  are  no 
flues  round  the  outfide  of  this  boiler ;  but  the 
brick  walls,  by  which  they  are  defended  from  the 
cold  air,  are  double,  and  the  fpace  between  them  is 
filled  with  charcoal  duft. 

The  Fuel  burns  at  the  hither  end  of  the  middle 
-flue,  in  an  oval  difh-gratej  and  the  flame  running 

along 
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along  in  this  flue  under  the  middle  of  the  boiler  to 
the  farther  end  of  it,  there  divides,  and  returns  in 
the  two  adjoining  flues :— It  then  turns  to  the  right 
and  left,  and  going  back  again  in  the  two  outfide 
flues  to  the  farther  end  of  the  boiler,  goes  out 
from  under  it,  there,  in  two  canals,  which  Hoping 
upwards  conduft  it  to  the  flues  of  zfecond  boiler  of 
equal  dimenfions  with  rhe  firft,  where  it  circulates, 
and  warms  the  water  which  is  defigned  for  refilling 
the  firft  boiler. 

As  thefe  boilers  are  made  of  exceedingly  thin 
fheet-copper, — and  thin  boilers  are  ftronger  to  refift 
the  eflfefts  of  the  Fire,  and  confequently  more 
durable,  than  very  thick  ones,— they  both  together 
coft  much  lefs  than  one  fingle  boiler  on  the  com- 
mon conftruttion ;  and  Mr,  Duffin,  Secretary  to 
the  Linen-board,  who  is  a  very  adtive,  intelligent 
man,  and  is  himfelf  engaged  in  a  large  concern  in 
the  bleaching  bufinefs,  fhowed  me  a  computation 
founded  on  attual  Experiments  which  he  himfelf 
made  with  this  new  boiler,  by  which  he  proved 
that  the  faving  of  Fuel  which  will  refult  from  the 
general  introduction  of  thefe  boilers  in  the  bleach- 
ing trade  throughout  Ireland  will  amount  to  at 
leaft^J/Zy  thou/and  pounds  Jierling  a-jear. 

In  a  Laundry  that  I  fitted  up  in  the  houfe 
belonging  to  the  Dublin  Society,  (and  which  is  de- 
figned to  ferve  as  a  model  for  laundries  for  private 
gentlemen's  families,)  there  are  alfo  two  oblong 
fquare  boilers,  the  one  heated  by  the  Fire,  and  the 
other  by  the  fmoke  j  and,  this  fmoke,  after  having 

circulated 


and  the  Economy  of  Ftlel.  16 i 

titculated  in  the  flues  under  the  fecond  boiler, 
paffes  through  a  long  flue,  (cbnftrufted  like  hot- 
houfe  flues,)  which  goes  rolind  two  fides  of  the  dry- 
ing-room,:  (which  is  adjoining  to  the  wo/hing-room,) 
and  then  pafShg  through  thfe  wall  of  the  drying- 
room  into  the  ironing-room^  it  goes  oflf  into  an. 
open  chimney-. 

As  the  bottom  of  the  fecond  boiler  lies  on  a  level 
with  the  top  of  the  firft,  the  warm  water  runs  out  of 
the  fecond  to  re-fill  the  firft,  by  a  tube  furniflied  with 
a  brafs  cock,  which  greatly  facilitates  the  filling  of 
the  principal  boiler.  The  wooden. covers  of  thefe 
boilers,  which  are  double  and  movable  on  hinges* 
are  (hut  down  in  grooves  in  which  there  is  water, 
and  the  fleam  being  by  thefe  means  confined,  is' 
forced  to  pafs  off  by  a  wooden  tube  (landing  on  a 
part  of  the  cover  which  is  fattened  down  to  the  boiler 
with  -hooks,  carries  the  fleam  upwards  to  the 
height  of  feven  or  eight  feet,  where  it  goes  off"  late- 
rally by  another  (horizontal)  wooden  tube,  through 
the  wall  into  the  drying-room.  As  fooh  as  this  hori- 
zontal wooden  tube  has  paffed  through  the  wall  into 
the  drying-room,  it  ends  in  a  copper  tube,  about 
three  inches  in  diameter,  which,  lying  nearly  in  a 
horizontal  pofition,  conducts  the  fleam  through  the 
middle  of  the  .drying-room  in  the  dire&ion  of  its 
♦length,  and  through  a  hole  in  a  window  at  the  end 
of  the  room  into  the  open  air. 

The  fleam  in  pading  through  the  drying-room  in 
a  metallic  tube,  (which  is  a  good  condu&or  of 
heat,)  gives  off  its  heat  through  the  fides  of  the 
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tube  to  the  air  of  the  room,  and  the  water  which 
is  condenfed  runs  off  through  the  tube.  By  Hoping 
the  tube  upwards,  inftead  of  downwards,  as  by  ac- 
cident it  was  flopped,  the  condenfed  water,  which  is 
always  nearly  boiling-hot,  when  it  is  condenfed* 
might  be  made  to  return  into  the  boiler,  which 
would  be  attended  with  a  faving  of  heat,  and  confe- 
quently  of  Fuel. 

The  furnace  for  heating  the  irons  ufed  in  finooth- 
ing  the  linen,  (or  ironing,  as  it  is  called,)  is  a  kind 
of  oven  built  of  bricks  and  mortar,  the  bottom  of 
which  is  a  (hallow  pan  of  caft  iron,  18  inches  fquare 
and  about  3  inches  deep,  which  is  nearly  filled 
with  fine  fand.  The  fire  being  made  under  this 
pan  in  a  clofed  fire-place,  as  the  fand  defends  the 
upper  furface  of  the  pan  from  the  cold  air  of  the 
atmofphere,  the  pan  Is  commonly  red-hot,  and  the 
irons,  being  fhoved  down  through  the  fand  and 
placed  in  contact  with  this  plate  of  red-hot  metal, 
are  heated  in  a  very  fhort  time,  and  at  a  fmall  ex- 
pence  of  Fuel. 

This  contrivance  might  be  ufed  with  great  fuccefs 
for  covering  the  hot  plates  on  which  fauce-pans  are 
made  to  boil  in  many  private  Kitchens. 

This  ftove,  or  oven,  for  heating  the Smoothing- 
irons,  proje&s  into  the  drying-room,  but  the  door 
by  which  the  irons  are  introduced,  as  well  as  that 
leading  to  the  fire-place,  and  that  leading  to  the 
a(h-pit,  all  open  into  the  ironing-room. 

The  fmoke  goes  off  through  the  drying-room  in 
an  iron  tube,  and  a/lifts  in  warming  the  room  and 
in  drying  the  linen. 

As 
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As  it  may  fometimes  be  neceffary  to  heat  the 
drying-room  when  neither  the  wafh-houfe  boilers 
nor  the  ftove  for  heating  the  fmoothing-irons  are 
heated,  provifion  is  made  for  that,  by  conftrutting 
a  fmall  clofed  fire-place,  .defigned  merely  for  that 
purpofe,  which  opens  into  the  flue,  by  which  the 
fmoke  from  the  boilers  is  carried  round  the  dry- 
ing-room.    This  fire-place  (which  is  never  ufed 
but  when  it  is  wanted  for  drying  the  linen)  is  fitu- 
ated    juft  without  the   drying-room,    under  the 
end  of  the  flue  where  it  joins  the  fecond  boiler.— 
The  opening  at  the  top  of  its  fire-place,  by  which 
the  flame  of  the  burning  Fuel  enters  the  under 
part  of  the  flue,  is  kept  clofed  by  a  Aiding  plate  of 
iron,  when  this  fire-place  is  not  ufed ;  and  when 
it  is    ufed,   the    door   which  clofes  the  opening 
into  the  fire-place  of  the  firft  or  principal  boiler, 
and  the  regifter  in  its  afh-pit  door,  are  both  kept 
fhut. 

That  the  top  of  the  principal  boiler  might  not 
be  too  high  above  the  pavement  of  the  wafh-houfe 
for  the  laundreffes  to  work  in  the  boiler  without 
being  obliged  to  go  up  fteps  or  flairs,  the  grate  and 
the  bottom  of  the  flues  under  the  boiler  are  nearly 
on  a  level  with  the  pavement,  and  the  afh-pit  is 
funk  inta  the  ground ,  and  to  render  the  approach 
to  the  opening  into  the  fire-place  more  convenient 
in  introducing  the  Fuel,  and  lighting  aikf  manag- 
ing the  Fire,  there  is  an  area  before  the  fire-place, 
*bout  3  feet  fquare,  and  2  feet  deep,  funk  in  the 
ground,  and  walled  up  on  its  fides,  into  which 
there  is  a  defcent  by  fteps.    In  two  of  the  fides  of 
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thefe  vertical  walls  (thefe  on  the  right  and  left 
when  you  (land  fronting  the  fire-place)  there  are 
vaults  for  containing  Fuel,  which  extend  feveral 
feet  under  the  pavement.  The  fteps  which  de- 
scend into  this  area  are  on  the  fide  of  it  oppofite 
the  fire-place.  • 

Areas  of  this  kind  are  very  neceffary  for  all  fire- 
places for  large  boilers,  otherwife  the  top  of  the 
boiler  will  neceflarily  be  raifed  too  high  above  the 
level  of  the  pavement  to  be  approached  with  faci- 
lity and  convenience.  Steps  may  be  made,  it  is 
true,  for  approaching  boilers  which  are  placed 
higher  ;  but  thefe  are  always  inconvenient,  and 
take  up  more  room,  and  coft  more  than  the  execu- 
tion of  the  plan  here  propofed  for  rendering  them 
unneceflary. 

The  areas  before  the  fire-place  door  of  the  large 
boilers  in  the  Kitchen  of  the  Foundling  Hofpitai 
are  occafionally  clofed  by  trap-doors.  As  often  as 
this  is  done  there  muft  be  z,  number  of  (mall  holes 
bored  in  the  door,  to  permit  the  air  neceffary  for 
feeding  the  Fire  to  defcend  into  the  afli-pit ;  and 
when  the  bottom  of  the  paffage  leading  into  the 
fire-place  happens  to  lie  above  the  level  of  the  up- 
per furface  of  this  trap-door,  the  part  of  the  door 
immediately  under  this  opening  fhould,  to  prevent 
accidents  from  live  coals  which  may  occafionally 
fall .  out  of  the  fire-place,  be  covered  with  a  thin 
plate  of  fheet-iron. 

When  large  boilers  are  fitted  up  in  fituations 
where.it  is  not  poffible  to  fink  an  area  in  front  of 
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the  fire-place,  the  mafs  of  brick-work  in  which 
the  boiler  is  fet  mud  be  raifed,  and  fteps  mud  be 
made  to  approach  it.  When  this  is  done,  the  up- 
per ftep  fhould  be  made  very  wide,  (at  kaft  two 
fetty)  in  order  that  there  may  be  room  to  ftan,d  and 
work  in  the  boiler ;  and  for  ftill  greater  conve- 
nience, the  fteps  fhould  be  continued  round  three 
fides  of  the  boiler,  when  the  boiler  (lands  in  a  de- 
tached mafs  of  brick-work.  The  bottom  of  the 
door  of  the  fire-place  fhould,  if  poflible,  be  above 
the  upper  flat  furface  of  the  upper  ftep;  and  to  pre. 
ferve  the  fymmetry  of  the  whole,  the  afli-pit  door 
may  be  in  the  front  of  the  upper  ftep,  and  the  pafT- 
age  into  the  afh-pit  (which  will  be  long  of  courfe) 
may  defcend  in  a  gentle  flope.  In  this,  manner  the 
Kitchen  of  the.  Hofpital  of  la  Pieta  at  Verona  was 
conftru£fced. 

No  inconvenience  whatever  attends  the  increafe 
of  tfie  length  of  the  paffage  into  the  afh-pit,  except 
it  be  that  very  trifling  one,— -(which  furely  does  not 
deferve  to  be  mentioned,) — the  increafe  of  labour 
attending  the  removal  of  the  afties  ;  but  the  incon- 
venience would  be  very  confiderable  which  would 
unavoidably  attend  the  difcontinuation,  or  breaking 
off,  of  the  fteps  round  the  hither  end,  or  front  of 
the  boiler,  which  would  be  neceffary  in  order  to  be 
able  to  place  the  afli-pit  door  direftly  under  the  fire- 
place door,  and  to  make  a  way  to  approach  it. 

The  flues  under  the  principal  boiler  of  the  Launr 
dry  in  the  Houfe  of  the  Dublin  Society,  are  not  con- 
trived fp  as  to  divide  the  flame  and  caufe  it  to  cjr- 
m  3  culatey 
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culate  in  two  currents  ;  they  run  from  fide  to  fide 
under  it : '  the  door  of  the  fire-place  is  not  in  the 
middle,  but  on  one  fide  of  the  boiler,  and  near  one 
end  of  it.  The  flame  patting  and  returning  (under 
the  boiler)  twice  from  its  front'to  its  oppofite  fide, 
goes  off  at  its  end  (that  fartheft  from  the  fire- 
place) into  a  canal  furnifhed  with  a  damper,  which 
canal,  rifing  upward  at  an  angle  of  about  45  de- 
grees, leads  to  the  flues  under  the  fecond  boiler, 

The  bottom  of  the  flues  of  the  principal  boiler  are 
juft  on  a  level  with  the  pavement  of  the  wafh-houfe y 
and,  in  order  that  they  may  eafily  be  cleaned  out, 
and  the  bottom  of  the  boiler  fcrubbed  with  * 
broom  to  free  it  from  foot,  the  ends  of  the  flue$ 
were,  in  building  the  fire-place,  left  open,  and  after- 
wards, when  the  boiler  was  fet,  they  were  clofed  by 
temporary  (double)  walls  of  dry  bricks.  To  make 
thefe  walls  tight,  the  joinings  of  the  bricks  were 
plaflered  on  the  outfide  with  moid  clay. 

The  fides  of  the  boilers  are  defended  from  the 
cold  air  by  thin  walls  of  bricks  covered  with  wainf- 
cot,  and  by  filling  the  fpace  between  thefe  walls  and 
the  boiler  with  pounded  charcoal.  Were  I  to  fit 
up  thefe  boilers  again,  I  (hould  leave  this  fpace 
void,,  or  filled  merely  with  air,  forming  feveral 
fmall  openings  below,  through  which  the  flame  and 
hot  vapour  from  the  flues  might  afcend  and  fur* 
round  the  boiler.  In  the  large  Boiler  fitted  up  ia 
the  Linen-hall  as  a  model  for  bleachers,  this  altera- 
tion is  alfo  neceiary,  to  render  it  complete ;  and  as 

it  might  be  made  in  a  few  hours,  and  almoft  with- 
out 
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out  any  expence,  I  cannot  help  expreffing  a  wifli 
that  it  might  ftill  be  done. 

The  ardent  zeal  for  the  profpftrity  of  his  coun- 
try, and  indefatigable  attention  to  every  thing  that' 
tends  to  promote  ufeful  improvement,  which  fo 
^eminently  diftinguifh  that  enlightened  patriot  and 
moft  refpe&able  ftatefman,  to  whom  the  manufac- 
tures and  commerce  of  Ireland,  and  the  linen-trade 
in  particular,  are  fo  much  indebted,  encourage  me 
to  hope  that  he  will  take  pleafure  in  giving  his 
affiftance  to  render  the  models  for  improving  fire- 
places and  faving  Fuel,  which  I  have  had  the  fatif- 
fa&ion  of  leaving  in  Ireland,  as  free  from  faults  as 
they  can  poffibly  be  made. 
.  Though  my  ftay  in  Ireland  was  too  fhort  to  con- 
ftruft  models  of  all  the  improvements  I  wiihed  to 
Jiave  introduced  in  that  delightful  and  moft  inte- 
jrefting  ifland,  yet  the  liberality  with  which  my 
v  various  propofals  were  received,  and  the  generous 
^ffiftance  I  met  with  from  all  quarters,  enabled  me 
to  do  more  in  two  months  than  I  probably  fhould 
have  been  able  to  have  effefted  in  as  many  years  in 
fome  other  older  countries,  where  the  progrefs  of 
wealth  and  of  refinements  have  ren4eied  it  ex- 
tremely difficult  to  get  people  to  attend  to  ufeful 
improvements. 

I  wifhe4  much,  to  have  been  able  to  have  fitted 
up  the  great  Kitchen  in  the  Houfe  of  Induftry  at 
Dublin,  as  the  expence  of  Fuel  is  very  confiderable 
in  that  extenfiye  eftablifliment,  where  more  than 
j  500  perfons  are  fed  daily,  at  an  average ;  but  not 
•  M  4  having 
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having  time  to  finifli  fo  confiderable  an  undertak- 
ing, I  thought  it  moll  prudent  not  to  begin  it.  I 
fitted  up  oqe  large  boiler  as  a  model  at  one  end  of 
one  of  the  working-halls;  but  this  was  defigned 
principally  to  {how  how  a  large  hall  might  be 
heate4  from  a  Kitchen  $re-place,  and  from  the  very 
fame  Fire  which  is  ufed  for  cooking*.  The 
fmoke  from  the  fire-place  is  carried  along  hori- 
zontally on  one  fide  of  the  hall  from  one  end  of  k 
to  the  other j  and  the  boiler  being  clofed  by  a  co- 
yer which  is  fteam-tight,  the  fteam  from  the  boiler 
is  alfo  forced  alopg  from  ope  end  of  the  hall  to  the 
other,  in  an  horizontal  Jeaden  pipe,  which  runs 
parallel  to  the  flue  occupied  by  the  fmoke,  and  lies 
immediately  oyer  it.  In  warm  weather,  when  the 
hall  doe$  not  require  to  be  heated,  the  fmoke  and 
fteam  go  off  immediately  into  the  atmofphere  by  a 
chimney  adjoining  to  the  fire-place5  without  paffingf 
through  the  halL  .  < 

To  be  atye  to  equalize  the  heat  m  the  hall,— 
(which  is  very  long  and  narrow,)— or  to  render  k 
as  warm  at  the  end  of  it  which  is  fartheft  from  the 
fire-pfcce,  as  at  that  next  the  Fire,  I  dire&ed  cloth- 
ing for  the  fteam  tube  of  warm  blanketing  to  be 
jnade  in  lengths  of  three  or  {out  feet,  to  be  occa- 
fionally  put  round  it  and  fattened  by  buttons.        ' 

By  clothing  or  covering  the  fteam  tube  more 
or  lefs,  as  may  be  found  neceflary  in  thofe  parts  of 
the  hall  where  the  heat  is  greateft,  the  fteam  being 

*  This  contrivance  might  eafily  be  applied  to  the  heating  of  hot> 
houfes,  even  though  the  hot-houfe  Jhoufd.  happen  to  t?e  iituated  at  a 
conquerable  diftance  from  the  Kitchen, 
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by  t^}s  ppvering  prevented  from  giving  off  its  h$a* 
tp  the  ^ir  through  the  tube,  will  go  o*x  farther  an4 
warm  thofe  parts  of  the  hall  which  othenyife  woul4 
T?e  not  fufficjently  heated.  The  fte^m  tube,  which 
is  confirmed  o£  very  thip  fheet-l^ad,  is  about  3 
inches  in  diapieter,  and  inftead  of  being  l%id 
exa&Iy  in  a  hprizontal  pofition,  flopes  a  little 
upwards,  juft  fo  much  that  $e  \vatef  y/bkh  refults 
from  the  condenfation  of  the  fte^m  may  return  intQ 
the  boiler  *. 

Th^  hprizontal  flue  through  which  the  fmoke 
paffes  is  a  round  tube  of  (heet-iron,  about  7  inches? 
in  diameter^  divided,  fpr  the  facility  of  cleaning  it, 
in  lengths  of  13  or  15  feet,  fixed  nearly  horizon- 
tally at  different  heights  from  {he  floor,  or,  in  an 
interrupted  line,  ip  hollow  pilafters  or  fguare  co- 
lumns of  brick-work.  A  commpji  hot-hpufe  flue, 
conftru&ed  of  bricks  an$  mortar,  \yould  have  aa- 

*  I  contrived  a  fire-place  for  heating  one  of  the  principal  churches  in 
publin  on  thefe  principles,  with  (team  (but  without  making  ufe  of  the 
/moke)  i  an4  I  promifed  to, give  a  plan  (which,  I  am  a  foamed  to  fay, 
f  have  not  yet  been  able  to  finiih)  for  heating  the  fuperb  new  building 
deftined  for  the  meeting  of  the  Irifti  Ho  ufe  of  Commons. 
-  One  of  the  two  chlmnev  fire-places,  which  I  fitttcd  up  in  %\}e  hall  %n 
which  the  meetings  of  the  Royal  Irifh  Academy  are  held,  will,  I  ima- 
gine, be  found  to  anfwer  very  well  for  heating  high  rooms  and  large 
halls  in  private  houfes.  In  this  fire-place  I  have  endeavoured,  and  I 
believe  fuccefsfully,  to  unite  the  advantages  of  an  open  fire  with  thole 
of  a  German  ftove.  The  grate  ufed  in  fitting  up  this  fire-place^  and 
which  is  of  caft  iron,  and  far  from  being  unelegant  in  its  form,  and 
Which  coft  only  fiven  jhHTmgt  and  fixptnce  ,fierUng%  is  decidedly  the  belt 
adapted  for  open  chimney  fire-places,  where  coals  are  ufed  as  Fuel,  of 
any  I  have  yet  feen.  By  a  letter  I  lately  received  from  a  friend  in 
Ireland,  I  had  the  fatisfacYion  to  learn  that  thefe  grates  are  coming 
Very  ftft  into  general  ufe  in  that  country*   . 
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fwcred  equally  well  for  warming  the  hall,  but  would 
have  taken  up  too  much  room,  which  is  the  only 
reafon  it  was  not  preferred  to  thefe  iron  tubes. 

In  conftru&ing  the  boiler,  (which  is  of  thin 
fheet-iron,)  I  made  an  Experiment  which  fucceeded 
even  beyond  my  expectation.  The  flues  under  the 
boiler — (and  there  are  none  round  it) — are  projec- 
tions from  the  bottom  of  the  boiler ;«— they  are 
Jiollow  walls  of  fheet-iron,  about  9  inches  high,  and 
an  inch  and  three  quarters  thick,  into  which  the 
liquid  in  the  boiler  defcends,  and  which  in  faQ, 
conftitute  a  part  of  the  boiler.  By  this  contrivance 
the  flame  is  furrounded  on  all  fides,  except  at  the 
bottom  of  the  flues,  (where  the  heat  has  little  or  no 
tendency  to  pafs,)  by  the  liquid  which  is  heated, 
and  the  fire-place  is  merely  a  flat  mafs  of  brick- 
work. The  grate  is  even  with  the  upper  furface  of 
this  mafs  of  brick- work,  and  the  a(h-pit  is  the  only 
cavity  in  it. 

In  conftrufting  the  boiler,  provifion  was  made, 
by  omitting  or  interrupting  the  hollow  walls  or  di- 
vifions  of  the  flues,  in  the  proper  places,  to  leave 
room  for  introducing  the  Fuel,— for  the  paflage  of 
the  flame  from  one  flue  to  another, — and  from  thfc 
lad  flue  into  the  canal  by  which  the  fmoke  goes  off 
into  the  chimney,  or  into  the  iron  tubes  by  which 
the  hall  is  occafionally  warmed. 

One  principal  objett  which  I  had  in  view  in  this 
Experiment  was  to  fee  if  I  could  not  contrive  a 
boiler,  which,  being-  fufpended  under  a  waggon  or 
other  wheel  carriage,  might  ferve  for  cooking  for 
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troops  on  a  march  ;  or  which,  being  merely  fet 
down  on  the  ground,  a  fire  might  be  immediately 
kindled  under  it, 

Thdfe  who  will  take  the  trouble  to  examine  the 
boiler '  in  queftion,  will  find  that  the  principle  on 
which  it  is  conftrufted  may  eafily  be  applied  to  the 
obje&s  here  mentioned.  But  it  is  not  merely  for 
portable  boilers  that  this  conflxu&ion  would  be 
found  ufeful  *  I  am  convinced  that  it  would  be  very 
advantageous  for  the  boilers  of  fleam-engines,—* 
for  diltilleries, — and  for  various  other  purpofes. 
As  the  efcape  of  heat  into  the  brick- work  is  almoft 
entirely  prevented,  and  as  the  furface  of  the  boiler 
pn  which  the  heat  is  made  to  ad  is  greatly  increafed 
by  means  of  the  hollow  walls,  the  liquid  in  the 
boiler  is  heated  in  a  very  ihort  time,  and  with  a 
fmall  quantity  of  Fuel. 

There  is  fiill  another  advantage  attending  this  , 
ponftru&ion,  which  renders  it  highly  deferving 
the  attention  of  diftillers.  By  making  the  tops  of 
fhe  flues  arched  inftead  of  flat,  (which  may  eafily 
)>e  done,  and  which  is  attually  done  in  the  boiler 
Jn  queftipn,)  or  in  the  form  of  the  roof  of  a  houfe, 
as  the  hotted  part  of  the  flame  will  of  courfe  always 
occupy  the  upper  part  of  the  flues,  and  as  the 
thick  or  vifcous  part  of  the  liquor  in  the  boiler,  that 
which  is  in  mod  danger  of  being  bunted  to  the 
bottom  of  the  boiler,  and  giving  a  bad  tafte  to  the 
fpirit  which  comes  over,  cannot  well  lie  on  the 
convex  or  floping  furface  of  thefe  flues,  there  will 
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be  lefs  danger  of  an  accident  which  diftillers  have 
hitherto  found  it  extremely  difficult  to  prevent. 

In  conftru&ing  boilers  on  thefe  principles  for 
diftillers,  it  will  probably  be  found  necelfary  to  in- 
crease very  much  the  thicknefs  of  the  hollow  walls 
of  the  Sues ;  and  perhaps  to  make  them  even  deeper 
than  the  level  of  the  bottom  of  the  flues,  in  order 
more  efFe&ually  to  prevent  the  thick  matter  which 
will  naturally  fettle  in  thofe  cavities  from  being 
cxpofed  to  too  great  a  heat. 

A  fimilar  advantage  will  attend  large  boilers  con- 
ftrutted  on  thefe  principles  for  making  thick  foup3 
for  hofpitals ;  thefe  foups  being  very  apt  to  burn 
to  the  bottoms  of  the  boilers  in  which  they  are  pre-i 
pared. 

I  made  another'  Experiment  in  the  Houfe  of 
Induftry  in  Dublin,  which  t  wiftied  much  to  have 
bad  time  to  have  profecuted  farther.  Finding  that 
the  expence  for  wheaten  bread  for  the  IJoufe  was 
very  great,  (amounting,  in  the  year  1795,  to  no 
lefs  than  3841 1.  fterling,)  I  faw  that  a  very  con- 
fiderable  faving  might  be  made  by  furnifhing  thofe 
who  were  fed  at  the.  public  expence  with  paten 
cakes  (a  kind  of  bread  to  which  they  had  always 
been  ufed,)  inftead  of  rendering  them  dainty  and 
fpoiling  them  by  giving  them  the  beft  wheaten 
_bread  that  could  be  procured,  as  I  fouild  had  ht 
therto  been  done.  But  to  be  able  to  furnifli  oaten 
cakes  in  fufficient  quantities  to  feed  1500  perfons, 
fome  more  convenient  method  of  baking  them  than 
t&at  commonly  pra&ifed  was  neceffary,  and  one  in 
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'which  the  expeflce  of   Fuel  might   be  greatly 
leflened. 

With  a  view  to  facilitate  this  important  change 
in  the  mode  of  feeding  the  numerous  objefts  of 
charity,  and  of  correction,  who  were  fhut  up  toge- 
ther within  the  walls  of  that  extenfive  eftaSiifli- 
ment,  I  conftrutted  what  I  would  call  a  Perpetual 
Oven. 

In  the  centre  of  a  circular,  or  rather  cylindrical 
mafs  of  brick-work,  about  eight  feet  in  diameter, 
which  occupies  the  middle  of  a  large  room  on  the 
ground    floor,    I    conftru&ed  a    fmall    circular 
clofed   fire-place   for  burning  either  wood,  peat, 
turf,  or  coals.     The  diameter  of  the  fire-place  is 
about  eleven  inches,  the  grate  being  placed  about  • 
ten  inches  above  the  floor,  and  the  top  of  the  fire-  * 
place  is  contracted  to  about  four  inches.     Immedi- 
ately above  this  narrow  throat,  fix  feparate  canals 
(each  furniflied  with  a  damper,  by  means  of  which 
its  opening  can  be  contrafted  more  or  lefs,  or  en- 
*  tirely  clofed)  go  off  horizontally,   by  which  '  the 
flame  is  conducted  into  fix  feparate  fets  of  flues, 
under  fix  large  plates  of  caft  iron,  which  form  the 
bottoms  of  fix  ovens  on  the  fame  level,  and  joining 
each  other  by  their  fides,  which  are  concealed  in 
the  cylindical  mafs  of  the  brick-work.     Each  of 
"  thefe  plates  of  caft  iron  being  in  the  form  of  an 
equilateral  triangle,  they  all  unite  in  the  centre  of 
the  cylindrical  mafs  of  brick-work,  confequently 
the  two  fides  of  each  unite  in  a  point  at  the  bottom 
of  it,  forming  an  angle  of  lixty  degrees. 

The 
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The  flame,  after  circulating  under  the  bottom* 
of  thefe  Ovens,  rifes  up  in  two  canals  concealed  in 
the  front  wall  of  each  Oven,  and  fituated  on  the 
right  and  left  of  its  mouth,  and  after  circulating 
again  in  fimilar  flues  on  the  upper  flat  furface  of 
another  triangular  plate  of  cad  iron  which  forms 
the  top  of  the  Oven,  goes  off  upwards  by  a  canal 
furnifhed  with  a  damper  into  a  hollow  place,  fitu* 
ated  on  the  top  of  the  cylindrical  mafs  of  the  brick- 
work, from  which  it  paffes  off  in  a  horizontal  iron 
tube,  about  feven  inches  in  diameter,  fufpended 
near  the  cieling  of  the  room,  into  a  chimney  fitu- 
ated on  one  fide  of  the  room» 

Thefe  fix  Ovens,  which  are  contiguous  to  each 
other  in  this  mafs  of  brick-work,  are  united  by 
their  fides  by  thin  walls  made  of  tiles  about  if 
inches  thick,  and  10  inches  fquare,  placed  edge- 
wife,  and  each  Oven  having  its  feparate  canal,  fur- 
nifhed with  a  regifler  communicating  with  the 
fire-place,  any  one  or  more  of  them  maybe  heated 
without  heating  the  others,  or  the  heat  may  be 
turned  off  from  one  of  them  to  the  other  in  conti- 
nual fucceffion  ;  and,  by  managing  •  matters  pro- 
perly, the  procefs  of  baking  may  be  uninterrupted. 
As  foon  as  the  bread  is  drawn  out  of  one  of  the 
Ovens,  the  fire  may  be  immediately  turned  under 
Jt  to  heat  it  again,  while  that  from  under  which  the 
Fire  is  taken  is  filled  with  unbaked  loaves,  and 
clofed  up, 

A  principal  objeft  which  I  had  in  view  in  con- 
ftru&ing  this  Oven  was  to  prevent  the  great  lofs  of 
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heat  which  is  occafioned  in  large  Ovens,  by  keep* 
ing  the  mouth  of  the  Oven  open  for  fo  confider* 
able  a  length  of  time  as  is  neceflary  for  putting  in 
and  drawing  out  the  bread.  As  one  of  thefe  fmall 
Ovens  contains  only  five  large  loaves,  or  cakes,  it 
may  be  charged,  or  the  bread  when  baked  may  be 
drawn,  in  a  moment ; ,  and,  during  this  time,  the 
other' five  Ovens  are  kept  clofed,  and  confequently 
are  not  lofing  heat ;  one  of  them  is  heating,  while 
the  other  four  are  filled  with  bread  in  different  ftages 
of  the  procefs  of  baking* 

When  I  conftru&ed  this  Oven,  though  I  had 
no  doubt  of  its  being  perfe&ly  well  calculated  for 
the  ufe  for  which  it  was  principally  defigned,— 
baking  oaten  cakes,  which  are  commonly  baked  on 
heated  iron  plates, — yet  I  was  by  no  means  fure  it 
would  anfwer  for  baking  common  bread  in  large 
thick  loaves.     I  had  not  made  the  Experiment. 
And  though  I  could  not  conceive  that  any  thing 
more  could  be  neceflary  in  the  procefs  of  baking 
than  heat) — and  here  I  was  abfolutely  mafter  of 
every  degree  of  it  that  could  poffibly  be  wanted,  and 
could  even  regulate  the  fuccej/ton  of  different  de- 
grees of  it  at  pleafure,— I  thought  it  probable  that 
iome  particular  management  might  be  required  in 
baking  bread  in  thefe  metallic  ovens,  a  knowledge 
of  which  could  only  be  acquired  by  experience. 

What  ferved  to  ftrengthen  thefe  fufpicions  was  a 
difcovery  which  had  accidentally  been  made  by  the 
cook  of  the  Military  Academy.     In  the  courfe  of 
bis  experiments,  he  found  that  my  Roafter  is  ad- 
mirably 
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mirably  well  calculated  for  baking  pies,  puddings* 
and  paftry  of  all  kinds;— provided  however  that 
the  Fire  be  managed  in  a  certain  way; — for  when 
the  Fire  is  managed  in  the  fame  manner  in  which 
It  ought  to  be  managed  in  roafling  meat,  pies  and 
paftry  will  abfolutely  be  fpoiled.  After  repeated 
failures  and  difappointments,  and  after  having  loft 
all  hopes  of  ever  being  able  to  fucceed  in  his  at- 
tempts, the  cook  (by  mere  accident,  as  he  aflured 
me)  difcovered  the  important  fecret ;— and  import- 
ant he  certainly  confiders  it  to  be,  and  feels  no 
fmall  degree  of  fatisfiaftion, — not  to  fay  pride,— 
in  having  been  fo  fortunate  as  to  make  the  dif- 
covery.  He  muft  pardon  me  if  I  take  the  liberty, 
—even  without  his  permiffion, — to  publifh  it  to  the 
world  for  the  good  of  mankind. 

The  Roajier  muji  be  well  heated  before  the  pies  or 
paftry  are  put  into  it,  and  the  blowers  mufi  never  be 
quite  cloJed9  during  the  procefs. 

I  have  lately  found  that  by  ufmg  fimilar  precau- 
tions, bfead  may  be  perfe&ly  well  baked  in  metallic 
Ovens,  fimilar  to  that  in  the  Houfe  of  Induftry  in 
Dublin. 

Thinking  it  more  than  probable  that  means 
might  be  tievifed  for  managing  the  heat  in  fuch  a 
manner  as  to  perform  that  procefs  in  Ovens  con- 
ftrutted  on  thefe  principles,  and  heated  from  with* 
out ;  and  conceiving  that  not  only  a  great  faving 
of  Fuel,  but  alfo  feveral  other  very  important  ad- 
vantages, could  not  fail  to  be  derived  from  that 
difcovery,  on  my  return  from  Munich  to  England, 
^      6  in 


md  the  Economy  of  Fuel.  Iff 

in  Auguft  lad,  I  immediately  fet  about  niaking  Ex* 
periments,  with  a  view  to  the  inveftigatioh  of  that 
fubjeft ;  and  I  have  fo  fat  fucceeded  in  them  that^ 
For  thefe  laft  four  months,  my  table  has  been  fup- 
plied  entirely  with  bread  baked  in  my  own  houfe* 
by  my  cook,  in  an  Oven  conflru&ed  of  thin  fheet- 
iron,  which  is  heated  (like  my  Roaflers)  from  with- 
out ; — and  I  will  venture  to  add,  that  I  never  tailed 
better  bread.  All  thofe  who  have  eaten  of  it  have 
unanimoufly  expreffed  the  fame  opinion  of  it.  It 
is  very  light, — molt  thoroughly  baked  without  be- 
ing too  much  dried, — and  I  think  remarkably  well* 
tailed.  The  loaves,  which  are  made  fmall  in  order 
that  they  may  have  a  greater  proportion  of  cruft* 
(which,  when  the  bread  is  baked  in  this  way,  is 
fingularly  delicate,)  are  placed  in  the  Oven  on  ciiv 
cular  plates  of  thin  fheet-iron,  raifed  about  an  inch 
on  flender  iron  feet.  Were  the  loaf  placed  on  the 
bottom  of  the  Oven,  the  under  cruft  would  pre* 
fently  be  burnt  to  a  coal,  and  the  bread  fpoiled. 
A  precaution  abfolutely  neceffary  in  baking  bread 
in  the  manner  here  recommended,  is  to  leave  a  paf- 
fage  for  the  (learn  generated  in  the  procefs  of  bak- 
ing to  efcape*  This  may  be  done  either  by 
conflru&ing  a  fleam-chimney  for  that  purpofe, 
furnifhed  with  a  damper  j  or  fimply  by  making  a 
regifter  in  the  door  of  the  Oven. 

As  this  is  not  the  proper  place  to  enlarge  on  this 
fubjeft,  I  {hall  leave  it  for  the  prefent  j  but  I  can- 
not help  expreffing  a  wilh,  that  what  I  have  here 
advanced  may  induce  others,  efpecially  Bakers, 
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who  may  find  their  own  advantage  in  the  profectt- 
tion  of  thefe  interefting  and  important  inveftigations, 
to  turn  their  attention  to  them. 

How  exceedingly  ufeful  would  my  Roafters  be, 
and  Ovens  conftru&ed  on  the  principles  here  re- 
commended, on  fhipboard ! — Having  ferved  a  cam- 
paign (as  a  volunteer)  in  a  large  fleet,  (that  com- 
manded by  Admiral  Sir  Charles  Hardy  in  the  year 
1779,)  and  having  made  feveral  long  fea-voyages, 
I  have  had  frequent  opportunities  of  feeing  how 
difficult  it  is  in  bad  weather  to  cook  at  fea ;  and  it 
is  eafy  to  imagine  how  much  it  would  contribute  to 
the  comfort  of  fea-faring  people,  efpecially  at  times 
when  they  are  expofed  to  the  greateft  fatigues  and 
hardfhips,  to  enable  them  to  have  their  tables  well 
fupplied  with  warm  victuals. 

In  order  that  the  motion  of  the  veflel  might  not 
derange  any  part  of  the  apparatus  ufed  in  the  pro- 
cefs  of  cooking  at  fea  in  my  Roafters,  the  form  of 
the  Roafter  fhould  be  that  of  a  perfect  cylinder, 
and  the  dripping-pan  in  which  the  meat  is  placed 
fhould  be  a  longitudinal  fe&ion  of  another  cylinder, 
lefs  in  diameter  than  the  Roafter  by  about  an  inch, 
and  fufpended  on  two  pivots  in  the  axis  of  the 
Roafter,  in  fuch  a  manner  that  the  dripping-pan 
may  fwing  freely  in  the  Roafter,  without  touching 
its  fides.  The  Roafter  fhould  be  placed  in  the 
brick-work,  with  its  axis  in  the  direction  of  the 
length  of  the  {hip ;  and  to  prevent  the  gravy  from 
being  thrown  out  of  the  dripping-pan  when  the 
veflel  pitches,  its  hollow  cavity  fhould  be  divided 

into 
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into  a  number  of  compartments,  by  partitions  run- 
ning acrofs  it  from  fide  to  fide. 

It  remains  for  me  to  give  fome  account  of  the 
Kitchen  which  I  fitted  up  in  the  Houfeof  the  Dub- 
lin Society,  as  a  model  for  private  families;— and 
alfo  of  a  Cottage  Fire-place,  and  a  Lime-kiln,  which 
I  conftru&cd,  as  models  for  imitation,  in  the  court- 
yard of  that  public  building. 

With  regard  to  the  Kitchen,  it  is  ncceffary  that  I 
fhould  remark  at  fetting  out,  that  it  was  not  intended 
fo  much  to  ferve  as  a  model  complete  of  a  convenient 
Kitchen  for  a  private  family,  as  to  difplay  a  variety 
of  ufeful  inventions,  all  or  any  of  which  may,  at 
pleafure,  be  eafily  adopted,  in  Kitchens  of  all  kinds 
and  of  all  dimenfions.  I  thought  this  would  be 
more  ufeful  than  any  fimple  model  of  a  Kitchen  I 
could  contrite. 

It  is  however  a  very  complete  Kitchen ;  and 
though  there  are  fome  contrivances  belonging  to 
it  which  might  have  been  omitted,  yet  they  will 
all,  I  am  confident,  be  found  ufeful  for  the  different 
purpofes  for  which  they  were  particularly  defigned ; 
and,  in  a  Kitchen  for  a  large  family,  would  often 
come  into  ufe. 

The  general  difpofition  of  the  various  parts  of 
this  Kitchen  I  confider  as  being  quite  perfed.  It 
is  the  fame  as  that  of  the  Hofpital  of  la  Piita  at 
Verona;  and  of  a  very  complete  private  Kitchen 
which  was  built  about  two  years  ago  at  Munich, 
under  toy  dire&ion,  in  the  houfe  of  Baron  Ler- 
chenfeLd,  Steward  of  the  Houfehold  to  His 
n  2  Most 
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Most  Serene  Highness  the  Elector.  In  a 
future  Effay,  which  will  treat  exclufively  of  the  Con* 
ftru&ion  of  Kitchen  Fire-places,  and  of  Kitchen 
tJtenfils,  I  {hall  give  a  particular  detailed  account 
of  the  manner  in  which  the  various  Boilers, — Steam* 
boilers, — Saucepans, —Oven, — Roafters,  &c.<~are 
difpofed  and  connected  in  the  mafs  of  brick-work 
in  thefe  Kitchens;  and  fhall  accompany  thefe 
descriptions  with  a  fufficient  number  of  Plates  to 
render  them  perfe&ly  intelligible. 


Cottage  Fire-place,  and  Iron  Pot9  for  cooking  for 
the  Poor. 

The  Cottage  Fire-place  which  I  fitted  up  as  a 
model,  in  the  court-yard  of  the  Houfe  of  the  Dublin 
Society,  was  not  quite  finilhed  when  I  left  Ireland ; 
but  an  idea  may  be  formed  from  what  was  done  of 
the  general  principles  on  which  fuch  Fire-places  may 
be  conftru&ed.  On  each  fide  of  the  open  chimney 
Fire-place,  (which,  being  fmall,  was  built  in  the 
middle  of  one  much  larger,  which  was  c6nftruQed 
to  reprefent  a  large  open  Fire-place,  fuch  as  are  now 
general  in  Cottages,)  I  fitted  up  an  Iron  Pot  on  a 
peculiar  conftru&ion,  caft  by  Mr.  Jackfon  of  Dub- 
lin, and  defigned  for  the  ufe  of  a  poor  family  in 
cooking  their  vi&uals.  This  Pot  is  nearly  of  a 
cylindrical  form,  about  fixteen  inches  in  diameter, 
and  eight  inches  deep ;  and  under  its  bottom,  which 
is  quite  flat,  there  is  a  thin  fpiral  projection,  which 
was  caft  with  the  Pot,  and  ferves  inftead  of  feet  to 

it, 
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it,  the  turns  of  which,  when  the  Pot  is  fet  down 
x>n  a  flat  fur&ce,  form  a  fpiral  flue  in  which  the 
flame  circulates  under  the  bottom  of  the  Pot.  This 
proje&ion,  which  is  near  half  an  inch  thick  where 
it  is  united  with  the  bottom  of  the  Pot,  and  lefs 
than  a  quarter  of  an  inch  below  where  its  lower 
edge  refts  ,on  the  ground,  is  about  four  inches  wide, 
or  rather  deep.  It  was  made  tapering,  in  order  to 
its  being  more  eafily  caft.  To  defend  the  outfide 
of  this  Pot  from  the  cold  air,  the  Pot  is  inclofed  in 
a  cylinder  of  thin  fheetJron,  equal  in  diameter  to  the 
extreme  width  of  the  Pot  at  ks  brim,— juft  as  high 
as  the  depth  of  the  Pot  and  of  its  fpiral  flues  taken 
together.  The  Pot  is  fattened  to  t  this  cylindrical 
cafe  by  being  driven  into  it  with  force,  a  rim  in  the 
form  of  a  flat  hoop,  about  an  inch  and  an  half 
deep  and  a  little  tapering,' being  cad  on  the  outfide 
of  the  Pot  at  its  brim,  the  external  furface  of  which 
was  fitted  exa&ly  into  the  top  of  this  cylindef. 
This  prqje&ion  is  ufefiil,  tiot  only  in  uniting  the 
Pot  to  its  cylindrical  cafe,  but  alfo  to  keep  this 
cylindrical  cafe  at  fome  fmall  diftance  from  the  fides 
of  the  Pot,  by  which  means  the  heat  is  more 
effe&ually  confined. 

To  be  able  to  move  about  this  Pot  from  place  to 
place,  it  has  two  handles,  which  are  riveted  to  the 
outfide  of  its  cylindrical  cafe ;  and  it  is  provided 
with  a  wooden  cover. 

I  am  fenfible  that  I  often  expofe  myfelf  to  cru 

ticifm  by  anticipating  what  would  more  naturally 

find  its  place  elfewhere.     But  what  I  have  here 

n  3  faid 
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faid  in  regard  to  this  Iron  Pot  is  intended  merely  at 
hints  to  awaken  the  curiofity  and  excite  the  atten- 
tion of  ingenious  men, — of  fuch  as  take  pleafure 
in  exercifing  their  ingenuity  in  contriving  and  per- 
fecting ufeful  inventions ;  and  who  delight  in  con- 
templating the  progrefs  of  human  induftry. 

Model  ef  a  perpetual  Lime-kiln. 

The;  particular  objefts  principally  had  in  view 
in  the  conftruftion  of  this  Lime-kiln  (which  (lands 
in  the  court-yard  of  the  Dublin  Society)  were, 
jirfl,  to  caufe  the  Fuel  to  burn  in  fuch  a  manner  as 
to  confume  the  fmoke; — which  was  effeded  by 
obliging  the  fmoke  to  defcend  and  pafs  through  the 
Fire,  in  order  that  as  much  heat  as  poffible  might 
be  generated.— Secondly,  to  caufe  the  flame  and 
hot  vapour  which  rife  from  the  Fire  to  come  into 
contaft  with  the  limestone  by  a  very  large  furface, 
in  order  to  economife  the  heat,  and  prevent  its 
going  off  into  the  atmofphere ;  which  was  done  by 
making  the  body  of  the  Kiln  in  the  form  of  a 
hollow  truncated  cone,  and  very  high  in  propor- 
tion to  its  diameter ;  and  by  filling  it  quite  up  to 
the  top  with  lime-ftone,  the  Firfc  being  made  to 
enter  near  the  bottom  of  the  cone. — Thirdly,  to 
make  the  procefs  of  burning  lime  perpetual,  in  order 
to  prevent  the  wafte  of  heat  which  unavoidably 
attends  the  cooling  of  the  Kiln  in  emptying  and 
filling  it,  when,  to  perform  that  operation,  it  is 

neceflary 
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neceffary  to  put  out  the  Fire. — And  fourthly,  to 
contrive  matters  fo  that  the  lime  in  which  the  procefs 
of  burning  is  juji  Jinijhed9  and  which  of  courfe  is 
ftill  intenfely  hot,  may,  in  cooling,  be  made  to  give 
off  its  heat  in  fuch  a  manner  as  to  affift  in  heating 
the  freih  quantity  of  cold  lime- (tone  with  which  the 
Kiln  is  replenilhed  as  often  as  a  portion  of  lime  is 
taken  out  of  it. 

To  effe&uate  thefe  purpofes,  the  Fuel  is  not 
mixed  with  the  lime-ftone,  but  is  burned  in  a  clofed 
fire-place,  which* opens  into  one  fide  of  the  Kiln, 
fome  diftance  above  the  bottom  of  it.  For  large 
Lime-kilns  on  thefe  principles  there  may  be  feveral 
fire-places,  all 'opening  into  the  fame  cone,  and 
fituated  on  different  fides  of  it ;  which  fire-places 
may  be  conftru&ed  and  regulated  like  the  fire- 
places of  the  furnaces  ufed  for  burning  porce- 
laine,  or  earthen  ware* 

At  the  bottom  of  the  Kiln  there  is  a  door,  which 
is  occafionally  opened  to  take  out  the  lime. 

When,  in  confequence  of  a  portion  of  lime  ber 
ing  drawn  out  of  the  Kiln,  its  contents  fettle  down, 
or  fubfide,  the  empty  fpace  in  the  upper  part  of  the 
Kiln,  which  is  occafioned  by  this  fubtra&ion  of  the 
burned  lime,  is  immediately  filled  up  with  freih 
lime-ftone. 

As  foon  as  a  portion  of  lime  is  taken  away,  the 

door  by  which  it  is  removed  muft  bfe  immediately 

fliut,  and  the  joinings  well  clofed  with  moid  clay, 

to  prevent  a  draught  of  cold  air  through  the  Kiln. 

N  4  A  fmall 
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A  finall  opening  however  mud  be  left,  for  reafons 
which  I  fhall  prefently  explain. 

As  the  Fire  enters  the  Kiln  at  fome  diftance  from 
the  bottom  of  it,  and  as  the  flame  rifet  as  foon  as 
it  comes  into  this  cavity,  the  lower  part  of  the  Kilo 
{that  below  the  level  of  the  bottom  of  the  fire-place) 
is  occupied  by  lime  already  burned ;  and  as  this 
lime  is  intenfely  hot,  when,  on  a  portion  of  lime 
from  below  being  removed,  it  defcends  into  this 
part  of  the  Kiln,  and  as  the  air  in  the  Kiln,  to 
which  it  communicates  its  heat,  mud  rife  upward* 
in  confequence  of  its  being  heated,  and  pafs  off 
through  the  opening  at  the  top  of  the  Kiln,  this  fime 
in  cooling  is,  by  this  contrivance,  made  to  affift  in 
heating  the  frefli  portion  of  cold  lime-ftone  with 
which  the  Kiln  is  charged*  To  facilitate  this  com- 
munication of  heat  from  the  red-hot  lime  juft 
burned,  to  the  lime-ftone  above,  in  the  upper  part 
of  the  Kiln,  a  gentle  draught  of  air  through  the 
Kiln  from  the  bottom  to  the  top  of  it,  muft  be 
eftablifhed,  which  is  done  by  leaving  an  opening  ii* 
the  door  below,  by  which  the  cold  air  from  with- 
out may  be  fuffered  to  enter  the  Kiln*  This  open- 
ing (which  fhould  be  furniihed  with  fome  kmd  of  a. 
regifter)  muft  be  very  fmall,  otherwife  it  will  occa«? 
fion  too  Strong  a  draught  of  cold  air  into  the  Kiln, 
and  do  more  harm  than  good ;  and  it.will  probably 
be  found  to  be  beft  to  clofe  it  entirely,  after  the 
lime  in  the  lower  part  of  the  Kiln  has  parted  with 
a  certain  proportion  of  its  heat. 

Conceiving 
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Conceiving  the  improYcmeBt  of  lime-kilns  to  be 
a  matter  of  very  great  national  importance,  efpeciaily 
iince  the  ufe  of  lime  a$  manure  has  become  fo  gene- 
ral, I  intend  to  devote  the  fijft  leifiire  time  I  can 
ipare  to  a  thorough  investigation  of  thac  fubjeft ; — 
in  the  mean  time,  I  have  here  thrown  6ut  the  loofe 
ideas  I  have  formed  refpedting  it,  in  order  that  they 
may  be  examined,  corre&ed,  and  improved  upon  by 
others  who  may  be  engaged  in  the  lame  purfqits. 
.  The  model  I  caqfed  to  be  conftru&ed  in  the 
court-yard  of  the  Dublin  Society,  is,  I  amfenfible, 
very  imperfeft*  It  was  built  in  a  great  hurry, 
being  begun  and  finifhed  the  fame  day,— the  day 
but  one  before  I  left  Ireland  ; — but  I  am  now  en* 
gaged  in  conftrufting  a  Lime-kiln  on  the  fame  prin- 
ciples, (for  the  ufe  of  the  farm  in  the  Englifh 
Garden  at  Munich,)  which  I  fhall  take  pains  to 
make  as  perfect  as  poffible ;  and  fhould  it  be  found 
to  anfwer  as  well  as  I  have  reafon  to  hope  it  will, 
I  fhall  not  fail  to  give  a  particular  account  of  it  to 
the  Public,  accompanied  with  drawings,  and  all  the 
details  that  fhall  be  necefTary  in  order  to  give  the 
mod  fatisfa&ory  account  of  the  refult  of  the  Expe- 
riment. 

Thefe  inveftigations  will  be  the  moreinterefting, 
and  the  refults  more  generally  ufeful,  as  the  dis- 
covery of  a  mine  of  pit-coal  in  the  neighbourhood 
of  Munich,  which  is  now  worked  with  fuccefs, 
has  put  it  in  my  power  to  ufe  coal  as  Fuel,  as  well 
as  wood  and  turf,  in  the  Experiments  I  fhall*make 
in  burning  lime  in  this  Kiln, 

For 
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For  the  information  of  thofe  who  may  be  dif« 
pofed  to  engage  in  thefe  purfuits,  I  have  publiflied 
the  annexed  (ketch  of  the  Lime-kiln  in  queftion, 
which  is  now  a&ually  building.  (See  Plate  VI.) 
I  thought  it  right  to  do  this,  that  we  might  ftart 
fair ;  and  I  can  aflure  my  competitors  in  this  race, 
that  I  (hall  feel  no  ill-will  on  feeing  them  get  before 
me. 

If  I  do  not  deceive  myfelf,  the  laudable  exertions 
of  others  afford  me  almoft  as  much  pleafure  as 
my  own  purfuits ; — at  leaft  I  am  quite  certain  that 
when  I  can  flatter  myfelf  that  I  have  had  any, — 
even  the  fmalleft  (hare, — in  exciting  thofe  exertions, 
the  fatisfaftion  I  feel  in  contemplating  them  is 
inexpreffible. 
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DESCRIPTION  o*  the  PLATES. 

PLATE    I. 

T^IG.  1.  A  view  of  a  double  cover  for  a  boiler  or 
1  Jaucepan.  In  this  defign  the  rim  is  feen  which 
enters  the  boiler,  and  the  tube  by  which  the  fleam 
goes  off  is  feen  in  part  (above), — and  is  in  part  in- 
dicated by  dotted  lines.     (See  page  18.) 

Fig.  2  (hows  this  cover  placed  on  its  boiler. 
Part  of  the  fide  of  the  cover  is  reprefented  as  want- 
ing, in  order  that  the  fteam  tube  might  be  better 
feen.  The  height  of  this  cover  is  reprefented  as 
being  equal  to  one-half  its^  diameter;  but  I  have 
found  one-third,  or  even  one-quarter  of  its  diameter 
to  be  quite  fufficient  for  its  height. 

Fig.  3  and  Fig.  4  are  views  of  my  circular 
diflring-grates  for  clofed  kitchen  fire-places.  They 
may  be  made  of.  any  fize,  from  5  inches  to  18 
inches  in  diameter,  according  to  the  fize  of  the 
boiler.  The  rules  I  have  in  general  followed,  in 
determining  the  fize  proper  for  the  grate  for  any 
(circular)  boiler,  has  been  to  make  its  diameter 
equal  to  half  the  diameter  of  the  boiler  at  the  brim. 
(Seepage  41.) 

Fig.  5  is  an  inverted  hollow  cone  of  thin  fheet- 
gron,  which  is  placed  immediately  under  the  grate, 

its 
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its  brim  being  made  to  receive  the  circular  rim  of 
the  grate.  When  the  fire-place  is  large,  this  in* 
verted  cone  may  be  made  of  fire-ftone,  or  it  may  be 
conftru&ed  of  bricks  and  mortar.  For  fmall  fire- 
places it  may  be  made  of  earthen  ware,  which  is 
perhaps  the  very  beft  material  for  it  that  can  be 
found.    (See  page  43.) 

Fig.  6,  Fig.  7,  and  Fig.  8,  are  views  and  fe&ons 
of  a  perforated  tile,  with  its  (topper,  fuch  as  are 
ufed  for  clofing  the  entrance,  by  which  the  Fuel  is 
introduced  into  clofed  kitchen  fire-places.  The 
diameter  of  the  circular  opening,  or  hole  in  the 
tile,  may  be  from  6  to  7  inches,     (See  page  30.) 

PLATE    II, 

* 

The  various  Figures,  from  No.  9  to  No.  16  of 
this  Plate,  (how  the  conftru&ion  of  an  afh-pit  door, 
with  its  regifter.     (See  page  31.) 

Kg,  9  is  a  front  view  of  the  door  with  its  re* 
gifter. — The  whole  is  conftru&cd  of  flieet-iron, 
except  the  four  narrow  pieces  at  the  four  corners, 
which  hold  down  in  its  place  the  circular  plate  of 
the  regifter  ;  and  the  fmall  circular  plate  (as  large 
as  an  half-crown)  in  the  centre  of  the  regifter, 
which  are  made  of  brafs,  on  account  of  that  metal 
not  being  fo  liable  to  ruft,  as  iron. 

Fig.  10  is  a  fide  view  of  the  backfideof  the  door, 
fixed  in  its  frame,  in  which  the  manner  of  its  be- 
ing fhut  in  its  frame  is  feen,  and  the  iron  ftraps 

a  b 
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a  b  c  d  are  feen,  by  which  the  frame  is  fattened  in 
the  brick-work. 

Fig.   ii  is  an  horizontal  feftion  through  the 
middle  of  the  door  and  its  frame,  and  through  the 
*  button  which  fervtes  for  (hutting  the  door. 

Fig.  12  is  a  fe&ion  of  this  button,  on  an  en- 
larged fcale,  fhowing  the  manner  in  which  it  is 
conftrufted. 

Fig.  13  is  the  plate  of  fheet-iron  which  forms  the 
front  6f  the  door,  with  the  holes  in  it,  by  which  the 
other  parts  of  the  machinery  are  fixed  to  it. 

Fig.  14  is  the  circular  plate  which  forms  the  re* 
giftcr— to  this  plate  is  fixed  a  proje&ing  knob,  or 
button,  (reprefented  iij  the  figure,)  by  which  it  is 
turned  about. 

Fig.  15  and  Fig.  16  fhow,  on  an  enlarged  fcale, 
one  of  the  four  pieces  of  brafs  by  which  the  circular 
plate  of  the  regifter  is  kept  down  in  its  place. 

In  conftru&ing  thefe  regifter  doors,  and  in  ge- 
neral all  iron  doors  for  fire-places,  great  and  fmall, 
the  door  fhould  never  {hut  in  a  rabbet,  or  groove, 
in  the  frame,  but  fjiould  merely  Jhut  down  on  the 
front  edge  of  the  frame,  which  edge,  by  grinding  it 
on  the  flat  furface  of  a  large  fiat  (tone,  fhould  be  ~ 
made  quite  level  to  receive  it.  If  this  be  done, 
and  if  the  plate  of  iron  which  conftitutes  the  door 
be  made  quite  flat,  and  if  it  be  properly  fixed  on  its 
hinges,  the  door  will  always  fhut  with  facility  and 
clofe  the  opening  with  precifion,  notwithftanding 

the 
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the  effefts  of  the  expanfion  of  the  metal  by  heat; 
but  this  cannot  be  the  cafe  when  the  doors  of  fire- 
places are  fitted  in  grooves  and  rabbets. 

Where  the  heat  is  very  intenfe,  the  frame  of  the 
door  ihould  be  made  of  fire-ftone ;  and  that  part  of 
the  door  which  is  expofed  naked  to  the  fire  Ihould 
be  covered,  either  with  a  fit  piece  of  fire-ftone,  fatt- 
ened to  it  with  clamps  of  iron,  or  a  fufficient  num- 
ber of  ftrong  nails,  with  long  necks  and  flat  heads, 
or  of  ftaples,  being  driven  into  that  fide  of  the  plate 
of  iron  which  forms  the  door  which  is  expofed, 
that  fide  of  it  fhould  be  covered  with  a  body  about 
two  inches  thick  of  ftrong  clay  mixed  with  a  due 
portion  of  coarfe  powder  of  broken  crucibles,  which 
mafs  will  be  held  in  its  place  by  the  heads  of  the 
nails,  and  by  the  proje&ing  ftaples.  This  mafs 
being  put  on  wet,  and  gently  dried,  the  cracks 
being  carefully  filled  up  as  they  appear,  and  the 
whole  well  beaten  together  into  a  foLid  mafs,  will, 
when  properly  burned  on  by  the  heat  of  the  fire, 
form  a  covering  for  the  door  which  will  effe&ually 
defend  it  from  all  injury  from  the  fire ;  and  the 
door  fo  defended  will  laft  ten  times  longer  than  it 
would  laft  without  this  defence. 

The  infide  doors  of  the  two  Brew-houfe  Fire- 
places which  I  have  fitted  up  at  Munich  are  both 
defended  from  the  heat  in  this  manner ;  and  the 
contrivance,  which  has  anfwered  perfe&ly  all  that 
was  expe&ed  from  it,  has  not  been  found  to  be  at* 
tended  with  any  inconvenience  whatever. 

PLATE 
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<       PLATE    III. 

Fig.  17  is  a  front  view  of  the  new  boiler  of  the 
brew-houfe  called  Neuheufal,  or  rather  of  its  fire- 
place and  cover  (the  boiler  being  concealed  in  the 
brick-work).  The  infide  door  of  the  fire-place  is 
here  reprefented  fliut  j  and,  in  order  that  it  might 
appear,  the  outfide  door  is  taken  off  its  hinges,  and 
is  not  fhpwn.  The  two  vaulted  galleries  A  B  in 
the  folid  mafs  of  the  brick-work,  on  the  right  and 
left  of  the  fire-place,  (which  were  made  to  fave 
bricks,)  ferve  for  holding  fire-wood.  The  partition 
walls  of  the  fire-place  and  the  different  Hues,  as 
alfo  a  feftion  of  the  boiler,  are  reprefented  by  dot- 
ted  lines.  The  fmall  circular  hole  on  the  left  of 
the  fire-place  door  is  the  window  opening  into  the 
fire-place,  by  which  the  burning  Fuel  may  be  feen. 

a  b  is  the  wooden  curb  of  the  boiler :  c  d  a 
platform  on  which  the  men  (land  when  they  work 
in  emptying  the  boiler,  &c. :  ef  is  a  platform 
which  ferves  as  a  paffage  from  one  fide  of  the 
boiler  to  the  other.  This  platform,  which  is  about 
18  inches  wide,  is  12  inches  higher  than  the  other 
platforms,  in  order  that  the  openings  g  and  b9  into 
the  flues,  may  remain  free.  Thefe  openings,  which 
are  opened  only  occafionally,  that  is  to  fay,  when 
the  flues  want  cleaning,  are  kept  clofed  by  double 
brick-walls.  Thefe  walls  are  expreffed  in  the  fol- 
lowing Figure. 

Fig.  1 8.  This  is  a  horizontal  feftion  of  the  fire- 
place at  a  level  with  the  bottom  of  the  boiler, 

a  a 
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a  a  a  a  are  four  openings  by  which  the  flues* 
which,  in  the  firft  arrangement  of  this  fire-place, 
went  round  the  outfide  of  the  boiler,  was  occa* 
fionally  cleaned :  b  is  the  canal  by  which  the  finoke 
went  off  into  the  chimney. 

The  entrance  into  the  fire-place,  and  the  conical 
perforation  in  the  wall  of  the  fire-place  which  fervei 
as  a  window  for  obferving  the  fire,  are  marked  by 
dotted  lines.  The  pofition  of  the  infide  door  of 
the  fire-place  is  marked  by  a  dotted  line,  c  d. 
The  circular  difhing-grate  is  feen  in  its  place j  and 
the  walls  of  the  flues  under  the  boiler  are  all  feen. 
The  crooked  arrows  in  the  flues  fliow  the  direction 
of  the  flame.     (See  page  100.) 

PLATE    IV. 

Fig.  19  is  a  vertical  fe&ion  of  the  boiler  repre* 
fented  in  the  foregoing  Plate  (Fig.  17.).  This  fec- 
tion  is  taken  through  the  middle  of  the  boiler,— of 
the  fire-place ; — and  of  the  cover  of  the  boiler.  A  is 
the  afli-pit,  with  a  fedion  of  its  regifter  door.  B.is 
the  fire-place,  and  its  .circular  difhing-grate.  C  is 
the  entrance  by  which  the  Fuel  is  introduced,  with 
fe&ions  of  its  two  doors.  D  is  a  fpace  left  void  to 
fave  bricks.  E  is. the  boiler,  and  F  its  wooden 
£over.  m  is  the  fteam  chimney,  which  is  funiifltfd 
with  a  damper.  R  R  is  the  vertical  wall  of  the 
houfe  againft  which  the  brick-work  in  which  this 
boiler  is  fixed  is  placed. 

a  b  is  the.  curb  of  timber  in  which  the  boiler  is 
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The  manner  in  which  the  cover  of  the  boiler  is 
conftru&ed,  as  well  as  its  form,  and  the  door  and 
windows  which  belong  to  it,  are  all  feen  diftinflly 
in  this  Figure. 

Fig.  2  o  is  an  horizontal  feftion  of  this  fire-place 
taken  on  a  level  with  the  bottom  of  the  flue  whiqh 
goes  round  the  outfide  of  the  boiler-;  in  which  flue, 
before  the  fire-place  was  altered,  the  flame  circu- 
lated. The  flues  under  the  boiler  are,  in  this 
Figure,  indicated  by  dotted  lines. 

PL  ATE    V. 

Fig.  2 1  is  an  horizontal  fe&iori  of  the  fire-place 
of  the  brewhoufe  boiler,  at  a  level  with  the  top 
of  the  flues  under  the  boiler,  after  the  fine  round  the 
outfide  of  the  boiler  had  been  flopped  up9  or  rather  the 
flame  prevented  from  circulating  in  it.  This  Fi- 
gure fhows  the  a&ual  ftate  of  the  fire-place  at  the 
prefent  time.     (Seepage  126.) 

The  crooked  arrows  fhow  the  dire&ion  of  the 
flame  in  the  flues— a  b  are  the  two  canals  (each 
of  which  is  furnifhed  with  a  damper)  by  which  the 
fmoke  goes  off  into  the  chimney ; — and  c  c  c  c 
c  c  are  fix  fmall  openings  communicating  with 
the  flues,  by  which  the  flame  and  hot  vapour  can 
pafs  up  into  the  cavity  on  the  outfide  of  .the  boilei" 
which  formerly  ferved  as  a  flue. 

Fig.  22  is  a  front  view  of  the  afli-pit  door  of 
this  brewhoufe  fire-place,  with  its.  regifter. .  This 
door  is  clofed  by  means  of  a  latch  of  a  particular 
conftruftion,  which  is  fhown  in  the  Figure. 
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Fig.  23  is  the  door  without  its  regifter ;— and 

Fig.  24  the  circular  plate  of  the  regifter  repre- 
fented  alone. 

This  afli-pit  door  {huts  againft  the  front  edge  of 
its  frame,  and  not  into  it ;  the  reafons  for  pre- 
ferring this  method  of  fitting  the  door  to  its  frame 
have  already  been  explained.  (See  defcriptions  of 
the  Plate  II.) 

PLATE    VI. 

Fig.  25  is  a  fettion  of  a  fmall  lime-kiln,  built, 
or  rather  now  building,  at  Munich,  for  the  purpofe 
of  making  experiments.  The  height  of  the  kiln  is 
15  feet ; — its  internal  diameter  below,  2  feet, — and 
above,  9  inches.  In  order  more  effe&ually  to  con- 
fine the  heat,  its  walls,  which  are  of  bricks  and  very 
thin,  are  double,  and  the  cavity  between  them 
is  filled  with  dry  wood  allies*  To  give  greater 
ftrength  to  the  fabrick,  thefe  two  walls  are  con- 
nected in  different  places  by  horizontal  layers  of 
bricks  which  unite  them  firmly. 

a  is  the  opening  by  which  the  fuel  is  put  into 
the  fire-place.  Through  this  opening  the  air  de» 
fcends  which  feeds  the  fire.  The  fire-place  is  re- 
prefented  nearly  full  of  coals,  and  the  flame  pafling 
off  laterally  into  the  cavity  of  the  kiln,  by  an  open- 
ing  made  for  that  purpofe  at  the  bottom  of  the  fire* 
place. 

The  opening  above,  by  which  the  fuel  is  intro- 
duced into  the  fire-place,  is  covered  by  a  plate  of 

iron, 
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iron,  moveable  on  hinges;  which  plate,  by  being 
lifted  up  more  or  lefs  by  means  of  a  chain,  ferves 
as  a  regifter  for  regulating  the  fire. 

A  fe&ion  of  this  plate,  and  of  the  chain  by  which 
it  is  fupported,  are  ftiown  in  the  Figure. 

b  is  an  opening  in  the  front  wall  of  the  fire-place, 
which  ferves  occafionally  for  cleaning  out  the  fire- 
place, as  aifo  for  cleaning  out  the  opening  by  which 
the  flame  paffes  from  the  fire-place  into  the  kiln.  This 
opening,  which  mult  never  be  quite  clofed,  ferves 
likewife  for  admitting  a  fmall  quantity  of  air  to  pafs 
horizontally  into  the  fire-place.  A  fmall  proportion 
of  air  admitted  in  this  manner  has  been  found  to  be 
ufeful,  and  even  neceflary,  in  fire-places  in  which, 
in  order  to  confume  the  fmoke,  the  flame  is  made 
to  defcend.  Several  fmall  holes  for  this  purpofe, 
fitted '  with  conical  ftoppers,  may  be  made  in  dif- 
ferent parts  of  the  front  wall  of  the  fire-place. 

The  bottom  of  the  fire-place  is  a  grate,  con- 
ftruflted  of  bricks  placed  edgewife,  and  under  this 
grate  there  is  an  afhTpit j  but  as  no  air  muft  be 
permitted  to  pafs  up  through  this  grate  into  the  fire- 
place the  afli-pit  door,  c  is  kept  conftantly  clofed 
being  only  opened  occafionally  to  remove  the  aflies. 
d  is  the  opening  by  which  the  lime  is  taken  out 
of  the  kiln;  which  opening  muft  be  kept  well 
clofed,  in  order  to  prevent  a  draught  of  cold  air . 
through  the  kiln. 

As  only  as  much  lime  muft  be  removed  #  once 
as  is  contained  in  that  part  of  the  kiln  which  lie* 
below  the  level  of  the  bottom  of  the  fire-place,  to 

be 
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be  ible  to  afcertain  when  the  proper  quantity  is 
taken  away,  the  lime,  as  it  comes  out  of  the  kiln, 
may  be  dire&ed  into  a  pit  funk  in  the  ground  in 
front  of  the  opening  by  which  the  lime  is  removed, 
this  pit  being  made  of  proper  fizc  to  ferve  as  a 
meafure. 

While  the  lime  is  removing  from  the  bottom  of 
the  kiln,  frefh  lime-ftone  fliould  be  put  into  it 
pbove ;  and,  during  this  operation,  the  fire  may  be 
damped  by  clofmg  the  top  of  the  fire-place  with  its 
iron-plate. 

Should  it  be  found  neceffary,  the  fire,  and  the 
diftribution  of  the  heat,  may,  in  burning  the  lime, 
be  farther  regulated  by  clofing  more  or  lefs  the 
ppening  at  the  top  of  the  lime-kiln  with  a  flat  piece 
pf  fireftone,  or  a  plate  of  caft  iron. 

The  double  walls  of  the  kiln,  and  the  void  fpace 
between  them,  as  alfo  the  horizontal  layers  of 
bricks  by  which  they  are  united,  are  clearly  and 
diftin&ly  espreffed  in  the  Figure.  The  kiln  is  re- 
prefented  as  being  nearly  filled  with  fmall  round 
ftones,  fuch  as  are  ufed  at  Munich  in  burning  lirfte. 
Tbefe  ftones  are  brought  down  from  the  calcareous 
mountains  on  our  frontiers,  by  the  river  (the  Ifar), 
and  are  rounded  by  rubbing  againft  each  other  as 
they  are  rolled  along  by  the  impetuofity  of  the 
torrent. 
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ESSAY    VII. 


THE    PROPAGATION    OF    HEAT 
IN   FLUIDS. 


IN    TWO     PARTS, 
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ESS  AY     VII. 

PART    I. 

Of  a  remarkable  Law  which  has  been  found 
to  obtain,  in  the  Condenfation  of  Water 
with  Cold,  when  it  is  near  the  Temperature 
at  which  it  freezes  ;  and  of  the  wonderful 
Effe&s  which  are  produced  by  the  Operation 
of  that  Law,  in  the  Economy  of  Nature. 

Together  with  Conje&ures  refpedting  the 
Final  Cause  of  the  Saltness  of  the 
Sea. 


CHAP,    I. 

Danger  of  admitting  received  Opinions  in  Philofophical 
Invejligations,    without   Examination. — The  free  . 
Pqffage  of  Heat,  in  all  Bodies,  in  all  Directions, 
never  yet  called  in  queflion. — Heat  does  not,  how- 
ever, pafs  in  this  Manner,  in  all  Bodies  without 
Exception. — Air  and  Water,  and  probably  all 
$ther  Fluids,  are,  in  fa&9  Non-conductors 
qf  HEATi— Accidental  Difcoveriesy  which  led  to 
(in  experimental  Invefligation  of  this  curious  Subjed. 
—rThe  'internal  Motions  among  the  Particle*  of 
Fluids  rendered  vifible.~—The  Propagation  of  Heat 
in  Fluids  objirufted  and  retarded,  by  every  thing 
which  obJlru£ls  the  internal  Motions  of  their  Par- 
ticles j— hence  there  is  Reafcrf  to  conclude,  that  Heat 
p  2  U 
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is  propagated  in  them,  only  in  confequence  of  thojb 
Motions  ; — that  it  is  tranf ported  by  them,—  not  fuf- 
feredtopafs  through  them.—'FvKS  and  Feathers, 
and  all  other  like  Sub/lances 9  which,  in  Air,  form 
warm  Covering  for  confining  Heat,  found,  by  Ex- 
periment, to  produce  the  fame  Effeds  in  Water.— *- 
Thefe  Effefls  are  probably  produced  in  both  Fluid* 
'  in  the  fame  Manner,  namely,  by  6bjlru£ting  the 
Motions  of  their  Particles,  in  the  Operation  of 
tranfporting  the  Heat.— The  conducing  Power  of 
Water,  remarkably  impaired  by  mixing  with  itfucb 
Subjlances  as  render  it  vifcous,  and  diminifh  its 
Fluidity. — Thefe  Difcoveries  refpefting  the  Manner 
in  which  Heat  is  propagated  in  Water,  throw  much 
Light  on  feveral  of  the  moji  interejiing  Operation* 
in  the  Economy  of  Nature. — They  enable  us  to  ac- 
count, in  a  fatisfattory  Manner,  for  the  Preferua- 
tion  of  Trees  and  other  Vegetables,  and  of  Fruits^ 
during  the  Winter,  in  cold  Climates. 

"I  t  is  certain,  that  there  is  nothing  mere  danger? 
■*  ous,  in  philofophical  inveftigations,  than  to  take 
any  thing  for  granted,  however  unqueftionable  it 
may  appear,  till  it  has  been  proved  by  dirett  and 
decifive  experiment. 

I  have  very  often,  in  the  courfe  of  my  phiIofoT 
phical  refearches,  had  occasion  to  lament  the  con- 
sequences of  my  inattention  to  this  moil  neceffary 
precaution. 

There  is  not,  perhaps,  any  phenomenon  that 
more  frequently  falls  under  our  obfervation,  than 
the  Propagation  of  Heat.    The  changes  of  the 

tempera* 
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temperature  of  fenfiblfrbodies— of  folids — liquids—- 
and  elaftic  fluids,  are  going  on  perpetually  under 
our  eyes j  and  there  is  no  fatt  which  one  would 
not  as  foon  think  of  calling  in  queftion,  as  to 
doubt  of  the  free  paflage  of  Heat,  in  ail  direftipns, 
through  all  kinds  of  bodies.  But,  however  obvi- 
oufly  this  conclufion  appears  to  flow,  from  all  that 
we  obferve  and  experience  in  the  common  courfe 
of  life,  yet  it  is  certainly  not  true ; — and  to  the 
erroneous  opinion  refpefting  this  matter,  which  has 
been  univerfally  entertained — by  the  learned,  and 
by  the  unlearned — and  which  has,  I  believe,  never 
even  been  called  in  queftion,  may  be  attributed  the 
little  progrefs  that  has  been  made  in  the  inveftigation 
of  the  fcience  of  Heat :  a  fcience,  affuredly,  of  the 
utmoft  importance  to  mankind  ! 

Under  the  influence  of  this  opinion,  I,  tiiany 
years  ago,  began  my  experiments  on  Heat;  and 
had  not  an  accidental  difcovery  drawn  my  attention 
with  irrefiftible  force,  and  fixed  it  on  the  fubjed, 
I  probably  never  fhould  have  entertained  a  doubt 
of  the  free  paflage  of  Heat  through  air  ;  and  evei^ 
after  I  had  found  reafon  to  conclude,  from  the 
refults  of  experiments  which  to  me  appeared  to  be 
perfe&ly  decifive,  that  air  is  a  non-conduflor  of 
Heat  j  or  that  Heat  cannot  pafs  through  it,  with- 
out being  tranfported  by  its  particles  ;  which,  in 
this*  procefs,  aft  individually,  or  independently  of 
each  other ;  yet,  fo  far  from  purfuing  the  fubjeft, 
and  contriving  experiments  to  afcertain  the  manner 
in  which  Heat  is  communicated  in  other  bodies, 

I  was  not  fufficiently  awakened  to  fufpeft  it  to  be 
p  3  even 
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even  poflible,  (hat  this  quality  could  extend  farther 
than  to  elaftic  fluids. 

With  regard  to  liquids,  fo  entirely  perfuaded  was 
I,  that  Heat  could  pafs  freely,  in  them,  in  all  direc- 
tions, that  I  was  perfectly  Minded  by  this  prepof- 
feffion,  and  rendered  incapable  of  feeing  the  mod 
{hiking  and  moll  evident  proofs  of  the  fallacy  of 
this  opinion. 

I  have  already  given  an  account,  in  one  of  my 
late  publications — (Effay  VI.  on  the  Management 
of  Fire,  and  the  Economy  of  Fuel) — of  the  man- 
ner in  which  I  was  led  to  difcover,  that  Jleam  and 
jlame  are  non-conductors  of  Heat : — I  (hall  now  lay 
before  the  Public  an  account  of  a  number  of  expe- 
riments I  have  lately  made,  which  feem  to  (how 
that  wafer, —  and  probably  all  other  liquids,— and 
Fluids  of  every  kind,  poffefs  the  fame  property. 
That  is  to  fay,  that  although  the  particles  of  any 
Fluid,  individually,  can  receive  Heat  from  other 
bodies,  or  communicate  it  to  them j  yet  among 
thefe  particles  themfelves,  all  interchange  and  com- 
munication of  Heat  is  abfolutely  impoffible  #. 

It  may,  perhaps,  be  thought  not  altogether  un* 
interefting,  to  be  acquainted  with  the  various  fteps 
by  which  I  was  led  to  an  experimental  inveftigation 
'.  of  this  curious  fubjeft  of  inquiry. 

*  I  do  not  pretend  to  determine  the  caufe  of  this  phyfical  impoffi- 
bility.  Perhaps  it  may  be  owing  merely  to  the  extreme  mobility  of 
the  integrant  particles,  or  molecules  of  Fluids.  My  refearches  have 
all  been  confined  to  the  Difcovery  of  the  Fa&,  and  I  cheerfully  leave 
to  others  the  inveftigation  of  its  caufcs.  [This  Note  was  firft  intro- 
duced in  the  thiid  Edition  of  this  Eflay,  publifhcd  in  the  month  of 
M«rch  if oo. J 

When 
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When  {lining,  I  had  ofteii  obferved  that  ft>me 
particular  diflies  retained  their  Heat  much  longer 
than  others  j  and  that  apple-pieS,  arid  apples  and 
almonds  mixed; — (a  dlfh  in  great  rfcpiite  in  Eng- 
land,)— remained  hot  a  furprizittg  length  of  timfc. 

Much  (truck  with  this  extraordinary  quality  of 
retaining  Hear,  which  apples  appeared  to  poffefs^  it 
frequently  occurred  to  my  recolle&ion  ;  and  I  never 
burnt  my  mbuth  with  theni,  or  faw  others  meet  with 
the  fame  misfortune,  Without  endeavoUringj  but  iii 
vain,  to  find  out  fome  way  of  accounting,  in  a  fatif- 
faftolry  manner,  for  this  furprifing  phenomenon. 

About  four  years  agOj  &  fimiiar  accident 
^wakened  my,  attention,  apd  excited. my  curiofity 
ftill  more :  being  engaged  in  an  experiment  which  I 
could  not  leave,  in  a  room  heated  by  an  iron  ftovei 
my  dinner,  which  confided  of  a  bowl  df  thick  rice- 
foup,  was  brought  into  the  room;  and  as  I  hap- 
pened  to  be  too  much  engaged  at  the  time  to  eat 
it,  in  order  that  it  might  not  grow  cold,  I  ordered 
it  to  be  fet  down  on  the  top  of  the  ftove :  about  an 
hour  afterwards,  as  near  as  I  can  remember,  begins 
ning  to  grow  hungry,  and  feeing  my  dinner  ftand^ 
ing  on  the  ftove>  I  went  up  to  it,  and  took  a  fpoon- 
ful  of  the  foup,  which  I  found  almofl:  cold,  and 
quite  thick.  Going,  by  accident,  deeper  with  the 
fpoon  the  fecond  time*  this  fecond  fpoon-full  burnt 
my  mouth**     This  accident  recalled  very  forcibly 

*  It  \t  probable  that  the  ftove  happened  to  be  nearly  cold  when 
the  bowl,  wis  fet  down  upon  it,  and  that  the  foup  had  grown  almolk 
cold  j  wheri,  a -f re fh  quantity  of  fuel  being  put  into  the  ftovej  the 
Heat  had  been  fuddenly  increafed* 

*4  to 


204  Of  the  Propagation  of  Heat 

to  my  mind  the  recolle&ioh  of  the  hot  apples  an  cf 
almonds,  with  which  I  had  fo  often  burned  my 
mouth,  a  dozen  years  before  in  England;  but 
even  this,  though  it  furprifed  me  very  much,  was 
not  fufficient  to  open  my  eyes,  and  to  remove  my 
prejudices  refpe&ing  the  conducing  power  of  water. 

Being  at  Naples,  in  the  beginning  of  the  year 
1794,  among  the  many  natural  curiofities  which 
attracted  my  attention,  I  was  much  (truck  with 
feveral  very  interefting  phenomena  which  the  hot 
baths  of  Baia  prefented  to  my  obfervation ;  and 
among  them  there  was  one,  which  quite  aftoniflied  pne : 
Sanding  on  the  fea-fhore,  near  the  baths,  where  the 
hot  fteam  was  iffuing  out  of  every  crevice  of  th# 
rocks,  and  even  rifing  up  out  of  the  ground,  I  had 
the  curiofity  to  put  my  hand  into  the  water  :  As  the 
waves  which  came  in  from  the  fea  followed  each 
other  without  intermiffion,  and  broke  over  the  even 
furface  of  the  beach,  I  was  not  furprifed  to  find  the 
water  cold ;— but  I  was  more  than  furprifed,  when, 
on  running  the  ends  of  my  fingers  through  the  cold 
water  into  the  fand,  I  found  the  heat  fo  intolerable, 
that  I  was  obliged  inftantly  to  remove  my  hand. 

The  land  was  perfe&ly  wet ;  and  yet,  the  tem- 
perature was  fo  very  different  at  the  fmall  diftance 
of  two  or  three  inches  !— - 1  could  not  reconcile 
this  with  the  fuppofed  great  conducing  power  of 
water. — \  even  found  that  the  top  of  the  fand  was, 
to  all  appearance,  quite  as  cold  as  the  water  which 
flowed  over  it ;  and  this  increafed  my  aftonifhment 
ftill  more.  I  then,  for  the  firft  time,  began  to  doubt 
of  the  conducting  power  of  water,  and  refolved  to 

fet 
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fet  about  making  experiments  to  afcertaln  the  fad;  y 
I  did  not  however  put  this  refolution  into  execution 
UU  abwt  ^  wouth  ago ,  and  fhould  perhaps  never 
have  done  it,  had  not  another  unexpected  appear- 
ance again  called  my  attention  to  it,  and  excited 
afrelh  all  my  curiofity*. 

In  the  cQurfe  of  a  fet  of  experiments  on  the 
communication  of  Heat,  in  which  I  had  occafion 
to  ufe  thermometers,  of  an  uncommon  fize,-~(thei? 
globular  bulbs  being  above  four  inches  in  diameter,) 
—filled  with  various  kinds  of  liquids,  having  ex- 
pofed  one  of  them,  which  was  filled  with  fpirits  of 
wine,  in  as  great  a  heat  as  it  was  capable  of 
fupporting,  I  placed  it  in  a  window,  where  the 
fun  happened  to  he  fhining,  to  cool ;  when,  call- 
ing my  eye  on  its  tube,  which  was  quite  naked,-* 
(the-divifions  of  its  fcale  being  marked  in  the  glafs 
with  a  diamond,)— J  obferved  an  appearance  which 
Airprifed  me,  and  at  the  fame  time  interefted  me 
very  much  indeed.  I  faw  the  whole  mafs  of  the 
liquid  in  the  tube  in  a  mod  rapid  motion,,  running 
fwiftly  in  two  oppofite  directions,  up,  and  down,  at 
the  fame  time. 

The  bulb  of  the  thermometer,  which  is  of 
copper,  had  been  made  two  years  before  I  found 
leifure  to  begin  my  experiments  5  and  having  been 
left  unfilled,  without  being  clofed  with  a  ftopple, 
fome  fine  paTticles  of  duft  had  found  their  way 
into  it,  and  thefe  particles,  which  were  intimately 
mixed  with  the  fpirits  of  wine,,  on  their  being  illu- 
minated by  the  fun's  beams,  became  pejfeQly 
£  vifible,— 
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vifible,— (as  the  duft  in  the  air  of  a  darkened  rob&l 
is  illuminated  and  rendered  vifible  by  the  fun-beams 
which  come  in  through  a  hole  in  the  window-Qiut- 
ter,)— and  by  their  motion  difcovered  the  violent 
motions  by  which  the  fpirits  of  wine  in  the  tube  of 
the  thermometer  was  agitated. 

This  tube,  which  is  TVr  of  an  inch  in  diameter 
internally,  and  very  thin,  is  compofed  of  very 
tranfparent,  colourlefs  glafs,  which  rendered  the 
appearance  clear  and  diftinft,  and  exceedingly 
beautiful.  On  examining  the  motion  of  the  fpirits 
of  wine  with  a  lens,  I  found  that  the  afcending 
current  occupied  the  axis  of  the  tube>  and  that  it 
defcended  by  the  Jides  of  the  tube. 

On  inclining  the  tube  a  little,  the  rifing  current 
moved  out  of  the  axis,  and  occupied  that  fide  of 
the  tube  which  was  uppermoft,  while  the  defcending 
current  occupied  the  whole  of  the  lower  fide  of  it* 

When  the  cooling  of  the  fpirits  of  wine  in  the 
tube  was  haftened,  by  wetting  the  tube  with  ice- 
cold  water,  the  velocities  of  both  the  afcending  and 
the  defcending  currents  were  fenfibly  accelerated* 

The  velocity  of  thefe  currents  was  gradually 
lefferied,  as  the  thermometer  was  cooled;  and  when 
it  had  acquired  nearly  the  temperature  of  the  air  of 
the  room,  the  motion  ceafed  entirely. 

By  wrapping  up  the  bulb  of  the  thermometer  in 
furs,  or  any  other  warm  covering,  the  motion 
might  be  greatly  prolonged. 

I  repeated  the  experiment  with  a  fimilar  thermo- 
meter, of  equal  dimenfions,  filled  with  linfeed-oil, 

and 
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and  the  appearances,  on  fetting  it  in  the  window  to 
cool,  were  juft  the  fame.  The  dire&ions  of  the 
currents,  and  the  parts  they  occupied  in  the  tube, 
were  the  fame  ;  and  their  motions  were,  to  all  ap- 
pearance, quite  as  rapid  as  thofe  in  the  thermometer 
which  was  filled  with  fpirits  of  wine. 

.  Having  now  no  longer  any  doubt  with  refpedt  to 
the  caufe  of  thefe  appearances,  being  perfuaded 
that  the  motion  in  thefe  liquids  was  occafioned  by 
their  particles  going  individually p,  aiid  in  fuccefflon9 
to  give  off  their  Heat  to  the  cold  fides  of  the  tube, 
in  the  fame  manner  as  I  have  fliown  in  another 
place,  that  the  particles  of  air  give  off  their  Heat  to 
other  hodies,  I  was  led  to  conclude  that  thefe,  and 
probably  all  other  liquids,  are  in  fadt  non-conduttors 
of  Heat ;  and  I  went  to  work  immediately  to  con- 
trive experiments  to  put  the  rtiatter  out  of  all  doubt. 
On  confidering  the  fubjed  attentively,  it  appear- 
ed to  me,  that  if  liquids  were  in  faft  non-conduftors 
of  Heat,  or  if  it  be  propagated  in  them  only  in  con- 
fequence  of  the  internal  motions  of  their  particles  ; 
in  that  cafe,  every  thing  which  tends  to  obftruft  thofe 
motions,  ought  certainly  to  retard  .the  operation, 
and  render  the  propagation  of  the  heat  flower,  and 
more  difficult.     I  had  found  that  this  is  aftually  the 
cafe  in  refpeft  to  air  ;  and  though  (under  the  influ- 
ence of  a  ftrong  and  deep-rooted  prejudice)  I  had, 
from  the  refult  of  one  imperfed  experiment,  too 
haftily  concluded  that  it  did  not  take  place  in  regard 
to  water ;  yet  I  now  found  ftrcng  reafoiis  to  call 
in  queftion  the  refult  of  that  experiment,  and  to  give 
the  fubjeft  a  careful  and  thorough  inveltigation. 

Thinking 
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Thinking  that  the  bed  mode  of  proceeding,  in 
this  inquiry,  would  be  to  adopt  a  method  fimilar 
to  that  I  had  purfued  in  my  experiments  on  the 
conducing  power  of  Air,  I  prepared  an  apparatus 
fuitable  to  that  purpofe.  The  firft  objeft  I  had  in  ' 
view  being  to  difcover  whether  the  propagation  of 
Heat  through  water  was  obftrufted  or  not,  by 
rendering  the  internal  motion  among  the  particles 
of  the  water,  occafioned  by  their  change  of  tem- 
perature, embarraffed  and  difficult,  I  contrived  to 
make  a  certain  quantity  of  Heat  pafs  through  a 
certain  quantity  of  pure  water,  confined  in  a  cer- 
tain fpace  y  and  noting  the  time  employed  in  this 
operation,  I  repeated  the  experiment  again,  with 
the  fame  apparatus,  with  thi3  difference  only,  that 
in  this  fecond  trial*  the  water  through  which  the 
Heat  was  made  to  pafs,  inftead  of  being  pure,  was 
mixed  with  a  fmall  quantity  of  fome  fine  fubftance, 
(fuch  as  eider-down>  for  inftance,)—  which,  without 
altering  any  of  its  chemical  properties,  or  impair- 
ing its  fluidity,  ferved  merely  to  obftruft  and  em- 
barrafs  the  motions  of  the  particles  of  the  water 
in  tranfporting  the  Heat,,  in  cafe  Heat  fhould  be 
a&ually  tranfported  or  carried  in  this'  manner,  and 
not  fuffered  to  pafs  freely  through  that  liquid.' 

The  body  which  received  the  Heat,  and  which 
ferved,  at  the  fame  time,  to  meafure  the  quantity 
of  it  communicated,  was  a  very  large  cylindrical 
thermometer.  (jSee  Plate  I.)  The  bulb  of  this 
thermometer,  which  is  conftrufted  of  thin  fheet- 
copper,  is  cylindrical,  its  two  ends  being  hemi- 
spheres. 

Its 


in  Fluids,  $09 


Its  dimenfton&  are  as  follows : 


Dimeniions 


lctcr-    (.Ex 


Diameter    -      -         1.84  inches* 
Length        -     -        4.99 


the  bulb  of  the  <  Ca      .     Qr  contents ,  3 .200o  cubic  inches, 
thermometer.    [ External  fuperficies  28.834  fuperficialincW, 

The  thicknefs  of  the  flieet-eopper  of  which  it  is 
iconftru&ed,  is  0.03  of  an  inch.  It  weighs,  empty, 
1846  grains; — and  k  capable  pf  containing  3344 
grains  of  wafer,  atffie  temperature  of  550.  This 
copper  bulb  has,  a  glafs  tube,  24  inches  long,  and 
-i-V  pf^LH  inch  in  diameter  ;  which  is  fitted  by  means 
pf  a  good  cork,  into  a  cylindrical  tube  or  neck  of 
copper,  one  inch  long,  and  T^-  of  an  inch  in  diaT 
meter,  belonging  to  the  metallic  bulb* 

This  thermometer,  being  filled  with  linfeed-oil, 
and  its  fcale  graduated,  was  fixed  in  the  axis  of  a 
hollow  cylinder,  conftrutted  of  thin  flieet-eopper, 
jif  inches  long;  and  2.3435  inches  in  diameter 
internally.  This  cylinder,  which  is  open  at  one 
end,  is  clofed  at  the  other  with  a  hemifpherical 
bottom,  with  its  convex  furface  outwards.  The 
cylinder  weighs  2261  grains,  and  the  lheet-brafs, 
pf  which  it  is  conftru&ed,  is  0.0128  of  an  inch 
in  thicknefs. 

The  bulb  of  the  thermometer  was  placed  in  the 
lower  part  of  this  brafs  cylindrical  tube,  and  was 
confined  in  the  middle,  or  axis  of  it,  by  means  of 
three  pins  of  wood,  about  -^  of  an  inch  in  diame- 
ter, and _£  of  an  inch  long,  which  pins  are  fixed' 
in  tubes  of  thin  fhee^-brafs  TV  of  an  inch  in  diame* 
*  ter,  and  -^  of  an  inch  in  length.  Thefe  fliort  tubes* 
which  are  placed  at  proper  diftances  on  the  infide 
pf  the  large  brafs  tube,  at  its  lower  end,  and 

■  firmly 
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firmly  attached  to  it  by  folder,  ferve  as  fockets 
into  which  the  ends  of  the  wooden  pins  are  fixed, 
which,  pointing  inwards,  or  towards  the  axis  of 
the  large  cylindrical  tube,  ferve  to  confine  the 
lower  end  of  the  bulb  qf  tlje  thermometer  in  its- 
proper  place.  Its  upper  end  is  kept  in  its  place  ; 
or  the  axis  of  the  thermometer  is  made  to  coincide 
with  the  axis  of  the  brafs  cyfcjder,  by  caufing  the 
tube  of  the  thermometer  to  pjtfs  through  a  hole  in 
the  middle  of  a  cork  (topper  which  clofes  the  end 
of  the  cylinder. 

The  bottom  of  the  bulb  of  the  thermometer  does 
not  repofe  on  the  hemifpherical  bottom  of  the  brafs 
cylinder,  but  is  fupported  at  the  diftance  of  f  of an 
inch  above  it,  on  the  end  of  a  wooden  pin,  like  thofp 
juft  defcribed  ;  tyhich  pin  is  fixed  in  a  focket  in 
the  middle  of  the  bottom  of  the  cylindrical  tube, 
and  projefts  upwards.  The  ends  of  all  thefe 
wooden  pins,  which  projeft  beyond  the  fockets  in 
which  they  are  fixed,  are  reduced  to  a  blunt  point : 
This  was  done  to  reduce  as  much  as  poffible  the 
points  of  contaft  between  the  ends  of  thefe  pins 
and  the  bulb  of  the  thermometer. 

The  thermometer  being  in  its  place,  there  is  on 
every  fide  a  vdid  fpace  left  between  the  bulb  of  thp 
thermometer  and  the  internal  furface  of  the  brafs 
cylinder  in  which  it  is  confined ;  the  diftance 
between  the  external  furfac,e  of  the  bulb  of  the  ther- 
mometer and  the  internal  furface  of  the  containing 
cylinder  being  0.25175  of  an  inch.  This  fpace  is 
defigned  to  contain  the  water  and  other  fubftance 
through  which  the  Heat  is  made  to  pafs  into,  or  out 

■'"■■* 
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gf  the  bulb  of  the  thermometer  ;  and  the  quantity 
of  Heat  which  has  paffed,  is  (hown  by  the  height  of 
the  fluid  in  the  tube  of  the  thermometer. 

The  quantity  of  water  required  to  fill  this  fpace 
3nd  to  cover  the  upper  end  of  the  bulb  of  the 
thermometer  to  the  height  of  about  £  of  an  inch 
was  fotfnd  to  weigh  2468  grains.  As  the  thermo- 
meter was  plunged  into  this -water  it  was  of  courfe 
in  contact  with  it  by  its  whole  furface,  which,  as 
we  have  feen,  is  equal  to  28.834  fquare  inches. 

The  bulb  of  the  thermometer  being  furrounded 
by  water,  or -by  any  other  liquid,  or  mixture,  the 
conducing  power  of  which  was  to  be  afcertained, 
a  cylinder  of  cork  fomething  lefs  in  diameter  than 
the'  brafs  cylinder, — about  half  an  inch  long,  with 
3.  hole  in  its  centre,  in  which  the  tube  of  the  ther- 
mometer paffed  freely,— was  thruft  down  into  the 
brafs  cylinder,  but  not  quite  fo  low  as  to  touch 
the  furface  of  the  water,  or  other  fubftance  it  con- 
tained.    This  cylinder,  or  difk,  was  fupported  in 
its  proper  place  by  three  proje&ing  brafe  points 
or  pins,   which  were  fixed  with   folder    to   the 
putfide  of  the  metallic  neck  of  the  bulb  of  the 
jhermometer. 

As  fqon  as  this  difk  of'Cork  is  put  into  its  place, 
jhe.  upper  part  of  the  hollow  brafs  cylindrical  tube 
is  filled  with  eider-down,  and  it  is  clofed  above 
with"  its  cork  (topper,  the  tube  of  the  thermome- 
ter, which  paffes  through  a  fit  hole  in  the  middle 
of  this  flopper,  projeding  upwards.  As  the  whole 
jfcale  of  the  thermometer,  from  the  point  of  freezing, 
to  that  of  boiling  water,  is  ?bove  the  upper  furface 
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of  this  (topper,  all  the  changes  of  heat  to  which  the 
inftrument  is  expofed,  can  be  obferved  at  &11  times 
without  deranging  any  part  of  the  apparatus. 

The  thermometer  is  divided  according  to  the 
fcale  of  Fahrenheit,  and  its  divifions  are  made  to 
correfpond  with  a  very  accurate  mercurial  thermo* 
meter  made  by  Troughton. 

The  experiments  with  this  inftrument,  which, 
for  the  fake  of  diftin&ion,  I  fliall  call  my  cylindrical 
faffage  thermometer^  were  made  in  the  following 
manner:  The  thermometer  being  fixed  in  its 
cylindrical  brafs  tube,  in  the  manner  above  de« 
fcribed,  and  furrounded  by  the  fubftance  the  con- 
ducing power  of  which  was  to  be  ascertained, 
the  inftrument  was  placed  in  thawing  ice,  where  it 
was  fuffered  to  remain  till  the  thermometer  fell  to 
3  2°.  It  was  then  taken  out  of  the  melting  ice,  and 
immediately  plunged  into  a  large  veffel  of  boiling 
water,  and  the  conducing  power  of  the  fubftance 
which  was  the  fubjeft  of  the  experiment  was  efti* 
mated  by  the  time  employed  by  the  Heat  in  palling 
through  it  into  the  thermometer ;  the  time  being 
carefully  noted  when  the  liquid  in  the  thermo- 
.  meter  arrived  at  the  40th  degree  of  its  fcale ;  and 
alfo  when  it  came  to  every  20th  degree  above  it. 

As  the  flower  Heat  moves,  or  is  tranfported,  in. 
any  medium,  the  longer  muft  of  courfe  be  the  time 
required-  for  any  given  quantity  of  it  to  pafs  through 
it ;  and  as  the  thermometer  (hows  the  changes 
which  take  place  in  the  temperature  of  the  body 
which  is  heated  or  cooled, — (namely,  the  liquid 
-  with  which  the  thermometer  is  filled, — in  confe- 
■•  -         queue* 
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t^uence  of  the  paflage  of  the  Heat  through  the  me- 
dium by  which  the  thermometer  is  furrourided,  the! 
conducing  power  of  that  medium  is  fhown  by  *tbrf 
quicknefs  of  the  afcent  or  defcent  of  the  thermo- 
meter, when,  having  been  previoufly- brought  to  a 
certain  temperature,  the  inftrument  is  fuddenly  rc^f 
moved  and  plunged  into  another  medium  at  any 
other  conftant  given  temperature.  '      •* 

Having  ftill  frefh  in  my  memory  the  accidents  I 
had  fo  often  met  with  in  eating  hot  Apple-pies,  I 
was  very  impatient,  when  I  had  completed  tWs  in- 
ftrument, to  fee  if  Apples,  which,  as  I  well  knew, 
are  compofed  almoft  entirely  of  water,  really  poflefs 
a  greater  power  of  retaining  Heat  than  that  liquid 
when  it  is  pure,  or  uiflaixed  with  other  bodieJ.  But 
before/ 1  made  the  Experiment  *in  order  that  its 
refult  might  be  the  more  fatisfattory,  I  determined, 
in  the. following  manner, "Jib w  much  water  there 
really  is  in  Apples,  and  what  proportion  their 
.fibrous  parts  bear  to  their  whole  volume. 

960' Grains  of  ftewed  Apples*  (the  Apples  hav- 
ing been  carefully  pared  and  freed  from  their  ftems 
and  feeds  before  they  were  ftewdd)  were  well  waflied 
in  a  large  quantity  of  cold  fpring  v/ater,  and  th^ 
fibrous,  parts*  ofitheApples  being  fuffered  to  fubfide 
to  the  bottom  of  the  veffel,  the-  clear  <  part  of  the 
liquor  was  poured  off,  and  the  fibrous  remaindet 
being  thoroughly  dried  was  carefully  weighed,  and 
was  found. to  weigh  juft  25  grains. 

This  fibrous  remainder  of  the  960  grains  of  ftewed 

Apples  being  again  waflied  in  a  frefli  quantity  of 

cold  fpring  water,  and  afterwards'  very  thoroughly 

\ql*  iu  q_  dried, 
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dried,  by  being  expofed  fereral  days  on  a  china  plate 
placed  on  the  top  of  a  German  (tore,  which  was 
kept  constantly  hot,  was  again  weighed,  and  was 
found  to  weigh  no  more  than  i8T9T  grains. 

From  this  Experiment  it  appears  that  the  fibrous 
yrts  of  ftewed  Apples  amount  to  lefs  than  TV  part 
of  the  whole  mafc  ;  and  there  is  abundant  reafon 
to  conclude  that  the  remainder,  amounting  to  y£ 
#f  the  whole,  is  little  elfe  than  pure  water. 

Having  fui  rounded  the  bulb  of  my  cylindrical 
pafiage  thermometer  with  a  quantity  of  thefe  ftewed 
Apples,  (the  confidence  of  the  mafs  being  fuch 
that  it  (hewed  no  figns  of  fluidity,)  the  inftrument 
iras  placed  in  pounded  ice,  which  was  melting, 
and  when  the  thermometer  indicated  that  the 
whole  was  cooled -down  to  the  temperature  of  32% 
the  inftrument  was  taken  out  of  the  meking  ice 
and  plunged  into  a  large  veflel  of  boiling  water, 
and  the  water  being  kept  boiling  with  the  utmoft 
violence  during  the  whole  time  the  Experiment 
Uftcd,  the  times  taken  up  in  heating  the  thermo- 
meter from  ao  to  20  degrees  were  obferved  and 
noted  down  in  a  table,  which  had  been  previoufly 
prepared  for  that  purpofe. 

This  Experiment  having  been  repeated  twice, 
and  varied  as  often  by  firft  heating  the  inftrument 
Jo  the  temperature  of  boiling  water,  and  then 
plunging  it  into  melting  ice,  « and  obferving  the 
time  taken  up  in  the  paffage  of  the  heat  out  of  the 
thermometer  $  I  removed  the  ftewed  Appie3  which 
furrounded  the  bulb  of  the  thermometer,  and  filling 
the  fpace  they  had  occupied  with  pure  water,  J 

%  now 
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now  repeate4  the  Experiments  again  with  that 
liquid.  The  following  Tables  fhow  the  refults  of 
thefe  Experipehjts* 


Time  the  Heat  was  pailing 

into  the  Thermometer, 

Through 

Through 

ftewed  Apples.' 

Water. 

Exp. 

Exp. 

Exp. 

Exp. 

No.  1. 

No.  3. 

No.  5. 

No.  7. 

Seconds, 

Seconds. 

f  r  1     — 

Secondi, 

Seconal. 

In  heating  the  Thermopeter  1 

from  f he  temperature  of  3  z°  > 

9S 

«9 

45 

4* 

tothajtof          -"          40°) 

from  400  to  6o° 

75 

67 

36 

35 

6q°  to  80^ 

61 

I6 

34 

31 

'  W> 

65 

60 

30 

30 

120I 

73 

66 

37 

36 

140? 

9° 

8a 

44 

44 

K>0* 

121 

113 

63 

60 

l8o* 

188 

I7<» 

220 

5P 

aoo* 

360 

364 

*'5 

Total  tipies  in  heating  from  7 

1129 

1057 

M- 

586 

Timeseniployed  in  heating  the  1 

V 

.  »'    .v  , 

inftnuaeot  80  degrees,  viz.  > 

349" 

321* 

17*" 

170" 

from  8o°  to  160*                  J 

1 

Mean  times  in  heating  it  from  1 

8©e  tp  1  ibtf                    5 

In  ftewed 
AppJe*  33*" 

fn  Water  172" 

The  refits  9f  tjigfe  p^periments  (hoy  ttyt  Hegt 
paffes  ipdth  n^uch  greater  difficulty,  or  mgchifower, 
y&JifUfidAfflfc*  &W  W  ]>?"?  Water  ;  and  $s  i^e^ed 
AppJes  w  little  elfe  than  water  mixed  with  a  very 
£n$tll  proportion  of  §ljrous  and  mucilaginous  m^t- . 
t;er,  thi?  faqm  that  the  conducting  poorer  of  wate^r 
^h  regard  toHe#  may  k?W&rf(b 

<^2  The 
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The  rcfults  of  the  following  Experiments  vri& 
ferre  to  confirm  this  conclufion. 


i. ... 


i  In  cooling  the  Thermdmeter  ^ 
1     from  the  temperature  of  2000  > 
to  that  of  i8o°) 

I  from  1800  to  160° 

1600  to  1400 
1200 
ioo° 
8o° 
i  6o° 

40° 

1 

,  Total  time  in  cooling  from  7 
2000  to  400  3 


Times  employed  in  cooling  the ' 
inftrument  80  degrees, 
from  1600  to  8o° 


ing  the  1 
s,  viz.  > 

j  Mean  time  in  cooling  it  from  7 
i6o°to  8o«  I 


Time  the  Heat  was  paffing 

out  of  the  Thermometer, 

Through 

Through 

dewed  Apples. 

Water. 

Exp. 

Exp. 

Exp. 

Exp. 

No.   2. 

No.  4. 

No.  4. 

No.  8. 

Seconds. 

Seconds 

Seconds. 

Second*. 

80 

74 

'46 

37 

1s 

7* 

4* 

37 

84 

«3 

43 

« 

107 

101 

'   54 

5' 

141 

136 

73 

73 

198 

190 

112 

.•05 

3*« 

307 

200 

204  - 

77S 

733 

483 

461 

1781 

1696 

1053 

IOII 

530" 

510" 

282" 

272" 

1 

In  dewed 

Apples  520? 

In  Wat 

sr  277" 

As  the  heating  or  cooling  of  the  inftruinent  goes 
"on  very  flowly,  when  it  approaches  to  the  temper- 
ature of  the  medium  in  which,  it  is  placed,  while, 
on  the  other  hand,  this  procefsis  very  rapid  when, 
-the  temperature  of  the  inftrument  being  very  difc 
ferent  -from  that  of  the  medium,  it  is  firft  plunged 
•into  it,  both  thefe  circumftances  confpire  to.render 
the  obfervations  made  at  the  extremities  of  the 
fcale  of  the  thermometer  more  fubjeft  to  error, 

and 
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and  confequently  lefs  fatisfa&ory  than  thofe  made 
nearer  the  middle  of  it  :  In  order  that  the  general 
eohclufions  drawn  from  the  refuft  of  the  Experi- 
ments might  ilot  be  vitiated  by  the  effe&s  produced 
by  thefe  unavoidable  inaccuracies,  *  mftead  of*  eftr* 
mating  the  celerity  of  the  paflage  of  the  Heat  bythe 
times  elapfed  in  heating  and  cooling  the  theruiomet 
ter  through  the  whole  length  of  itsfcale,  or  between 
the  point  of  freezing  to  that  of  boiling  water,  I 
have  taken  the  times  elafped  in  heating  and  cooling 
it  80  degrees  in  the  middle  of  thefcale9  viz.  between 
3o°  and  1600,  as  the  meafure  of  the  condu&ing 
powers  of  the  fubftances  through  which  the  Heat 
was  made  to  pafs. 

I  have,  however,  noted  the  times  which  elapfed 
in  heating  and  cooling  the  inftrument  through  a 
much  larger  interval,  namely,  through  an  interval 
of  168  degrees  in  heating, — or  from  320  Jo  200°,—?- 
and  in  cooling  through  1 60  degrees,  or  from  2000 
to  400. 

In  refpeft  to  the  cooling  of  the  inftrument,  it  is 
neceflary  that  I  fhould  inform  my  reader,  that 
though  I  have  not  in  the  Tables  of  the  Experiments 
mentioned  any  higher  temperature  than  that  of  2000, 
yet  the  inftrument  was  always  heated  to  the  point 
of  boiling  water,  which,  under  the  preflure  of  the 
atmofphere  at  Munich,-  where  the  -Experiments 
were  made,  was  commonly  about  209!  deg.  of  Fah- 
renheit's fcale.  The  inftrument  being  kept  in  boil- 
ing  water  till  its  thermometer  appeared  to  be  quite 
ftationary,  was  then  taken  out  of  the  water,  and 
0^3  inftantly 
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iiiftantty  plunged  into  melting  ic£,  ahd  the  time  %u 
6bferved  ahd  cirefully  noted  down  when  the  liquid 
in  itt  thermometer  paffed  the  divifion  of  its  fade 
Which  indicated  260%  as  alfo  when  it  arrived  at  the 
other  diVifiohs  indicated  in  the  Tables* 

With  regard  to  the  four  laft  mentioned  Expert 
ments*  (No*  2,  4*  6,  ahd  8,)  it  tfill  be  found  on 
examination  that  their  rfcfults  fcorrefpond  very  e» 
k&Iy  with  thofe  before  defcribed ;  ahd  they  cer* 
tainly  prove  in  a  very  decifive  manned  this  impor- 
tant fatf  z~that  a  fifiaU  proportion  $f  certain  fulu 
ftanceiy  on  Mng  mixed  with  water,  tend  virf  ffavtr* 
fully  to  ifnpair  the  conducting  power  of  that  Fluid  in 
regard  to  Heat. 

In  the  Efcperftoemi  No*  t  tnd  No.  a,  Mich 
were  both  made  oil  the  fame  day,  ahd  in  the  order 
irt  Which  they  are  numbered^  the  Heat  was  con* 
fidefAbly  more  obftru&ed  in  its  paffage  through 
the  maf8  of  ftewed  Apples  which  furrounded  the 
thermometer  than  in  the  Experiments  No.  3  and 
No.  4,  which  were  made  on  the  fallowing  day.  It 
is  probable  that  this  was  occafioned  by  fotne  change 
in  the  ~cohfiftehcy  of  this  foft  maft  of  the  ftetrted 
Apples  which  had  taken  place  while  the  inftrument 
was  left  to  repofe  iji  the  interval  between  the  Expe- 
riments:  but,  inftead  0f  flopping  tp  (how  ho\fr 
this  might  be  explained,  I  (hall  proceed  to  give  ail 
account  of  fbme  Experiments  frotti  the  refults  of 
Which  We  fhall  derive  information  that  will  be 
jhtifch  more  fati$fa£tory  than  abjr  fpec&litidm  I 
coi^ld  offer  on  that  fubjed. 

{Suppofiqg 
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Supjtofiag  Heat  t6  b*  propagated  in  water  in  itit 
fame  manner  as  it  is  propagated  in  air  and  othe* 
elaftic  Fluids,  namely,  that  it  is  tranffofted  by  its 
particles,  thefe  particles  being  put  in  morion  by  tbi 
change  which  is  produced  iti  their  fpecific  gravity* 
by  the  change  of  temperature,  and  that  there  it 
Ho  communication  whatever,  or  interchange  efthiit 
Heat,  among  the  particles  of the  fame  Fluid,—  in  that 
cafe,  it  is  evident  that  the  Propagation  of  Heat  in  t 
Fluid  may  be  Conftrufted  in  two  ways,  namely,  bf 
diminifliing  its  Fluidity •,  (which  may  be  done  by  dif- 
folving  in  it  any  mucilaginous  fiibftance,)  or,  more 
fimply,  by  merely  embarraffing  andv  obftrutting  the  < 
motion  of  its  particles  in  the  operation  of  tranf 
for  ting  the  Heat,  which  may  be  effe&ed  by  mix- 
ing with  the  Fluid  any  folid  fubftance, — (it  muft 
be  a  nan-condu&or  of  Heat  however,) — fn  ftnall 
mafles,  or  which  has  a  very  large  furface  in  pro- 
portion to  its  folidity. 

In  the  foregoing  Experiments  with  Jlewed  Apples, 
the  paflage  of  the  Heat  in  the  water,  (which  confti- 
tuted  by  far  the  greateft  part  of  the  mafs,)  was 
doubtlefs  obftru&ed  in  both  thefe  ways.  The 
mucilaginous  parts  of  the  Apples  diminiflied  very 
much  the  fluidity  of  the  water,  at  the  fame  time 
that  the  fibrous  parts  ferved  to  embarrafs  its  inter- 
nal motions. 

In  order  to  difcover  the  comparative  effefts  of  * 

thefe  two  caufes,  it  was  neceflary  to  feparate  them ; 

or  to  contrive  Experiments,  in  which  only  one  of 

them  fhould   be  permitted  to   aft   at  the  fame 

q_4  time* 
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time. .    This  I  endeavoured  to  do  in  the  following 
manner. 

To  afcertain  the  eflfe&s  produced  by  diminifhing 
th.e  fluidity  of  water,  I  mixed  with  it  a  fmail  quan- 
tity oijlarch,  namely,  192  grains  in  weight  to  2276 
grams  of  water ;  —and  to  determine  the  effects 
produced  by  merely  embarrajftng  the  water  in  its 
motions,  I  mixed  with  it  an  equal  proportion  (by 
weight)  of  Eider-down.  The  ftarch  was  boiled 
yith  the  water  with  which  it  was  mixed ;  as  was 
alfo  the  eider-down.  This  laft  mentioned  fubftance 
was  boiled  in  the  water  in  order  to  free  it  from  air, 
„which,  as  is  well  known,  adheres  to  it  with  great 
obftinacy. 

In  order  that  thefe  Experiments  might,  with 
greater  facility,  be  compared  with  thofe  which  were 
made  with  Jlewed  Apples,  and  with  pure  Water, 
I  (hall  place  their  refults  all  together,  in  the  follow- 
ing Tables. 
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Time  the  Heat  was 

in  paffing  j 

into  the 

Thermometer, 

* 

Through 
a  Mixture  of 
2276   grains 

of  Water, 
and  192  grs. 

Through 
a  Mixture  of 

' 

2276    grains 

Through 

Through 

of  Water, 

STEWED 

pure. 

and  192  grs. 
of  Eider- 

Apples. 

Water. 

of  Starch, 

down. 

Mean  of  two 

Mean  of  two 

N 

Experiment 

Experiment 

Exp. 

Exp. 

No.  9. 

No.  it. 

N°i  &  N°3. 

N°  5  &  N°7. 

Seconds. 

Seconds, 

Seconds.      , 

Seconds. 

Jn  heating  the  1 

Thermometer  > 

101 

83 

92 

45     - 

from  3  2°  1040°  J 

\ 

from  400  to  6oc 

72 

55 

7' 

i.sl 

6oQ  to  8oc 

H 

49 

sn 

3*k 

ioo° 

63 

5* 

PH 

30 

1200 

74 

57 

69J 

36f 

1400 

89 

67 

86 

44 

,  1600 

"5 

95 

117 

64 

1800 

17S 

"33 

179 

9' 5; 

200° 

453 

360 

362 

2ZO| 

Total  times      1 

in  heating  the  1 
inftrumt  from  [ 

1 109 

949 

109Q 

597 

32°t0  200°       J 

Times  employ-  «\ 

ed  in  heating    1 

■ 

the  Thermo-    1 

_  *t 

f  ~ti 

■ 

_    //■     * 

meter  80  <Je-   f 

341 

2&9 

333 

172 

grees,viz.from  1 

8o°toi6o°      J 

* 

41* 
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Time  the  Heat  was  in  paffing  our  of  the 

7 

Thermometer, 

Through 
a  Mixture 

Through 
a  Mivtareof 

of  2276 

2276  grains 

Through 

Through 

grains  of 
Water,  8c 

of  Water, 

STIWBD 

pare 

and  192  grs. 

Avflis, 

Wath. 

!<)2grs.of 

of  Eiofi*. 

Starch. 

DOWN. 

Mean  of  two 

Mean  of  two 

Exp. 

Experiment 

Exp. 

Exp. 

No.  10. 

No.  12. 

N°2&N04. 

N°6&  N°8. 

In  coolifkg  the") 

Seconds* 

Seconds* 

Seconds* 

Seconds. 

Thermometer  1 

69 

.  . 

from  apo6  to  f 

68 

77 

4»4 

188*                J 

from  i8o  to  i6o° 

66 

61 

73i 

39i 

i6o°  to  1 40° 

74 

7* 

»3* 

43 

i*og 

9* 

9* 

104 

s*I- 

100° 

119 

120 

■3»I 

73 

80* 

•73 

*77 

194 

to8J 

6o! 

283 

279 

3*4 

202 

40d 

672 

673 

7S4 

47* 

Total  times  in  1 

cooling  from   > 

15+8 

1541 

«749i 

1032 

aoo0tO4o°     ) 

Times  employ*  - 

ed  in  cooling  J 

the  in  fir  u  merit  1 

468" 

460" 

520" 

*77" 

So  degrees,      I 

viz.  from  1600  1 

to  8o°              J 

1 

As  the  refults  of  thefe  Experiments  prove,  in  the 
mod  decifive  maniier,  that  the  Propagation  of  Heat 
in  water  is  retarded,  not  only  by  thofe  things  which 
diminifh  its  fluidity,  but  alfo  by  thofe  which,  by  me- 
chanical means, and  without  forming  any  combination 
with  it  whatever, merely  obftrufl:  its  internal  motions; 
it  appears  to  .me,  that  this  proves,  almoft  to  a 

demon* 
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^l^mtoftradoh,  that  Heat  is  propagated  ih  wk^r  ih 
confequmte  Of  its  internal  mdtiohs  }—dt  that  it  h 
tf  imfpbrted  or  tarried  by  the  paf tictes  of  that  liquid, 
and  that  it  dbks  not  fpread  and  expand  ih  it  as  has 
gfetietally  fe^en  Imagined. 

I  have  (hewn  in  another  place,  ahd  I  be!i*V^  I 
toay  venture  16  fay  I  hive  provfed*,  that  Heat  is 
ia&ually  propagated  in  iiir9  iq  the  fiihe  mafch#  I 
here  ftippofe  it  to  bfe  pfopagated  ih  water;  ihd if 
the  conducing  powers  of  both  thfefe  fluids  itfc 
found  to  be  impaired  by  the  fame  meahsi  it  affords 
very  ftrong  grounds  to  conelude  that  they  both 
Cbnduft  Heat  in  the  fame  mahner:  but  this  has 
been  found  to  be  actually  the  cafe. 

Eider-down^  which  cannot  affe&  the  fpecifical 
Qualities  of  either  of  thofe  fluids,  and  which  cer- 
tainly does  no  more  when  mixed  with  them,  than 
merely  tb  obftrutt  ahd  embarrafs  their  internal 
motions*  has  been  found  to  retard  very  much 
the  Propagation  of  Heat  in  both  of  them :  on  com- 
paring thefe  Experiments  with  thofe  I  formerly 
jnade  on  the  conducting  power  of  air,  it  will  even 
be  found,  that  the  conducing  power  of  wite* 
is  nearly,  if  not  quite,  as  much  impaired  by  a 
mixture  of  eider-doiun  as  that  of  air. 

In  the  courfe  of  my  Experiments  on  the  variouf 
fubftances  ufed  in  forming  artificial  clothing  for 
confining  Heat,  I  foupd  that  the  thicknefs  of  a 
ftratum  of  air,  which  feryed  as  a  barrier  to  Heat, 
remaining  the  fame,  the  pafTage  of  Heat  through 
ijt  Wjas  rometimes  rendered  jhore  difficult  by  in- 

f  See  Philpfophfcai  Trapf^&ions,  1792. 

creafmg 
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creating  the  quantity  of  the  light  fubftance  which 
vvaft  mixed  with  it  to  obftruct  its  internal  motion. 

To  fee  if  fimilar  effe&s  would  be  produced  by 
the  fame  means  when  Heat  is  made  to  pafs  through 
water,  I  repeated  the  Experiment*  with  eider-down* 
reducing  the  quantity  of  it  mixed  with  the  water  to 
48  grains,  or  one  quarter  of  the  quantity  ufed  in 
the  Experiments  No.  1 1  and  No*  1 2. 

The  refults  of  thefe  Experiments,  and  a  com- 
parifon  of  them  with  thofe  before  mentioned,  may 
be  feen  in  the  following  Tables  : 


Time   the 

Heat   was 

in  paffing 

into  the  Thermometer, 

Through 

Through 

Water   with 

Water    with 

Through 

pure 
Water. 

48grs.or1I5 

192  grs.    or 

of  its   bulk 

y+5  of  its  bulk 

of  Eider- 

of Eider- 

^ 

down  . 

down. 

Mean  of  two 

Experiment 

Experiment 

Exp. 

No.  13. 

No.  11. 

N°5&N°7. 

Seconds. 

Seconds. 

Seconds. 

In  Seating  the  TherO 

mometfr  from  3  2°  V 

5» 

S3 

4S    _ 

to  400  '                   J 

, 

from  400  to  60  ° 

47 

ss 

354 

60  °  to  8o° 

39 

49 

3*i 

100° 

40 

52 

30 

120° 

'      45 

57 

36* 

I4O0 

56 

67 

44 

1600 

74 

93 

6.J 

1800 

us 

133 

9'i 

200c 

293  ' 

360 

2SOJ 

Total  times  in  heating  V 
from  320  to  2000    1 

763 

949 

597 

„Tiwes  employed  in 

heating  the  inftru- 
-   ment  So  degrees,  or  f 

2.5» 

269" 

»/*" 

iiom  8o°  10  1600 

1 
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Time  the  Heat  was  palling  out  of 
the  Thermometer^ 

Through 
Water   with 
48  grs.  or  yV 
of   its   bulk 
of  Eider- 
down. 

Through 
Water   with 
192  grs.  or 
j%  of  its  bulk 
of  Eider- 
down. 

Through 

pure    \ 

'  Water* 

Experiment 
No.  14. 

Experiment 
^0,  12. 

Mean  of  two 
Exp. 

N°6&N°8. 

Seconds* . 

49' 
50 

96 
151 

262 
661 

•Seconds. 

'    68 

61 

7* 

9' 
120 

177 

279 
673 

Seconds. 

4f* 

.39* 
43 
5** 
73 

108J 

202 

472 

r39S 
373 

1541 

460" 

1032 

277 

In  cooling  the  Ther- 
mometer from  200° 
to  1800 

from  1800  to  1600 

1600  to  140 

120 

IOO( 

8o° 

60 

40 

Total  times  in  cooling ' 
from  2000  to  400 

Times  employed  in 
cooling  the  iniftru- 
ment8odegrees,viz. 
from  i6o°to8o° 


The  refults  of  thefe  Experiments  are  extremely 
interefting.  They  not  only  make  us  acquainted 
with  a  new  and  very  curious  fa&, — namely,  that 
feathers,  and  other  like  fubftances,  which,  in  air9 
are  known  to  form  very  warm  covering  for  con- 
fining Heat,  not  only,  ferve  the  fame  purpofe  in 
water,  but  that  their  effedts  in  preventing  the 
paflage  of  Heat  is  even  greater  in  water  than 
in  air. 

This 
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This  difcoverjr,  if  I  do  not  deceive  myfeff* 
throws  a  very  broad  light  over  fome  of  the  mod 
interefting  parts  of  the  econoipy  of  Nature,  and 
give  us  much  fatisfaftory  information  refpe&ing 
the  final  caufes  of  many  phenomena  which  have 
hitherto  been  little  underftaod. 

As  liquid  water  is  the  vehicle  of  Heat  and 
nourifhment,  and  consequently  of  life,  in  every 
living  thing ;  and  as  water,  left  to  itfelf,  freezes 
with  a  degree  of  cold  much  lefs  than  that  which 
frequently  prevails  iiji  cold  climates,  it  is  agreeable 
to  the  idqas  we  have  of  the  wifijom  of  the  Creator 
of  the  world,  to  expedt  that  effe&ual  mjcafures 
would  be  taken  to  preferve  a  fufficient  quantity  of 
that  Jiquid  in  Us  fluid  ftate,  to  maintain  life  during 
the  cold  feafon :  and  this  we  find  has  actually  been 
done j  for  both  plants  and  animals  are  found  to 
furvive  the  longed  and  mojk  fevere  winters; 
•  but  the  means  which  have  beep  employed  to  pro- 
duce this  miraculous  effed  hav?  not  been  invefti- 
gated; — ?t  lead  not,  in  as  faf  as  they  relate  to 
vegetables* 

But  as  animal  and  vegetable  bodies  are  eflentfally 
different  in  many  refpefts,  it  is  very  natural  to 
fuppofe,  that  the  means  would  be  different  which 
are  employed  to  preferve  them  againft  the  fatal 
effetts  which  would  be  produced  in  each  by  the 
congelation  of  their  fluids. 

Among  organized  bodies,  which  live '  on  the 
furface  of  the  earth,  and  which  of  courfe  are 
expofed  to  the  viciffitudes  of  the  feafons,  we  find 
thsft  as  the  proportion  of  fluids  to  folids  is  greater, 

the 
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tht  greater  is  the  Heat  which  is  required  for  the 
fupport  of  life  and  health ;  and  the  left  are  they 
able  to  endure  any  eonfiderable  change  of  their 
temperature. 

The  proportion  of  Fluids  to  Solids  is  much 
greater  in  animals  than  in  vegetables ;  and  in  order 
to  preferve  in  them  the  great  quantity  of  Heat 
which  is  neceffary  to  the  pivefervaxion  of  life,  they 
sure  furniflied  with  lungs,  and  are  warmed  by  a  pro* 
cefs  fimilar  to  that  by  which  Heat  is  generated  in  the 
combuftion  of  inflammable  bodies. 

Among  vegetables ,  thofe  which  are  the  mod 
fucculent  are  annual.  Not  being  furnifhed  with 
lungs  to  keep  the  great  mafs  of  liquids  warm, 
which  fill  their  large  and  (lender  veflela,  they  live 
only  while  the  genial  influence  of  the  fun  warms 
them,  and  animates  their  feeble  powers ;  and  they 
droop  and  die  as  loon  as  they  are  deprived  of  his 
fupport. 

There  axe  many  tender  plants  to  be  found  in  cold 
countries,  which  die  in  the  autumn,  the  roots  of 
which  remain  alive  during  the  winter,  and  fend  off 
frefb  (hoots  in  the  enfuing  fpring.  In  thefe  we 
(hall  conftantly  find  the  roots  more  compact  and 
denfe  than  the  (talk,  or  with  fmaller  veffels,  and  a 
fimller  proportion  of  Fluids. 

Among  the  trees  of  the  foreft  we  (hall  con- 
ftantly find,  that  thofe  which  contain  a  great 
proportion  of  thin  watery  liquids,  not  only  Ihed 
their  leaves  $very  autumn,  but  are  fometimes 
frozen,  and  actually  killed,  in  fevere  frofb. 
Many  thoufands  of  the  largeft  walnut-trees  were 

killed 
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t  killed  by  the  froft  in  the  Palatinate,  during  the  very 
cold  winter  in  the  year  1 788  ;  and  it  is  well  known 
that  few,  if  any,  of  the  deciduous  plants  of  our 
temperate  climate  would  be  able  to  fupport  the  ex- 
ceffive  cold  of  the  frigid  zone. 

The  trees  which  grow  in  thofe  inhofpitable 
dimates,  and  which  brave  the  colds  of  the  fevered 
winters,  contain  very  little  watery  liquids.  The 
lap  which  circulates  in  their  veffels  is  thick  and 
vifcous,  and  can  hardly  be  faid  to  be  fluid.  Is  there 
not  the  ftrongeft  reafon  to  think,  that  this  was  fo 
contrived  for  the  exprefs  purpofe  of  preventing  their 
being  deprived  of  all  their  Heat,  and  killed  by  the 
cold  during  the  winter  ? 

We  have  feen  by  the  foregoing  Experiments, 
how  much  the  Propagation  of  Heat  in  a  liquid 
is  retarded  by  diminifhing  its  fluidity ;  and  who 
knows  but  this  may  continue  to  be  the  cafe, 
as  long  as  any  degree  of  fluidity  remains  ?  . 
*  As  the  bodies  and  branches  of  trees  are  not 
covered  in  winter  by  the  fnow  which  prote&s 
their  roots  from  the  cold  atmofphere,  it  is  evident 
that  extraordinary  meafures  were,  neceflary  to  pre- 
vent their  being  frozen.  The  bark  of  all  fuch  trees 
as  are  defigned  by  nature  to  fupport  great  degrees 
of  cold,  forms  a  very  warm  covering;  but  this, 
precaution  alone  would  certainly  not  have  been 
fafficient  for  their  prote&ion.  The  fap,  in  all  trees 
which  are' capable  of  fupporting  a  long  continuance  " 
of  froft,  grows  thick  and  vifcous  on  the  approach 
of  winter.  Whatfc  more  important  purpofe  could 
this  change  anfwer,  than  that  here  indicated? — 

And. 
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And  it  would  be  mote  than  folly  to  pretend  that 
it  anfwers  no  ufeful  purpofe  at  all  ? 

We  have  feen,  by  the  refults  of  the  foregoing 
Experiments,  how  much  the  Ample  embarraffment 
of  liquids  in  their  internal  motions  tends  to  retard 
the  Propagation  of  Heat  in  them,  and  confequently 
its  paffage  out  of  them ;— and  when  we  confide? 
the  extreme  fmallnefs  of  the  veffels  in  which  the 
fap  moves  in  vegetables,  and  particularly  in  large 
trees  j — when  we  recoiled  that  the  fubftauce  of 
which  thefe  fmall  tubes  are  formed,  is  one  of  the 
beft  non-condu&ors  of  Heat  known*; — and  when 
we  advert  to  the  additional  embarraffments  to  th$ 
paflage*>f  the  Heat,  which  arife  from  the  increafed 
vifcofity  of  the  fap  in  winter,  and  to  the  almoft 
impenetrable  covering  for  confining  Heat,  which  ia 
formed  by  the  bark,  we  fhall  no  longer  be  at  a  lofs 
to  accouAt  for  the  prefervation  of  trees  during  the 
winter,  notwitfcftandihg  the  long  continuation  of 
the  hard  frofts  to  which  they  are  annually  expofed* 

*  I  lately,  by  accident,  had  occafion  to  obferve  a  very  ftrikiwg 
proof  of  the  extreme  difficulty  with  which  Heat  pafles  in  wpod. 
Being  prefent  at  the  foundry  at  Munich,  when  cannons  were  calling, 
I  obferved  that  the  founder  ufed  a  wooden  inftrument  for  Mining  the 
melted  metal.  It  was  a  piece  of  oak  plank,  green;  or  unfeafoned, 
about  ten  inches  fquare  and  two  inches,  thick,  with  a  long  wooden 
handle,  which  was  fitted  into  a  hole  in  the  middle  of  it.  As  this 
inftrument  was  frequently  ufed,  and  fometitnes  remained  a  confider- 
able  time  in  the  furnace,  in  which  the  Heat  w»  mott  intenfe,  I  was 
furprifed  to  find  that  it  was  not  con  fumed  ;  but  I  was  ft  ill  more  Air- 
prifed,  on  examining  the  part  pf  the  plank  wluch  had  been  immerfed 
in  the  melted  metsjl,  to  find  that  the  Heat  had  penetrated  it  to  f« 
inconfiderable  a  depth,  that,  at  the  diftance  of  one  twentieth  of  *o 
inch  below  its  furface,  the  wood  did  not  feem  to  I\ave  k^tn  in  the 
Jeaft  affefted  by  it.  The  colour  of  the  wood' remained  unchanged, 
and  it  did  not  appear  to  have  left  even  its  moifture.  •- 
♦    VOL,  II,  R  ^n 
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On  the  fame  principles  we  may,  I  think,  ac- 
count, in  a  fatisfa&ory  manner,  for  the  preservation 
of  feveral  kinds  of  fruit, — fuch  as  apples  and  pears 
for  inftance, — which  are  known  to  fupport,  without 
freezing,  a  degree  of  cold,  which  would  foon  re- 
duce an  equal  volume  of  pure  water  to  a,  folid  mafs 
of  ice. 

At  the  fame  time  that  the  compafl  (kin  of  the 
fruit  eflfe&ually  prevents  the  evaporation  of  its  fluid 
parts,  which,  as  is  well  known,  could  not  take 
place  without  occafioning  a  very  great  lofs  of  Heat, 
the  internal  motions  of  thofe  fluids  are  fo  much 
obftru&ed  by  the  thin  partitions  of  the  innumerable 
fmali  cells  in  which  they  are  confined,  that  the 
communication  of  their  Heat  to  the  air  ought, 
according  to  our  hypothelis,  to  be  extremely  flow 
and  difficult.  Thefe  fruits  do,  however,  freeze  at 
laft,  when  the  cold  is  very  intejife ;  but  it  mud  be 
remembered,  that  they  are  compofed  almoft  entirely 
of  liquids,  and  of  fuch  liquids  as  do  not  grow 
yifcous  with  cold ;  and  moreover,  that  they  were 
evidently  not  defigned  to  fupport,  for  a  long  time, 
very  fevere  firofts. 

Parfnips  and  carrots,  and  feveral  other  kinds  of 
roots,  fuppcnt  cold  without  freezing,  ftill  longer 
than  apples  and  pears,  but  thefe  are  lefs  \vatery* 
and  I  believe  the  veffels  in  which  their  fluids  are 
contained,  are  fmaller ;  and  both  thefe  circum- 
stances ought,  according  to  our  aflumed  principles* 
to  render  the  paffage  of  their  Heat  out  of  them 
more  difficult,  and  consequently  to  retard  their 

congelation. 
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But  there  is  (till  another  circumftance,  and  a 
very  remarkable  one  indeed,  jvhich,  if  our  con- 
jectures refpe&ing  the  manner  in  which  Heat  is 
propagated  in  liquids  be  true,  muft  aft  a  mod  im- 
portant part  in  the  prefervation  <!#  Heat,  and  con- 
fequently  of  animal  and  vegetable*  life,  in  cold 
climates.  But  as  the  probability  of  all  thefe  de- 
ductions muft  depend,  very  much,  on  the  evidence 
which  is  brought  to  prove  the  great  fundamen- 
tal faft  on  which  they  are  eftabliflied ;— that  re- 
fpedting  the  internal  motions  among  the  particles 
of  liquids,  which  necejfarily  take  place  when  they 
are  heated  or  cooled; — before  I  proceed  any 
farther  in  thefe  fpeculations,  I  ihall  endeavour  to 
throw  fome  ipore  light  on  that  curious  and  intereft- 
}ng  fubjeft. 
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CHAP.    II. 

Farther  invtfligations  qf  the  internal  Motions  among 
the  Particles  of  Liquids  which  necejfarily  take 
place  when  they  are  heated  or  cooled.— Defcription 
of  a  mechanical  Contrivance  by  which  thefe  Mo- 
tions in  Water  were  rendered  viftble.—An  Account 
of  various  amuftng  Experiments*  which  were  made 
>  with  this  newninvented  Injlrument.—They  lead  to 
an  important  Difcovery.—Heat  cannot  be  propa? 
gated  downwards  in  Liquids,  as  long  as  they 
continue  to  be  condenfcd  by  Cold. — Ice  found,  by 
Experiment,  to  melt  more  than  eighty  times 
flower,  when  boiling-hot  Water  flood  on  its  Surface^ 
than  when  the  Ice  wasfuffered  tofwim  on  the  Sur- 
face of  the  hot  Water.— The  melting  of  Ice  by  Water 
Jianding  on  its  Surface  can  be  accounted  for,  even 
on  the  Suppofttion  that  Water  is  a  perfect  Hon- 
conductor  of  Heat.— According  to  the  affumed  Hy- 
pothefis,  Water  only  eight  Degrees  of  Fahrenheit's 
Scale  above  the  freezing  Point,  or  at  the  Tempe- 
rature of  400,  ought  to  melt  as  much  Ice,  in  any 
given  Time,  when  Jianding  on  its  Surface,  as  an 
equal  Volume  of  that  Fluid,  at  any  higher  Tempe- 
rature, even  were  it  boiling-hot. — This  remarkable 
Fa£l  is  proved  by  a  great  Variety  of  decifive  Ex* 
periments. — Water  at  the  Temperature  of  41  °  is 
found  to  melt  even  more  Ice,  when  Jianding  on  its 
Surface,  than  boiling-hot  Water.— The  Refults  of 

■      all 
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<*//  thefe  Experiments  tend  to  prove  that  Water  is, 
in  fa£l,  a  perfe£l  Non-conduttor  of  Heat ;  or  that 
Heat  is  propagated  in  it,  merely  in  confequence  of . 
the  Motions  it  occqftons  among  the  infutated  or  fo- 
litary  Particles  of  that  Fluid,  which,  among  them- 
felves,    have   no    Communication    or    Intercottrfe 
whatever  in  this   Operation.— The  Difcovery  of 
this  Fa£t  opens  to  our  View  one  of  the  grandest 
and  mojl  interejling  Scenes  in  the  Economy  of 
Nature. 

as  the  particles  of  water,  as  alfo  of  all  other 
Fluids,  are  infinitely  too  fmall  to  be  feen  by 
human  eyes,  their  motions  mud  of  courfe  be  im- 
perceptible by  us ;  but  we  are  frequently  enabled 
to  judge,  with  the  utmoft  certainty,  of  the  motions 
of  invifible  Fluids,  by  the  motions  they  .occafion  in 
vifible  bodies. 

Air  is  an  invifible  Fluid,  but  we  acquire  very  juft 
notions  of  the  motions  in  air,  by  the  duft,  and  other 
light  bodies  which  are  carried  along  with  it  in  its 
motions.  Nobody  who  has  ever  feen  a  whirlwind 
fweep  over  the  furface  of  a  ploughed  field  in  dry 
weather,  can  have  any  doubt  refpe&ing  the  nature 
of  the  motions  into  which'  the  air  is  thrown  on  thofe 
occafions ;  notwithftanding  that  they  are  extremely 
complicated,  and  would  be  very  difficult  to  defcribe. 

It  was  by  the  motions  of  the  very  fine  particles 
of  duft,  which  by  accident  had  been  mixed  with 
the  fpirits  of  wine  in  my  large  thermometer,  and 
which,  when  ftrongly  illuminated  by  the  dire& 
beams  of  the  fun,  became  vifible,  that  I  firft  dif- 
r  3  covered 
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covered  the  internal  motions  in  that  Fluid,  which 
take  place  when  it  is  cooling  ;  and,  availing  myfelf 
of  this  kind  hint,  I  contrived  to  render  the  internal 
motions  of  water  equally  vifible.  This,  I  imme- 
diately faw,  could  be  done  with  the  utmoft  facility, 
.  if  I  could  but  find  any  folid  body  of  tbe  fame 
fpecific  gravity  as  watery  which  would  be  proper  to 
mix  with  it;— that  is  to  fay,  that  would  not  be 
liable  to  be  diflblved  by  it,  or  to  be  reduced  to  fiich 
fmall  particles  as  to  become  itfelf  in  vifible;  but 
fuch  a  Jubilance  was  not  to  be  found.  On  re- 
flection it  occurred  to  me,  that  it  is  very  fortunate 
that  fuch  fubftances  do  not  abound  ;  for  otherwife 
we  fhould  find  great  difficulty  in  procuring  water 
in  a  pure  ftate. 

Not  being  able  to  find  any  foKd  fubftance  fit  for 
my  purpofe,  of  the  fame  fpecific  gravity  as  pure- 
water,  I  was  obliged  to  have  recourfe  to  the  follow- 
ing  ftratagem. 

Looking  over  the  tables  of  fpecific  gravities,  I 
found  that  the  fpecific  gravity  of  trtnfparent  yellow 
wnber  was  but  a  little  greater  than  that  of  water, 
being  1.078,  while  that  of  water  is  1.000  ;  and  it 
occurred  to  me,  that  by  difTolving  in  the  water 
a  certain  quantity  of  pure  alkaline  fait,  I  might 
augment  its  fpecific  gravity,  or  rather  bring  the 
fpecific  gravity  of  the  folution  to  be  precifely  equal 
to  that  of  the  amber,  without  impairing  the  trans- 
parency of  the  liquid,  or  changing  any  of  its 
properties  by  which  the  manner  of  its  receiving  and 
t ran  fpor ting  Heat  could  be  fenfiHy  affe&ed. 

This 
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This  contrivance §  was  put  in  execution  in  the 
following  manner,  with  complete  fuccefs.  Having 
provided  myfelf  with  a  muxiber  tif  glafs  globes  of 
various  fizes,  with  long  cylindrical  necks,  I  chofe 
one  which  was  about  two  inches  in  diameter,  with 
&  cylindrical  neck  £  of  ah  inch  in  diameter,  and 
twelve  inches  long ;  and  putting  into  it  about 
half  a  tea-fpoonful  of  yellow  amber,  in  the  fqriri 
of  a  coarfe  powder,  (th6  pieces,  which  were  irre- 
gular in  their  forms,  and  tranfparent,  being  about 
the  fize  of  muftard-feeds,)  I  poured  upon  it  a  certain 
quantity  of  diftilled  water,  Which  was  at  the  tem- 
perature of  the  air  in  my  room, — (about  6o°  F.) 

Finding,  as  I  expe&ed,  that  the  airiber  remained 
it  the  bottom  of  the  globe,'  I  now  added  to  the 
water  as  mtich  of  a  faturated  folution  of  pure  vegei 
table  alkali,  as  was  fufficient  to  ifccreafe  the  fpecific 
gravity  of  the  water,  (or  rather  bf  the  diluted  faline 
folution,)  till  the  pieces  of  amber  began  to  float* 
And  remained  appateiitiy  motionlefs,  in  any  part 
of  the  liquid  where  they  happened  to  reft. 

As  the  glafs  body  was  not  yet  as  full  as  I  wifhed, 
I  continued  to  add  more  of  the  alkaline  folution  j 
and  of  water,  in  due  proportions,  till  thd  globe  waa 
full ;  and  alfo  till  its  cylindrical  tube  was  filled  to 
within  about  three  inches  of  its  end ;  and  then 
clofed  it  well  with  a  clean  cork* 

Having  fhaken  the  contents  of  this  glafs  bddy 
well  together,  I  placed  it,  with  its  cylindrical  tube 
in  a  vertical  pofition,  on  a  wooden  ftand*  ahd  left 
it  to  repofe^in  quiet,  in  order  to  fee  how  long  the 
folid  particles  of  amber— (which  appealed  to  be  very 
ft  4  equally 
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equally  difperfed  about  in  the  whole  mafe  of  the 
liquid) — would  remain  fufpended. 

Though  the  greater  number  of  thefe  particles 
feemed  at  firfl:  to  have  no  tendency  either  to  afcend 
or  to  defcend,  yet  fome  of  them  foon  began  to  move 
very  flowly  upwards,  and  others  to  move  as  flowly 
downwards  ;  and  as  thefe  particles  were  moving  at 
the  fame  time  promifcuoufly  in  all  parts  of  the  lame 
liquid,  and  even  in  the  fame  part  of  it  in  both  di- 
rections at  the  fame  time,  (the  afcending  and  de- 
fcending  particles  frequently  paffing  each  other  fo 
near  as  to  touch,)  I  faw  that  thefe  motions  were  in* 
dependent  of  any  internal  motion  of  the  liquid,  and 
arofe  merely  from  the  difference  of  the  fpecific  gra- 
vity of  the  different  fmall  pieces  of  the  amber,  and 
of  that  of  the  liquid.  Some  of  the  pieces  of  amber, 
being  evidently  heavier  than  the  liquid,  moved 
downward,  while  others,  which  were  lighter,  af- 
cended  to  its  furface. 

Finding  that  there  was  fo  much  difference  in  the 
fpecific  gravities  of  the  different  pieces  of  amber, 
I  now  added  more  of  this  fubftance  to  the  liquid, 
and  fuffering  it  to  fubflde  after  I  had  fliaken  it  well 
together,  I  gently  poured  off  what  had  rifen  to  the 
top  of  the  liquid,  and  retaining  only  that  which  had 
fettled  at  the  bottom  of  it,  I  increased  the  fpecific 
gravity  of  the  liquid  by  adding  a  little  of  the  alkd-t 
line  folution,  till  the  fmall  pieces  of  amber  which 
remained  in  the  glafs  were  juft  buoyed  up  and  fuf- 
pended in  the  different  parts  of  the  Fluid,  where 
they  now  feemed  to  have  taken  their  permanent 
Rations.  . 

Ihad 
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I  had  now  an  inftrument  which  appeared  to  ma 
to  be  well  calculated  for  the  very  interefting  Ex?- 
periments  I  had  projected,  and  it  will  eafily  be 
imagined  that  I  loft  no  time  in  making  ufe 
of  it* 

The  firft  Experiment  I  made  with  this  inftru- 
ment was  to  plunge  it  into  a  tall  glafs  jar*  nearly 
filled  with  water  £lmoft  boiling  hot.  The  refult 
was  juft  what  I  expe&ed.  'Two  currents,  in  op- 
pofite  dire&ions,  began  at  the  fame  inftant  to  move 
with  great  celerity  in  the  liquid  in  the  cylindrical 
tube,  the  afcending  current  occupying  the  fides  of 
the  tube,  while  that  which  moved  downwards 
occupied  its  axis. 

As  the  faline  liquor  grew  warm,  the  velocity  of 
thefe  currents  gradually  diminiflied ;  and  at  length, 
when  the  liquor  had  acquired  the  temperature  of 
the  furrounding  water  in  the  jar,  thefe  motions 
ceafed  entirely. 

On  taking  the  glafs  body  out  of  the  hot  water, 
the  internal  motions  of  the  liquor  recommenced  ; 
but  the  currents  had  changed  their  dire&ions, 
that  which  occupied  the  axis  of  the  tube  being  now 
the  afcending  current. 

When  the  cylindrical  tube,  inftead  of  being  held 
in  a  vertical  pofition,  was  inclined  a  little,  the 
afcending  current  occupied  that  fide  of  it  which 
happened  to  be  uppermoft,  while  the  under  fide 
of  it  was  occupied  by  the  current  which  moved 
(with  equal  velocity)  downwards. 

When  the  contents  of  the  glafs  body  had  ac- 
quired the  temperature  of  the  air  of  the  room,' 

thefe 
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thefe  morions  ceafed,  but  they  immediately  reconti 
menced  on  expofing  the  inftrumeAt  to  any  change 
of  temperature* 

In  all  cafes  where  the  inftrument  received  Heat, 
the  current  in  the  axis  of  its  cylindrical  tube,  when 
it  was  placed  in  a  vertical  pofition,  (and  that  which 
occupied  its  upper  fide  when  it  was  inclined,) 
moved  downwards.— When  it  parted  with  Heat  its 
motion  was  in  an  oppofite  dire&ion,  that  is  to  fay, 
upwards. 

A  change  of  temperature  amounting  only  to  a 
few  degrees  of  Fahrenheit's  fcale,  was  fufficient  to 
fet  the  contents  of  the  inftrument  in  motion  ;  and 
the  motion  was  more  or  lefs  rapid  as  the  velocity 
was  greater  or  lefs  with  which  it  acquired  or  parted 
with  Heat,  and  the  motion  was  moft  rapid  in  thofe 
parts  of  the  inftrument  where  the  communication 
of  heat  was  not  rapid. 

A  partial  motion  might  at  any  time  be  produced 
in  any  part  of  the  inftrument,  by  applying  to  that 
part  of  it  any  body  either  hotter  or  colder  than  the 
inftrument.  If  the  body  fo  applied  w*re  hotter 
than  the  inftrument,  the  motion  of  the  faline  liquor 
in  that  part  of  it  immediately  in  contaft  with  the 
hot  body,  was  upwards?— \l  colder,  downwards; 
and  whenever  a  hot  or  cold  body  produced  a  cur- 
rent upwards  or  downwards,  this  current  immedi- 
ately produced  another  in  fome  other  part  of  the 
liquid  which  flowed  in  an  oppofite  direction. 

On  inclining  the  cylindrical  tube  of  the  inftru- 
ment to  an  angle  of  about  45  degrees  with  the  plane 
of  the  horizon,  and  holding  the  middle  of  it  over  the 
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flame  of  a  candle,  at  the  diftance  of  three  or  four 
inches  above  the  point  of  the  flame ;  the  motion 
of  the  Fluid  in  the  upper  part  of  the  tube  became 
exceflively  rapid,  while  that  in  the  lower  end  of  it 
where  it  was  united  to  the  globe,  as  well  as  that 
in  the  globe  itfelf,  remained  almoft  perfettly  at 
reft* 

I  even  found  that  I  could  make'  the  Fluid  in  the 
upper  part  of  the  tube  atlually  boil,  without  that 
in  the  lower  part  of  it  appearing  to  the  hand  to  be 
fenfibly  warmed.  But  when  the  flame  was  direfted 
againft  the  lower  part  of  the  tube,  all  the  upper 
parts  of  it  in  contact  with  the  liquid,  and  efpecially 
that  fide  of  it  which  was  uppermoft  as  it  lay  in  an 
inclined  pofition,  where  the  afcending  current  was 
moft  rapid,  and  where  it  impinged  againft  the  glafs, 
were  very  foon  heated  very  hot,  , 

The  motions  in  oppofite  directions,  in  the  liquid 
in  the  tube,  were  exceedingly  rapid  on  this  fudden 
application  of  a  ftrong  Heat,  and  afforded  a  very 
entertaining  fight :—  but  to  a  fcientific  obferver  they 
were  much  more  than  amufing.  They  detected 
Nature,  as  it  were,  in  the  very  aft,  in  one  of  her 
moft  hidden  operations,  and  rendered  motions 
vifible  in  the  midft  of  an  invifible  medium,  which 
never  had  been  obferved  before,  and  which  moft 
probably  had  never  been  fufpetted. 

Encouraged  by  this  fuccefs,  and  confirmed  in 
ray  opinions  refpefting  the  friterefting  fa£l  I  had 
undertaken  to  inveftigate,  I  now  proceeded  with 
confidence  to  ftili  more  diredl  and  decifivq  Expe- 
riments. 

It 
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It  is  an  opinion  which,  I  believe,  is  generally 
received  among  philofophers,  that  water  cannot 
be  heated  in  contaft  with  ice :    reflecting  on  the 
fubjed,  I  immediately  perceived  that  either  this 
rauft  be  a  miftake,  or  all  my  ideas  refpeding  the 
manner  in  which  Heat  is  propagated  in  that  fluid 
muft  be  erroneous.    I  faw  that  as  long  as  the  ice 
floats  at  the  furface  of  water  which  is  attempted  to 
be  warmed  over  a  fire,  (or  in  any  other  way,)  the 
ice- cold  water  which  refults  from  the  melting  of 
the  ice,  muft,  according  to  my  own  hypothefis, 
defcend,  and  fpreading  over  the  bottom  of  the  con- 
taining veffel,  and,  before  it  has  time  to  be  much 
heated,  being  in  its  turn  forced  to  give  place  to 
the  ice-cold  water,  which,  as  long  as  any  ice  re* 
mains,  continues  to  defcend  in  an  uninterrupted 
ftream  as  long  as  this  operation  is  going  on,  the 
mafs  of  the  water  cannot  be  much  heated ;  but  on 
the  fuppofition  that  water  is  not  a  conductor  of 
Heat,  according  to  the  common  acceptation  of  that 
term,  or  that  Heat  cannot  pafs  in  that  Fluid  except 
when  it  is  carried  by  its  particles,  which,  being  put 
in  motion  by  the  change  it  occafions  in  their  fpeci* 
fie  gravity,   tranfports  it  from  place  to  place,  itx 
does  not  appear  how  ice,  if  inftead  of  being  per* 
mitted  to  fwim  on  water,   were  confined  at  the 
bottom  of  it,  or  at  any  given  diftance  below  its  fur- 
face,  could,  in  any  way  affeft  the  temperature  of  the 
fuperincumbent  water,  or  prevent  its  receiving  Heat 
from  other  bodies. 

Were  water  a  conductor  of  Heat,  there  is  no 
doubt  but  that  the  influence  of  the  prefence  of  the 
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ice  would  be  propagated  in  the  water  in  all  direc- 
tions* 

The  metals  are  all  cohdu&ors  of  Heat,  and 
Profeflbr  Pictet  found,  by  an  ingenious  and  de- 
jcifive  Experiment,  that  in  a  bar  of  copper,  33 
inches  in  length,  placed  in  a  vertical  pofition,  Heat 
paffed  downwards,  as  well  as  upwards,  and  nearly 
with  the  fame  facility  in  both  thefe  dire&ions*  ;  and 
if  it  can  be  Ihown  that  Heat  cannot  defcend  in  water, 
that  alone  will,  X  imagine,  be  thought  quite  fufficient 
(to  prove  that  water  is  not  a  conduftor  of  Heat. 

When  we  meditate  profoundly  on  the  nature 
pf  Fluidity,  it  feems  to  me  that  we  can  perceive 
fome  faint  lights  which  might  lead  us  to  fufpeft 
that  the  catf/e,  and  I  may  fay  the  very  ejfence  of 
fluidity*  is  that  property  which  the  particles  of 
bodies  acquire  when  they  become  fluid,  by  which 
all  farther  interchange  or  communication  of  Heat 
among  them  is  prevented  But  however  this  may 
be*  the  refult  of  the  following  Experiments  will 
/certainly  be  considered  as  affording  indifputable 
evidence  of  one  important  fad,  refpeding  the  man* 
per  in  which  Heat  is  propagated  in  water. 

Experiment^  No.  15. 

Into  a  cylindrical  glafs  jar  4.7  inches  in  diame* 
jter,  and  14  inches  high,  I  fitted  a  circular  cake  of 
ice  nearly  as  large  as  the  internal  diameter  of  the 
jar,  and  3  £  inches  thick,  weighing  1  o  \  oz. 

*  Eflais  dc  Ptyficjuc,  tomei.  Geneve  1790. 

>-  This 


C42  Of  the  Propagation  of  Heat 

This  cake  of  ice  being  ready,  I  now  poured  into 
the  jar  6  lb.  1 1  oz.  Troy,  of  boiling-hot  water, 
and  putting  the  ice  gently  into  it,  I  found  that  it 
was  entirely  melted  in  2  minutes  and  58  feconds. 

Having  found  by  this  Experiment  how  long  the 
ice  was  in  melting  at  the  furface  of  the  hot  water, 
I  now  endeavoured  to  find  out  whether  it  would 
not  require  a  longer. time  to  melt  at  the  bottom  of 
tlw  water, 

# 
Experiment^  No.   i(L 

Into  the  fame  jar  which  was  ufed  in  the  fore* 
.goiag  Experiment,  I  now  put  a  cake  of  ice  of  th<; 
lame  form  and  dimenfions  as  that  ^bove  defcribed, 
but  inftead  of  letting  it  fwiu^  at  the  furface  of  the 
hot  water,  I  fattened  it  down  on  the  bottom  of  the 
jar,  and  poured  the  water  upon  it. 

This  cake  of  ice  was  fattened  down  in  the  jar 
by  means  of  two  flender  and  elattic  pieces  of  deal 
about  -J-  of  an  inch  thick,  and  ^  of  an  inch  wide, 
which,  being  a  trifle  longer  than  the  internal  dia- 
meter of  the  jar,  were  of  courfe  a  little  bent  when 
they  were  introduced  into  it  in  an  horizontal  po- 
firion,  and  oi\  being  put  down  upon  the  ice,  at 
right  angles  to  each  other,  ferved  to  confine  the 
ice,  and  prevent  its  rifing  up  to  the  furface  when 
the  water  was  put  into  the  jar  upon  it. 

To  proteft  the  ice  while  the  boiling-Hot  water  • 
was  pouring  into  the  jar,  its  furface  was  covered 
with  a  circular  piece  of  ftrong  writing  paper ,  which 
was  afterwards  removed  as  gently  as  poffible  by 
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• 

means  of  a  firing  which  was  fattened  to  one  fide 
of  it;  and  to  prevent  the  glafs  jar  from  being 
cracked  by  the  fudden  application  of  the  boiling-hot 
water,  I  began  by  pouring  a  fmall  quantity  of  cold 
water  into  the  jar,— juft  enough  to  fill  up  the  in*, 
terftices  between  the  ice  and  the  glafs,  and  to 
cover  the  ice  to  the  height  of  about  ~  qf  an  inch ; 
^nd  in  pouring  the  hot  water  into  the  jar,  oijt 
of  a  large  tea-kettle  in  which  it  had  been  boiled, 
I  took  care  to  direft  the  ftream  againft  the  mid* 
die  of  the  circular  piece  of  paper  which  covered  the 
ice. 

The  jar  with  the  ice  and  the  hot  water  in  it  being 
placed  on  a  table  near  a  window,  I  drew  away,  as 
gently  as  poffible,  the  paper  which  covered  the  fu*- 
faceof  the  ice,  and  prepared  myfelf  to  obferve,  at 
my  eafe,  the  refult  of  this  moft  interefting  Expert 
ment. 

A  very  few  moments  were  fufficient  to  fliow  me 
that  my  expectation  with  regard  to  it  would  not  be 
difappointed.  In  the  former  Experiment  a  fimilaj 
cake  of  ice  had  been  entirely  melted  in  lefs  than 
three  minutes ;  but  in  this,  after  more  than  twice  that 
time  had  elafped,  the  ice  did  not  (how  any  apparent 
figns  of  ev^n  beginning  fo  melt.  Its  furface  remained 
fmooth  and  finning,  and  the  water  immediately 
in  contad  with  it  appeared  to  be  perfe&ly  at  reft, 
through  the  internal  motions  of  the  hot  water  above 
it,  which  was  giving  off  its  heat  to  the  fides  of 
the  jar  and  to  the  air,  were  very  rapid,  as  1 1  could 
diftin&ly  perceive  by  means  of  /orac  earthy  particles 
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or  other  impurities  which  this  water  happened  to 
contain. 

I  examined  the  ice  with  a  very  good  lens,  but 
it  was  a  long  time  before  I  could  perceive  any  figns 
of  its  melting.  The  edges  of  the  cake  remained 
{harp,  and  the  minute  particles  of  duft,  which,  by- 
degrees,  were  precipitated  by  the  hot  water  as  it 
grew  colder,  remained  motionlefs  as  foon  as  they 
touched  the  furface  of  the  ice. 

As  the  hot  water  had  been  brought  from  the 
kitchen  in  a  tea-kettle,  it  was  not  quite  boiling- hot 
when  it  was  poured  into  the  jar.  After  it  had 
been  in  the  jar  one  minute,  I  plunged  a  thermo- 
meter into  it,  and  found  its  temperature  to  be  at 
?8o°. 

After  12  minutes  had  elapfed,  its  temperature  at 
the  depth  of  one  inch  under  the  furface  was  1 70°, 
At  the  depth  of  feven  inches,  or  one  inch  above  . 
the  furface  of  the  ice,  it  wa§  at  1 69^ ;  while  at  only 
\  of  an  inch  lower,  or  •£•  above  the  furface  of  the 
ice,  its  temperature  was  400. 

When  20  minutes  had  elapfed,  the  Heat  in  the 
water  at  different  depths  was  found  to  be  as  follows : 
Immediately  above  the  furface  of  the  ice     400 
At  the  diftance  of  f  an  inch  above  it        460 
-   At  1  inch        -  130° 

At  3  inches        -        -        r         -  1590 

At  7  inches        -        -        -        -  160° 

When  35  minutes  had  elapfed,  the  Heat  was  a* 
follows : 

At  the>furface  of  the  ice         !         -  .40° 

I  an  inch  above  it        ^  760 

1  yich 
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t  Inch  above  it  -            £            i  10* 

2  inches  -           -        144° 

3  inches           m  •          .  k        448° 
5  inches            -  -                     148  f* 
7  inthes            «  -         1490 

At  the  end  of  one  hour  the  Heat  was  a$  follows  i 

At  the  furface  of  the  ice  *            400 

t  inch  above  it            -  *            8b* 

2  inches            *'           *  -  1189 

3  inches            i            -  -  128* 

4  inches           *     •      *  -  1300 
7  inches            -            •  -  13  ic 

After  1  hoar  and  15  minutes  had  elapfed,  the 
'Heat  was  found  to  be  as  follows : 

At  the  furface  of  the  ice  *  40° 

1  inch  above  it  -  -  8a* 

a  inches  *        106* 

3  inches  -  *-  123* 

The  Heat  of  the  water  had  hitherto  been  takert 
near  the  fide  of  the  jar  j — in  the  two  following 
trials  it  was  meafured  in  the  middle  or  axis  of  the 
jar. 

When  1  hour  and  3a  minutes — (reckoning 
always  from  the  time  wh^a  the  boiling-hot  water 
was  poured  into  the  jar)— had  efapfed,  the  Heat  of 
die  water  in  the  middle  of  the  jar  was  found  to  be 
*s  follows : 

At  the  furface  of  the  ice  *  40* 

1  inch  above  it  .    *  84* 

2  inches  *  *  -        115* 

3  inches  *  *  *        1160 
7  inches           *           »           *         1170 

♦ ,  vol.  ix»  a  When 
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When  2  hours  had  elapfed,  the  Heat  in  the  middle 
of  the  jar  was  found  to  be  as  follows : 

At  the  furface  of  the  ice           -  40° 

1  inch  above  it  76* 

2  inches           *  94° 

3  inches            -            -            -  106? 

4  inches            -            -             -  108* 

6  inches  -  -  -  io8J° 

7  inches  .      >      -  -  .         io8j° 
An  end  being  now  put  to  the  Experiment,  the 

hot  water  was  poured  off  from  the  ice,  and  on 
weighing  that  which  remained,  it  was  found  that 
50Z.  6  grains  Troy  (=2406  grains)  of  ice  had 
been  melted. 

Taking  the  mean  temperature  of  the  water  at 
the  end  of  the  Experiment  at  106%  it  appears 
that  the  mafs  of  hot  water  (which  weighed  73* 
ounces)  was  cooled  78  degrees,  or  from  the  tem- 
perature of  1840  to  that  of  1060,  during  the  Ex- 
periment. Now,  as  it  is  known  that  one  ounce  of 
ice  abforbs  juft  as  much  Heat  in  being  changed  to 
water  as  one  ounce  of  water  loofes  in  being  cooled 
140  degrees,  it  is  evident  that  one  ounce  of  water 
which  is  cooled  78  degrees,  gives  off  as  much  Heat 
as  would  be  fufficient  to  melt  ^V  of  an  ounce  of 
ice%;  confequently  the  73  J  ounces  of  hot  water, 
which,  in  this  Experiment  were  cooled  78  degrees, 
actually  gave  off  as  much  Heat  as  would  have  been 

fufficient  to  have  melted  ijiZil—^Or*  ounces  of 

140 
ice.  ; 

But  the  quantity  of  ice  a&ually  melted  was 

only  about  five  ounces  j  and  hence  it  appears  *a* 

lefs 
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hjb  than  one^eigbth  part  of  the  Heat  loft  by  the  water 
was  communicated  to  the  ice;  the  reft  being  carried 
off  by  the  air. 

As  the  fame  quantity  of  hot  water  was  ufed  in 
this  Experiment,  and  in  that*  No.  15,  which  im- 
mediately preceded  it,  and  as  this  water  ttas  con- 
tained by  the  fame  veffel, — (the  glafs  jar  above 
defcribed,) — it  appears  that  ice  melts  more  than 
eighty  times /lower  at  the  bottom  of  a  mafs  of  boil- 
ing-hot waiter,  than  when  it  is  fuffered  to  fwim  on 
its  furfacrt  For,  as  in  the  Experiment,  No.  15, 
io^oz.  of  ice  were  melted  in  2  minutes  and  58 
feconds,  5  ounces  at  leaft  muft  have  been  melted 
in  1  minute  and  29  feconds;  but  in  the  Ex- 
periment No.  16,  2  hours  or  120  minutes  were 
employed  in  melting  5  ounces. 

The  ice  however  was  melted9  though  very  flowly, 
at  the  bottom  of  the  hot  water ;  and  that  circum- 
ftance  alone  would  have  been  fufficient  to  have 
overturned  my  hypothefis  refpefting  the  manner 
in  which  Heat  is  propagated  in  liquids,  had  I  not 
found  means  to  account  in  a  Tatisfa&ory  manner 
for  that  fad,  without  being  obliged  to  abandon  my 
former  opinions. 

In  about  half  an  hour  after  the  hot  water  had 
been  poured  into* the  jar,  in  the  laft  Experiment, 
examining  the  furface  of  the  ice  I  discovered  an 
appearance  which  fixed  my  attention  and  excited 
all  my  curiofity  j  I  perceived  that  the  ice  had  been 
melted  and  diminiflied  at  its  furface,  excepting  only 
where  it  had  been  covered,  or  as  it  were  shadowed, 

s  2  by 
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by  the  flat  flips  of  deal  by  which  the  cake  cf  ice  war 
faflened  down  in  its  place. 

Had  the  ice  been  protected  and  prevented  from 
being  melted  by  that  piece  of  the  wood  onJyy  which, 
being  unc^ermoft  of  the  two,  repofed  immediately 
on  the  furface  of  the  ice,  I  fhould  not  perhaps  have 
been  much  furprifed  ;  but  that  part  of  the  furface  of 
the  ice  being  likcwife  protected  which  was  fituated 
immediately  under  the  other  piece  of  wood,— a 
piece  which,  lying  acrofs  the  under  piece,  and  red- 
ing on  it,  did  not  touch  the  ice  any  where  except  juft 
At  its  edge, — that  circumftance  attracted  my  atten- 
tion ;  and  I  could  at  fir  ft  fee  no  way  of  accounting 
for  thefe  appearances  but  by  fuppofing  that  the  ice 
had  been  melted  by  the  calorific  rays  which  had 
been  emitted  by  the  hot  water ;  and  that  thofe  parts 
of  the  ice  which  had  been  Jhadowed  by  the  pieces  of 
deal,  receiving  none  of  thofe  rays,  had  of  courfe  not 
been  melted. 

I  was  fo  much  ftruck  with  thefe  appearances,  that 
1  immediately  made  the  following  Experiments,  with 
a  view  merely  to  their  further  elucidation  of  this 
matter. 

Experiment^  No.  17. 

,  Into  a  cylindrical  glafs  jar,  6{  inches  in  diame- 
ter, and  8  inches  high,  I  put  a  circular  .cake  of  ice, 
3$  large  as  could  be  made  to  enter  the  jar,  and  . 
about  3^  infches  thick;  and  on  the  flat  and  even 
furface  of  the  ice  I  placed. a  circular  plate  of  the 
thinneftj  tin  I  could  procure/  near  6i  inches  in 
V  :  .  diameter, 
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3iameter,  or  fufficiently  large  juft  to  cover  the  ice. 
This-  plate  of  tin  (which,  to  preferve  its  form,  or  N 
keep  it  quite  flat,  was  ftrengthened  by  a  ftrong 
wire,  which  went  round  it  at  its  circumference) 
had  a  circular  hole  in  its  centre,  juft  two  inches  in 
diameter,  and  it  was  firmly  fixed  down  on  the 
upper  furface  of  the  cake  of  ice,  by  means  of  feve- 
ral  thin  .wooden  wedges  which  paffed  between  its 
circumference  and  the  fides  of  the  jar. 

A  fecond  circular  plate  of  tin,  with  a  circular 
hole  in  its  centre  two  inches  in  diameter,  and  in 
all  other  refpe&s  exa&ly  like  that  already  defcribed, 
was  now  placed  over  the  firft,  and  parallel  to  it,  at 
the  diftance  of  juft  one  inch,  and  like  the  firft  was 
firmly  fixed  in  its  place  by  wooden  wedges. 

Thefe  perforated  circular  plates  being  fixed  in 
their  places,  the  jar  was  placed  in  a  room  where 
Fahrenheit's  thermometer  flood  at  340;  and  ice- 
cold  water  was  poured  into  it  till  the  water  juft 
covered  the  upper  plate ;  and  then  the  jar  was 
filled  to  within  half  an  inch  of  its  brim  with  boiling 
water  :  and  being  covered  over  with  a  board,  was 
fuffered  to  remain  quiet  two  hours. 

At  the  end  of  this  time,  the  water,  which  was 
ftill  warm,  was  poured  off,  and  the  circular  plate 
being  removed,  the  ice  was  examined.* 

:  A  circular  excavation,  juft  as  laf ge  as  the  hole 
in  the  tin-plate  which  covered  the  ice,  (namely  two 
inches  in  diameter,)  and  correfponding  with  it,— 
perfeftly  well*  defined,— and  about  £±  of  an  inch 
deep  in  the  centre,  had  been  made  in  the  Ice; 
■'  ".:•  --  $3  This 


This  was  what  I  expelled  to  find;  but  there 
was  fomething  more,  which  I  did  not  expeft,  and 
which,  for  fome  time,  I  was  quite  at  a  lofs  to 
account  for.  Every  part  of  the  furface  of  the  ice 
which  had  been  covered  by  the  tin  plate,  appeared 
to  be  perfeS,  level,  and  fmopth,  and  fhowed  no 
figns  of  its  having  been  melted  or  diminiihed,  ex- 
cepting only  in  one  place,  where  a  channel,  about 
an  inch  wide,  and  a  little  more  than  -^  of  an  inch 
deep,  which  fhowed  evident  marks  of  having  been 
formed  by  a  ftream  of  warm  water,  led  from  the 
excavation  juft  mentioned,  in  the  centre  of  .the 
upper  part  of  the  cake  of  ice,  to  its  circumference. 

As  the  edge,  or  vertical  fide,  of  the  cake  of  ice 
was  evidently  worn  away  where  this  ftream  paflcd? 
there  could  be  no  doubt  with  refpeft  to  its  direction. 
It  certainly  ran  out  ofxht  circular  excavation  in  the 
middle  of  the  ice ;  and  though  it  might  at  firft 
appear  difficult  to  explain  the  faft,  and  to  fhow  how 
this  hot  water  could  arrive  at  that  place,  yet  it  was 
quite  evident  that  the  immediate  caufe  of  tfie  motion 
of  this  ftream  of  water  could  be  no  other  than  its 
fpecific  gravity  being  greater  than  that  of  the  refy 
of  the  water  at  the  fame  depth:  and  that  this 
greater  fpecific  gravity  was  at  the  fame  time  accom- 
panied by  a  higher  degree  of  Heat,  was  evident 
from  the  deep  channel  which  this  ftream  had  melted 
in  the  ice,  while  other  parts  of  the.  furface  of  the 
ice,  at  the  fame  level,  were  not  melted  by  the  water 
which  refted  on  it.  To  elucidate  this  matter  ftill 
farther,  I  made  the  following  Experiment : 
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Experiment^  No.  1 8. 

Thinking  it  probable,  that  if  the  circular  exca- 
vation in  the  ice,  which  anfwered  to  the  circular 
hole  in  the  middle  of  the  tin-plate  which  covered 
the  ice,  and  alfo  to  that  in  the  fecond  plate  which 
was  placed  an  inch  higher,  had  been  melted  by  , 
radiant  Heat,  (as  it  has  improperly  been  called,) 
or  by  the  calorific  rays  from  the  hot  water ;  then, 
in  that  cafe,  as  fome  of  thefe  rays  mull  probably 
have  been  refle&ed  downwards  at  the  furface  of 
the  water,  in  attempting  to  pafs  upwards  into  the 
air,  I  thought  that  by  preventing  this  part  of  them 
from  reaching  the  ice,  which  I  endeavoured  to  do 
by  caufing  them  to  be  abforbed  by  a  light  black 
body,  (a  circular  piece  of  deal  board,  covered  over 
with  black  filk,)  which  I  caufed  to  fwim  on  the 
furface  of  the  water,  their  effe&s  in  melting  the  ice 
might  perhaps  be  fenfibly  diminifhed.  Had  this 
really  been  the  cafe,  it  would  certainly  have  afforded 
ftrong  grounds  to  fufpeQ;  that  thefe  rays  were  in 
fad  the  caufe  of  the  appearances  in  queflion ;  but 
on  making  the  Experiment  with  the  greateft  care, 
I  could  not  perceive  that  the  covering  of  the 
furface  of  the  hot  water  with  a  black  body  pro- 
duced any  difference  whatever  in  the  refulj:  of 
the  Experiment  as  it  was  firft  made,  (Experi- 
ment No.  17,)  or  when  this  black  covering  was 
not  ufed. 

After  fome  meditation  on  th^  fubjeft,  it  oc- 
curred to  me  that  this  melting  of  the  ice  at  its 
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upper  furface  could  be  accounted  for,  in  a  manner 
which  appeared  to  me  to  be  perfectly  fatisfa&ory  ; 
without  fuppofing  either  that  water  i*  a  conductor 
of  Heat,  or  that  the  effeft  in  qucftion  was  produced 
\>y  calorific  rays. 

Though  it  is  ci*e  of  the  mod  general  laws  of  na- 
ture with  which  we  are  acquainted,  that  all  bodies, 
folids  as  well  as  fluids,  are  condenfed  by  cold: 
yet,  in  regard  to  water,  there  appears  to  be  a  very 
remarkable  exception  to  this  law.  Water,  like  all 
pther  known  bodies,  is  indeed  condenfed  by  cold  at 
every  degree  of  temperature  which  is  considerably 
higher  than  that  of  freezing,  but  its  condenfatioii, 
on  parting  with  Heat,  does  not  go  on  till  it  fc 
changed  to  ice  j  but  when  in  cooling  its  tempera? 
ture  has  reached  to  about  the  40th  degree  of 
Fahrenheit's  fcale,  or  about  eight  degrees  above 
freezing,  it  eeafes  to  be  farther  condenfed ;  and  on 
being  cooled  ftill  farther,  it  adually  expands,  and 
continues  to  expand,  as  it  goes  on  to  loofe  more  of 
its  Heat,  till  at  lad  it  freezes  j  and  at  the  moment 
when  it  becomes  folid,  and  even  after  it  has  become 
folid,  it  expands  ftill  more,  on  growing  colder. 

This  fad,  which  is  noticed  by  M.  de  Lug,  in 
his  excellent  treatife  on  the  modifications  pf  the 
atmofphere,  has  fince  been  farther  inyeftigated  and 
put  beyond  all  doubt,  by  Sir  Charles  Blagden, 
See  Philofophical  Tranfadtions,  vol.  Ixxviii. 

Now,  as  water  in  contact  with  melting  ice  is 
always  at  the  temperature  of  32°,  it  is  evident  that 
.water  at  that  temperature  muft  be  fpecifically 
lighter  than  .water  which  is  eight  degrees  warmer, 
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or  at  the  temperature  of  400  j  confequently,  if  two 
parcels  of  tfater  at  thpfe  two  temperatures  be 
contained  in  the  fame  veffel,  that  which  is  the 
colde/l  and  Hgbtefi  muft  neceffarily  give  place  to 
that  which  is  warmer  and  heavier,  and  currents 
f  of  the  warmer  water  will  defcend  ifi  that  which  it 
colder. 

/In  the  twp  laft  Experiments,  as  the  circular  tin* 
plate  which  covered  the  furface  of  the  ice  ferved 
to  confine  the  thin  fheet  of  water  which  was  bet 
tween  the  plate  and  the  ice,  as  this  water  could 
pot  rife  upwards,  being  hindered  by  the  plate, 
and  as  it  ha4  no  tendency  to  defcend,  it  is  pro* 
-  t>able  that  it  remained  in  its  place  ;  and  as  it  was 
\ce-cold>  it  was  not  capable  of  melting  the  ice  op 
which  it  repofed. 

fyit  as  the  tin-plate  had  a  circular  hole  in  its 
centre,  the  furface  of  the  ice  in  that  part  was  of 
.  pourfe  naked,  and  the  ice-cold  water  in  contact 
with  it  being  difplaced  by  the  warmer  and  heavier 
water  from  above,  an  excavation,  in  the  foim  of  a 
ihallow  bafin,  was  formed  in  the  ice  by  this 
fkfcending  warm  current. 

The  warm  water  contained  in  this  bafin  over- 
flowed its  banks  as  foon  as  the  bafin  began  to  be 
formed ;  and  iffuing  out  on  that  fide  which  hap* 
pened  to  be  the  loweft,  opened  itfelf  a  paffage 
ynder  the  tin-plate  to  the  edge  of  the  ice,  over 
which  it  was  precipitated,  and  fell  down  to  the 
bottom  of  the  jar.  The  water  of  this  rivulet  being 
warm,  it  foon  formed  for  itfelf  a  deep  channel  in 
th£  ice ;  and  at  the  end  of  the  Experiment  it  was 

found 
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found  to  be  everywhere  deeper  than  the  bottom  of 
the  bafin  where  it  took  its  rife* 

This  manner  of  accounting  for  the  appearances 
in  queftion  feemed  to  me  to  be  quite  fatisfa&ory  ; 
and  the  more  I  meditated  on  the  fubjeft,  the  more 
I  was  confirmed  in  my  fufpicions  that  all  liquids 
jnuft  necefiarily  be  perfeft  non-conductors  of  Heat. 

On  thefe  principles  I  was  now  enabled  to  account 
for  .the  melting  of  the  ice  at  the  bottom  of  the  hot 
water  in  (he  Experiment  No.  16;  as  alfo  for  the 
flownefs  with  which  that  procefs  went  on ; — and 
encouraged  by  this  fuccefs,  I  now  proceeded  with 
confidence  to  plan  and  to  execute  (till  more  decifive 
Experiments;  from  the  refults  of  which,  I  may 
venture  to  fay  it,— the  important  fafts  in  queftion 
have  been  put  beyond  all  poffibility  of  doubt. 

If  water  be  in  fott  a  perfect  non-conductor  of 
Heat, — that  is  to  fay,  if  there  be  no  communication 
whatever  of  Heat  between  neighbouring  particles 
or  molecules  of  that  fluid,  (which  is  what  I  fuppofe,) 
then,— as  Heat  cannot  be  propagated  in  it  but  only 
in  confequence  of  the  motions  occafioned  in  the 
fluid  by  the  changes  in  the  fpecific  gravity  of  thofe 
particles  which  are  occafioned  by  the  changes  of 
their  temperature,  it  follows  that  Heat  cannot  be 
propagated  downwards  in  water,  as  long  as  that 
fluid  continues  to  be  condenfed  with  cold;  and 
that  it  is  only  in  that  direction,  (downwards,)  that  it 
can  be  propagated  after  the  water  has  arrived  at  that 
temperature,  where  it  begins  to  be  expanded  by 
cold; — which  has  been  found  to  be  at  about  the 
40th  degree  of  Fahrenheit's  fcale. 

Reafoning 
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Reafoning  on  thefe  principles,  we  are  led  to 
this  remarkable  conclufion ;  namely,  that  water 
which  is  only  eight  degrees  above  the  freezing  point, 
pr  at  the  temperature  of  400, — muft  be  able  to- melt  a$ 
pvuch  ice  in  any  given  time,  when  standing  on 
its  surface,  as  an  equal  volume  of  water  at  any 
higher  temperature,  even  though  vr  were  boil- 
ing hot. 

My  philofophical  reader  will  doubtlefs  think- 
that  I  mud  have  had  no  fmall  degree  of  confidence 
in  the  opinion  I  had  formed  on  this  interefting 
fubjeft,  to  have  had  the  courage  to  make,  even  in 
private,  the  Experiments  that  were  neceffary  to 
jafcprtaiji  that  faft. 

Experiment,  No.  19. 
Into  a  cylindrical  glafs  jar,  4.7  inches  in  diame- 
ter, and  13.8  inches  high,  I  put  43.87  cubic  inches, 
or  1  lb.  iij-oz.  Troy,  in  weight,  of  water,  and 
placing  the  jar  in  a  freezing  mixture,  compofejl  of 
pounded  ice  and  common  fea-falr,  I  caufed"  the 
water  to  freeze  into  one  compaft  mafs  ;v  which  ad- 
hered firmly  to  the  bottom  and  fides  of  the  jar,  and 
•  which  formed  a  cylinder  of  ice  juft  three  inches 
bight 

Had  the  bottom  of  the  jar  been  quite  flat,  inftead 
of  being  raifed,  or  vaulted,  the  cylinder  of  ice  would 
hftye  been  no  more  than  2.67  inches  high. 

As  foon  as  the  water  in  the  jar  was  completely 
frozen,  the  jar  was  removed  from  the  freezing 
mixture,  and  placed  in  a  mixture  of  pounded  ice 
and  pure  water,  where  it  was  fuffcred  to  remain 

•  four 
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four  hours,  in  order  that  the  cake  of  ice  in  the  jar 
might  be  brought  to  theprecife  temperature  of  3a0. 

The  jar  dill  (landing  in  a  {hallow  difh  in  the 
pounded  ice  and  water,  the  furface  of  which  cold 
mixture  was  juft  on  a  level  with  the 'furface  of  the 
ice  in  the  jar,  I  covered  the  top  of  the  cake  of  ice 
with  a  circular  piece  of  ftrpng  paper,  and  poured 
gently  into  the  jar  73±oz.  Troy  of  boiling-hot 
water,  which  filled  it  to  the  height  of  eight  inches 
above  the  furface  of  the  ice.     (See  Plate  II.) 

I  then  removed  very  gently  the  circular  piece 
of  paper  which  covered  the  furface  of  the  ice,  and 
after  leaving  the  hot  water  in  contaft  with  the  ice 
a  certain  number  of  minutes,  I  poured  it  off,  and 
— weighing  immediately  the  jar,  and  the  unmelted 
ice  which  remained  in  it, — I  afcertained  the  quantity 
of  ire  which  had  been  melted  by  the  hot  water  during 
the  time  it  had  been  fuffered  to  remain  in  the  jar. 

This  Experiment  I  repeated  four  times  the  fame 
day,  (16th  March  1797,)  varying  at  each  repe- 
tition of  it  the  time  the  water  was  permitted  to 
remain  on  the  ice.  The  refults  of  thefe  Expert 
merits  were  as  follows  : 


Time  the 

Temperature  1  Temperature 

Number  of 
the  Expe- 

hot wa- 
ter re- 

of  the   hot   of  the  water 
water  when    1  inch  below 

Quantity 
of  ice 

mained 

it  was  pour- 

its furface  at 

melted. 

riment. 

on    the 

ed  on  toe 

the  end  of  the 

ice. 

ice. 

Experiment. 

Minutes* 

Grains* 

No.  19 

I     , 

1 86° 

Notobferved 

1632 

'No.  20 

3$ 

i8c«> 

Not  obferved 

1824 

No,  21 

«S 

iH°      1        1700 

»757 

No.  22 

60 

i860       1          1400 

2<v71 

From 
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From  the  refulls .  of  thefe  Experiments,  it  war , 
plain  that  a  very  considerable  portion  of  the  ice 
that  was  melted,  was  melted  in  the  very  begin- 
ning of  the  Experiments,  or  while  the  hot  water 
was  aftually  pouring  into  the  jar ;  which  operation 
commonly  lafted  about  one  minute :  and  the  irre- 
gularities in  the  refult$  of  the  Experiments,  and 
particularly  of  the  three  firft,  fhowed  evidently 
that  the  quantity  of  ice  melted  in  that  operation 
was  different  in  different  Experiments*  I  had  indeed 
forefeen  that  this  would  be  the  cafe ;  and  on  that 
account  it  was  that  I  covered  the  furface  of  the 
ice  with  a  circular  piece  of  ftrong  paper,  and  always 
took  care  to  pour  the  water  very  gently  into  the  jar : 
but  I  found  that  all  thefe  precautions  were  not  fuf- 
ficient  to  prevent  very  confiderable  anomalies  in  the 
refults  of  the  Experiments ;  and  as  I  found  reafon 
to  fufpeft  that  the  mption  in  the  mafs  of  the  hot 
water,  that  was  unavoidably  occafioned  by  remov- 
ing the  circular  piece  of  paper  which  covered  the  ice, 
was  the  principal  caufe  of  thefe  inaccuracies,  I  had 
recourfe  to  another,  and  a  better  contrivance. 

Having  procured  a  flat,  (hallow  difh,  of  light 
wood,  half  an  inch  deep,  4.4-  inches  in  diameter, 
(or  fomething  lefs  than  the  internal  diameter  of  the 
jar, Jl— and  about  ^of  an  inch  thick  at  its  bottom, 
I.  bored  a  great  number  of  very  fmall  holes  through 
its  bottom,  which  gave  it  the  appearance  of  a 
fieve.  This  perforated  wooden  difh  having  been 
previoufly  made  ice-cold,  was  placed  on  the  furface 
of  the  ice  in  the  jar;  and  the  hot  water  being 
gently  poured  into  the  difh  through  a  long  wooden  * 

tube  j 
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tube ;  as  this  perforated  difli  floated  and  Remained 
conftantly  at  the  furface  of  the  water,  and  as  the 
water  paffing  through  fuch  a  great  number — (many 
hundreds)— of  fmall  holes,  was  not  proje&ed  down- 
wards with  force,  it  is  evident  that  by  this  fimple 
contrivance  thofe  violent  motions  in  the  mafs  of 
water  in  the  jar,  that  before  took  place  when  the 
hot  water  was  poured  into  the  ice,  and  when  the 
paper  which  covered  the  ice  was  removed,  were, 
in  a  great  meafure,  prevented. 

In  order  that  the  water  that  was  poured  through 
the  wooden  tube  (the  bore  of  which  was  about  half 
an  inch  in  diameter)  might  not  impinge  perpendicu- 
larly and  with  force  againft  the  bottom  of  the  diih, 
the  lower  end  of  the  tube  was  clofed  by  a  fit  cork- 
ftopple,  and  the  water  was  made  to  iffue  horizon- 
tally through  a  number  of  fmall  holes  in  the  fides 
of  this  tube,  at  its  lower  end. 

As  foon  as  the  operation  of  pouring  the  hot 
water  into  the  jar  was  finiflied,  the  perforated  difli 
was  carefully  removed,  and  the  jar  was  covered 
with  a  circular  wooden  cover,  from  the  centre  of 
which  a  fmall  mercurial  thermometer  was  fuf- 
pended. 

.  The  efFe&s  produced  by  this  new  arrangement  of 
the  machinery  will  appear  by  comparing  the  refults 
of  the  jwo  following  Experiments  with  thofe  juft 
mentioned. 
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Number 
of  the  Ex- 
periment. 

Time  the 
hot  water 
remained 
on  the  ice. 

Temperature  of  the 
hot  water, 

Quantity 
of  ice 
melted. 

At  the  be. 
ginning. 

At  the 
end. 

No.  23 

No.  24 

Minutes. 
I 
3 

196* 
1900 

196° 
'188° 

Grains. 

4*3 

703 

In  order  ftill  more  effe&ually  to  prevent  the  in- 
accuracies arifing  from  the  internal  motions  in  the 
mafs  of  hot  water  that  were  occafioned  in  pour- 
ing the  water  into  the  jar,  (and  which  could  not 
fail  to  affeftj  more  or  lefs,  the  refults  of  the  Ex- 
periment,) I  had  recourfe  to  the  following  con- 
trivance. 

I  filled  a  fmall  phial  containing  8£  cubic  inches 
with  ice-cold  water,  and  then  emptying  the  phial 
in  the  jar,  I  covered  the  furface  of  the  ice  with 
this  ice-cold  water  to  the  height  of  0.478  of  an 
inch* 

On  the  furface  of  this  ice-cold  water,  inftead  of 
that  of  the  ice,  I  now  placed  the  perforated  wooden 
difli,  previoufly  made  ice-cold,  and  poured  the  hot 
water  upon  it. 

The  refults  of  the  following  Experiments  (how 
,  that  this  contrivance  tended  much  to  diminiih  the 
apparent  irregularities  of  the  Experiments. 

The  air  of  the  room  in  which  thefe  Experiments 
were  made  was  at  .the  temperature  of  410. 
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Temperature  of  the 

No.  of  the 
Experiment. 

Time  the 

hot  water  one  inch 

Quantity 

hot  water 

below  itsfurface, 

of  ice 

was  on  the 

melted* 

ice* 

Ac  tae 

At  the 

beginning 

end. 

' 

Minutes. 

Grain*. 

No.  *5 

10 

i9«» 

i8»* 

580 

No.  »6 

3« 

190° 

*K 

9H 

No.  27 

ifto 

190° 

< 

3200 

From  the  refults  of  thefe  lad  three  Experiment* 
we  can  now  determine  with  a  very  copfiderable 
degree  of  certainty  how  much  ice  was  melted  in 
the  aft  of  pouring  the  water  into  the  jar,  and  con- 
fequently  the  race  at  which  it  was  melted  in  the 
ordinary  courfe  of  the  Experiment; — fuppofing 
equal  quantities  to  be  melted  in  equal  times. 

As  in  the  27th  Experiment  3200  grains  were 
melted  in  180  minutes,  and  in  the  25th  Expe- 
riment 580  grains  were  melted  in  10  minutes,  we 
may  fafely  conclude  that  the  fame  quantity  muft 
have  been  melted  in  the  fame  time  (to  minutes)  in 
the  27th  Experiment;  if,  therefore,  from  3200 
grains, — the  quantity  melted  in  180  minutes  in  this 
laft  Experiment,-^-we  deduft  580  grains  for  the 
quantity  melted  during  the  firft  10  minutes, — there 
will  remain  2620  grains  for  the  quantity  melted  in 
the  fucceeding  170  minutes,  when,  the  motions 
occafioned  in  the  water  on  its  being  poured  into  the 
jar  having  fubfided^we  may  fuppofe  the  procefs  of 
melting  the  ice  to  have  gone  on  regularly. 

But  if  in  the  regular  courfe  of  the  Experiment, 
no  more  than  2620  grains  were  melted  in  170 

6  minutes. 


in 


Fluids;  *6t 


ininiites,it  is  evident  that  not  more  than  154  grains 
could  have  been  melted,  in  the  ordinary  courfe  of 
,  the  procefs  in  10  minutes  ;  for  170  minutfes :  2620 
grains:  :  10  minutes:  154  grains. — If,  therefore, 
from  580  grains,  the  quantity  of  ice  a&ixally  melt- 
td  in  10  minutes  in  the  25th  Experiment,  we  de- 
dud  154  grains,  there  remains  426  for  the  quan- 
tity melted  in  pouring  the  water  into  the  jar. 

Let  us  fee  now  how  far  this  agrees  with  the  fe* 
lUlt  of  the  26th  Experiment.  In  this  Experiment 
914  grains  of  ice  were  melted  in  30  minutes. 
If  from  this  quantity  we  deduft  426  grains,  the 
quantity,  which,  according  to  the  foregoing  com- 
putation, muft  have  been  melted  in  pouring  the  hot 
water  into  the  jar9  there  will  remain  478  grains 
for  the  quantity  melted  in  the  ordinary  coiirfe 
of  the  procefs  in  3d  minutes;  which  gives  159 
grains  for  the  quantity  melted  in  10  minutes; 
which  differs  very  little  from  the  refult  of  the 
foregoing  computation,  by  which  it  appeared  tp 
ben  1 54  grains.  This  difference  however,  fmall 
as  it  is,  is  fufficient  to  prove  an  important  fa&f 
namely*  that  the  e#e£U  produced  by  the  motion 
into  which  the  hQt  water  had  been  thrown  in 
being  poured  into  the  jar  had  not  ceafed  entirely 
In  10  minutes^  -or  when  an  end  was  put  to  the  5th 
£xp*riroent*  We  fliall  therefore  come  nearer  the 
truths  if,  in  our  endeavours  to  difcover  the  quantity 
of  ke  melted  in  any  given  time,  in  the  ordinary 
courfe  if  the  Experiments,  we  found  p\ir  com- 
putatipn  on  the  refults  of  the  two  Experiments 
No*  26  and  .No*  27*  * 

vqj<.  iu  r  In 
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In  the  latter  of  thefe  Experiments  3200  grains 
df  ice  were  melted  in  180  minutes,  and  in  the 
former  914  grains  were  melted  in  30  minutes.  If, 
therefore,  from  3200  grains,  the  quantity  melted 
m  180  minutes,  we  take  the. quantity  melted  in 
(he  firft  30  minutes,z=9i4  grains,  there  will  re- 
main 2286  grains  for  the  quantity  melted  in  the 
fucceeding  150  minutes,  and  this  gives  150  grains 
for  the  quantity  melted  in  10  minutes.  By  the 
former  computation  it  turned  out  to  be  154 
grains.  % 

But  if  152  grains  of  ice  is  the  quantity  melted 
in  10  minutes,  in  the  ordinary  courfe  of  the 
procefs,  three  times  that  quantity,  or  456  grains 
only,  could  have  been  melted  in  this  manner  in  the 
30  minutes,  during  which  the  26th  Experiment 
laded ;  and  deducing  this  quantity  from  914 
grains,  the  quantity  a&ually  melted  in  that  Expe- 
riment, the  remainder,  .458  grains,  fliows  how 
much  muft  have  been  melted  in  the  pouring  the 
hot  water  on  the  ice,— or  in  confequence  of  the 
motions  into  which  the  water  was  'thrown  in  the 
performance  of  that  operation.  By  the. preced- 
ing computation  this  quantity  turned  out  to  be, 
426  grains. 

From  the  refult  of  all  thefe  computations  I  think 
we  may  fafely  conclude,  that  in  the  ordinary  courfe 
of  the  Experiments  not  more  than  1 52  grains  of 
ice  were  melted  by  the  hot  water  in  10  minutes. 

I  fliall  now  proceed  to  give  an  account  of  feveral 
Experiments  in  which  the  water  employed  to  melt 
x  the  ice  was  at  a  much  lower  temperature. 
*•  Having 
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Having  removed  a  fmall  quantity  of  ice  which 
remained  unraelted  in  the  bottom  of  the  jar,  X  put 
a  frefh  quantity  of  wafer  into  it,  and  placing  the 
jar  in  a  freezing  mixture,  caufed  this  water,  which 
filled  the  jar  to  the  height  of  four  inches,  to  freeze 
into  one  folid  mafs  of  ice.  I  then  placed  the  jar 
in  a  fhallow  earthen  difli,  and  furrounded  it  to  the 
height  of  the  level  of  the  top  of  the  ice  with  a 
mixture  of  fnow  and  water  (fee  Plate  II.) ;  and 
placing  it  in  a  room  in  which  there  had  been  no* 
fire  made  for  many  months,  and  in  which  the 
temperature  of  the  air  was  at  41%  I  let  it  remain 
quiet  two  hours,  in  order  that  the  ice  might  acquire 
the  temperature  of  320.     , 

This  being  done,  I  took  the  jar  out  of  the 
earthen  difli,  and  wiping  the  outfide  of  it  dry  with 
a  cold  napkin,  I  weighed  the  jar  with  the  ice  in  it 
very  exa&ly,  and  then  replaced  it  in  the  earthen 
difli,  and  furrounded  it  as  before  with  fnow  and 
water,  to  the  height  of  the  level  of  the  furface  of 
the  ice. 

I  then  poured  73^  ounces  Troy  (=1  £,*6o  grains) 
of  water,  at  the  temperature  of  410,  into  the  jar, 
which  covered  the  ice  to  the  fame  height  to  which 
it  had  been  covered  in  the  former  'Experiment,— 
namely,  to  about  8  inches ;  and  fuffering  it  to 
ftand  on  the  ice  a  certain  number  of  minutes,  I 
then  poured  it  off,  and  wiping  the  outfide  of  the 
jar,  weighed  it  a  fecond  time,  in  order  to  afcertain 
how  much  ice  had  been  melted. 

In  putting  this  cold  water  into  the  jar,  the  fame 

precautions  were  ufed — (ty  pouring  it  through  the 

-   •■.  ..  t  2  wooden 


*&t  Of  the  Propagation  of  Heat 

wooden  tube  into  the  perforated  wooden  di(b9  &c) 
-—as  were  ufed  when  the  Experiment  was  made 
with  boiling  the  water. 

The  following  Table  fhows  the  refults  of  fix 
Experiments  made  the  fame  day,  (the  19th  March 
1797,)  in  the  order  in  which  they  are  numbered, 
and  which  were  all  made  with  the  utmoft  care : 


Temperature  of  the 

• 

water   iit   the  }*r 

Nomber 

of  me 
Experi- 
meAt. 

1  inch  below  itt 
furface, 

Tempe- 
rature of 
the  air. 

Time  the 

water  re- 
mained on 
the  ice. 

Quantity 
of  ice 

melted* 

At  the  be-    At  the 

giantng  of 
the  Exp. 

cod  of 
che  lixp. 

- 

' 

Minutes. 

Grains. 

No.  28 

4»° 

40° 

4i° 

IO 

203 

Ne.  29 

4>* 

40° 

4i° 

IO 

aio 

No.  30 

4»° 

40° 

4«: 

IO 

f      *37 

No.  3 1 

4'° 

40° 

4«° 

IO 

228 

No.  32 

4'° 

3** 

4«° 

30 

6*7 

No,  33 

41° 

3»° 

I      *'°     1 

30 

58?     f 

The  agreement  in  the  refults  of  thefe  Experi- 
ments k  not  much  lefs  extiaordinary  than  the  fur- 
prifing  faft  which  is  prored  by  them,— namely, 
that  boiling-hot  water  does  not  thaw  more  ice  in 
any  given  time  whenjianding  quietly  on  itsfurface, 
than  water  at  the  temperature  of  41° — or  nine 
degrees  only  above  the  point  of  freezing ! 

There  is  realbn  to  conclude  that  it  does  not  even 
thaw  fo  much; — and  this  ftill  more  remarkable 
circumftance  may,  I  think,  be  accounted  for  i*  a 
fatfsfa&ory  maimer,  on  the  fuppofition  (whicfi, 
however,  I  imagine  will  n*  longer  be  confidered  as 

a  bare 
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a  bare  fuppofition)  that  water  is  a  non-conduttdr 
of  Heat, 

It  appeared  frpm  the  refults  of  the  Experiments 
made  with  hot  water,  that  the  quantity  of  ice  melt* 
ed  in  10  minutes  in  the  ordinary  courfe  of  that 
procefs  amounted  to  no  more  than  152  grains  ;*-• 
but  in  thefe  Experiments  with  coM  water,  the 
quantity  melted  in  that  time  was  lwrcr  lefs  than 
203  grains,  and  taking  the  mean  of  four  Expert*, 
ments,  it  amounted  to  224  grains. 

There  is  one  circumftance,  however,  refpe&ing 
thefe  Experiments  with  cold  water,  which  it  is  **e- 
ceflary  to  inveftigate  before  their  refute*  can  bfe 
admitted  as  complete  proof  m  the  important  cafe 
in  queftion. 

In  the  Experiments  which  wets  made  with  hot 
water,  it  was  found  that  a  confiderable  part  of  tfcte 
ice  which  was  melted,  was  melted  in  confequenoe 
of  the  motions  into  which  tha  water  was  thrown 
upon  being  poured  into  the  jar,  and  that  the  effeft 
of  thefe  motions  continued  to  be  fefrfible  for  a 
longer  time  than  mod  of  thefe  Experiments  with 
cold  water  lafted.  Is  it  not  poffible  that  the  refultt 
of  thefe  Experiments  with  cold  water  may  alfp 
have  beenaffe&ed  by  the  fame  caufe?  This  is  what 
I  (hall  endeavour  to  find  out. 

in  the  32d  Experiment  61 7  grains  of  ice  wore 
melted  in  30  minutes,  and  in  the  33d  Efcperirne&t 
.585  grains  were  melted  in  the  fame  titoej  and 
taking  the  mean  of  thefe  two  Experiments  %  it ,  ap- 
pears that  601  grains  were  melted  HK30  jpinute* 
;'  t-3  if 
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If  now  from  this  quantity  we  deduft  that  which 
according  to  the  mean  rcfult  of  the  four  preced- 
ing Experiments,  muft  have  been  melted  in  10 
minutes,  namely,  222  grains,  there  will  remain  379 
grains  for  the  quantity  melted  in  the  lad  20  mi- 
'xuites  in  thefe  two  Experiments;  consequently, 
half  this  quantity,  or  189!  grains,  is  what  muft 
have  been  melted  in  10  minutes  in  the  ordinary 
courfe  of  the  procefs. 

But  this  quantity,  ( 1 89  \-  grains,)  though  lefs 
than  what  was  a&ually  melted  in  the  Experiments 
which  laftedonly  10  minutes,  is  dill  confiderably 
greater  than  152  grains,  the  quantity  which  was 
found  to  have  been  melted  in  the  fame  time  in 
the  ordinary  courfe  of  the  procefs  in  thofe-Expe- 
riments  in  which  hot  water  was  ufed;— confe- 
quently  the  great  queftion,  for  the  decifioji  of  which 
thefe  Experiments  were  contrived,  i§, — I  believe  I 
may  venture  to  fay, — decided*. 

But,  however  conclusive  the  refult  of  thefe  Ex- 
periments appeared  to  me  to  be,  I  felt  myfelf  too 
much  interefted  in  the  fubjeft  to  reft  my  inquiries 
here. 

Having  found,  as  well  from  the  refults  of  the 
Experiments  made  with  cold  water,  as  from  thofe 
made  with  hot  water,  that  a  confiderable  quantity 

*  Thofe  who  refufe  their  affent  to  the  cone tufion  here  drawn,— name- 
ly, that  there  it  not  any  communication  of  Heat  whatever  between 
neighbouring  particlet  of  water,  are  defired  to  explain  the  Phenomena 
on  their  own  principles,  and  ihew  how  it  happens  that  BOiLiNfi-HQT 
water  thaws  lbss  ice  in  any  given  time,  when  ftandingon  its  furfaic, 
than  COLD-WATER. 

of 
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1  of  ice  was  melted  in  the  a&  of  pouring  the  water 

1  into  the  jar,  and  in  confequence  of  thofe  undulatory 

i  motions  into  which  the  water  was  thrown  in  that 

1  operation,  notwithstanding  all  the  pains  I  had  taken 

1  to  diminifli  thofe  motions,  and  prevent  their  effefts, 

I  now  doubled  my  precautions  in  guarding  againft 
1  thofe  fources  of  error  and  uncertainty. 

Before  1  poured  the  water  into  the  jar  I  covered 
the  furface  of  the  ice  to  the  height  9.956  of  an 
inch  with  ice-cold  water,  and  this  I  did  when  water 
at  the  temperature  of  41  °  was  ufed,  as  well  as  in 
thofe  Experiments  in  which  boiling-hot  water  was 
employed.  In  the  former  Experiments  I  had  co- 
vered the  furface  of  the  ice  with  ice-cold  water  only 
in  thofe  Experiments  in  which  hot  water  was  ufed, 
and  even  in  thofe  I  ufed  only  half  as  much  ice- 
cold  water  as  I  now  employed  for  that  purpofe. 

I  alfo  now  poured  the  water  into  the  jar  in  a 
fmaller  ftream,  employing  no  lefs  than  three  .mi- 
nutes in  filling  it  up  to  the  height  of  eight  inches 
above  the  furface  of  the  ice ;  and  I  endeavoured 
to  afcertein  how  far  the  refults  of  the  Experiments 
lyere  influenced  by  the  temperature  of  the  air,  aiid 
alfo  by  wrapping  up  the  jar  in  warm  covering. 

The  fame  jar  was  ufed  in  all  the  Experiments, 
and  it  was  always  placed  in  the  fame  earthen  diih, 
gnd  furrounded,  to  the  level  of  the  top  of  the  icej 
with  melting  fnow.  This  jar  is.  very  regular  in  its 
form,  being  very  nearly  a  perfeft  cylinder,  and  is 
on  that  account  peculiarly  well  calculated  for  the 
Ijfe  for  which  I  feletted  it.  m 

T4  In 
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In  each  of  the  three  firft  Experiments,  which 
are  entered  in  the  following  Table,  the  jar  was  weH 
covered  up  with  a  very  warm  covering  of  cotton 
wool.  This  covering  (which  was  above  an  inch 
ihick)  reached  from  the  furface  of  the  melting 
Ihow  in  which  the  jay  flood,  quite  to  the  top  of  the 
jar.  The  mouth  of  the  jar  was  firft  covered  with 
a  round  wooden  cover,  (from  the  centre  of  which  a 
thermometer,  the  bulb  of  which  reached  one  inch 
below  the  fin-face  of  the  water,  was  fufpended)  and 
on  the  top  of  this  wooden  coyer  there  was  put 
a  thick  covering  of  cotton. 

In  all  the  Experiments  in  the  following  Table, 
except  the  three  firft,  the  jar  was  expofed  naked  tq 
riie  air,  except  the  lower  part  of  it,  which,  as  I 
have  already  more  than  once  obferved,  wa$  always 
covered,  as  high  as  the  ice  in  thp  jar  reached,  with 
melting  fnow,  or  with  pounded  ice  and  water. 

Xn  the  two  Experiments  No.  37  and  No.  3?, 
which  are  marked  with  afterilks,  the  furface  of  the 
ice  was  covered  with  ice-cbld  water  to  the  depth 
of  0.478  of  an  inch  only  j — in  all  the  other  Expe: 
riments  it  was  covered  to  the  depth  of  0.956  tf 
an  inch. 
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Temperature  of  the 

water  in  the  jar, 

Number 
of  the 

Experi- 
ment. 

1  inch  below  its 
furface, 

Tempera- 
ture of 
the  air. 

Time  the 
water  re- 
mained on 
the  ice. 

Quantity 
of  ice 
melted. 

[n  the  be- 

At the 

1 

ginning  of 

end  of 

1 

the  Exp. 

the  Exp. 

Minutes. 

Graiai. 

No.  34 

1880 

1790 

K 

30 

634 

No.  35 

1890 

1800 

4i° 

3° 

747 

No.  36 

1900 

147° 

< 

180. 

»*3 

No.  37 

4«° 

3*° 

«• 

3° 

592/ 

No.  38 

4«° 

43° 

30 

676* 

No.  39 

186  ? 

>57° 

6i° 

jo 

559 

No.  40 

1880 

156° 

6i° 

30 

575 

No.  41 

1900 

1560 

6i° 

30 

54* 

No*  42 

4*° 

43° 

61 " 

i* 

S73 

No.  43 

< 

44° 

il* 

30 

575 

,  No.  44 

4*° 

3S° 

61 

1*0 

iijt 

The  refults  of  thefe  Experiments  afford  matter  for 
much  curious  fpeculation,  but  I  fliall  content  myfelf 
for  the  preferihwith  making  only  two  or  three  observ- 
ations refpeding  them.  And  in  the  firft  place,  it 
is  remarkable,  that  although  in  the  Experiments 
No.  34  and  No.  35,  of  30  minutes  each,  confide*- 
ably  lefs  ice  was  melted  than  in  that  No.  26,  which 
Jailed  the  fame  time ;  yet,  in  that  No.  36,  of  1  $0 
minutes,  more  was  melted  than  in  that  No.  27,  of 
the  fame  duration.  This  difference  in  the  two 
laft-mentioned  Experiments  will  be  accounted  fyr 
hereafter. 

With  regard  to  the  difference  in  the  refults  *>f 
the  Experiments  of  30  minutes,  there  is  no  doubt 
but  that  it  arofe  from  the  precautions  which  had 

been 
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been  taken  in  this  laft  fct  of  Experiment*  to  prevent 
the  effedt  of  the  violent  motions  into  which  the  hoc 
water  was  thrown  in  being  poured  into  the  jar, 
th#  lefs  ice  was  melted  in  the  Experiments  No.  34 
and  No.  35,  than  in  that  No.  26. 

It  appears  that  more  ice  was  melted  in  the  lame 
time,  in  the  Experiments  in  which  the  jar  was 
covered  up  with  warm  covering,  than  in  thofe 
in  which  i%  was  left  naked  and  expofed  to  the 
air  of  the  room.  The  difference  is  even-  con- 
fidence. The  quantity  melted  in  30  minutes 
when  the  jar  was  covered,  at  a  mean  of  two 
Experiments,  (No.  34  and  No.  35,)  was  690* 
grains ; — but  when  the  jar  was  naked,  the  quan- 
tity at  a  mean  of  three  Experiments  (No.  39, 
No.  40,  and  No.  41)  was  only  5584.  grains. 

The  quantity  of  ice  melted  under  firailar  circum- 
ftancps,— that  is  to  fay,  when  the  jar  was  naked, — 
was  fenftbly  greater  when  the  water  was  at  the 
temperature  of  about  41%  than  when  it  was  nearly 
boiling  hot.     In  the  Experiment  No.  41,  when  th* 
water  which  was  poured  on  the  ice  was  at  the  tem- 
perature of  190  deg.  542  grains  only  of  ice  were 
ijielted  in  30  minuses  j  whereas,  in  the  next  Expe- 
riment, .  (No.  4?,)  when  the  water  was  at  41% 
or  149  degrees  colder,  573  grains  were  melted  in 
.the  fame  time. 

Finding  that  covering  up  the  jar  with  a  thiek  anjl 

warm  covering,  of  cotton  caufed  more  ice  to  be 

\  melted  by  the  hot  water,  I  was  curious  to  fee  what 

efle&s  would  be  produced  by  keeping  the  j^r 

plunged 
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plunged  quite  up  to  its  brim  in  a  mixture  pf  fnonf 
and  water,  inftead  of  merely  furrounding  that  part 
of  it  which  was  occupied  by  the  cake  of  ice  by  jhis 
cold  mixture. 

I  wa$  likewife  defirous  of  finding  out,— and  if 
pofliblje  at  the  fame  time,— whether  water  at  a 
temperature  fomething  above  that  at  which  that 
Fluid  ceafes  to  be  condenfed  with  cold,  would  not 
melt  more  ice  in  any  given  time  than  an  equal 
quantity  of  that  Fluid,  either  colder  or  much  hotter. 
The  refult  of  the  43d  Experiment  had  fliewn  me, 
~ what  indeed  a  very  fimple  computation  would 
have  pointed  out, — namely,  that  when  the  tempe- 
rature of  the  water  is  but  a  few  degrees  above  the 
point  of  freezing,  if  its  quantity  or  depth  is  not 
very  confiderable,  it  will  foon  be  fo  much  cooled 
as  very  fenfibly  to  retard  the  procefs  of  melting  the 
ice :  and  with  refpeft  to  hot  water,  the  increafed 
quantity  of  ice  which  was  melted  by  it  when  the  jar 
was  covered  up  with  a  warm  covering,  convinced 
me  that  the  real  caufe  which  prevented  the  hot 
water  from  melting  as  much  ice  as  the  cold  water, 
in  my  Experiments,  was,  the  embarraffments  in  the 
procefs  of  melting  the  ice,  which  were  occafioned 
by  the  defcending  currents  formed  in  the  hot  water  on 
its  being  cooled  by  the  air  at  its  furface,  and  by 
a  contaft  with  the  fides  of  the  jar. 

Thefe  defcending  currents  meeting  in  the  region 

of  the  conftant   temperature  of  400  with   thofe 

cold  currents  which  afcended  from  the  furface  of 

the  fctej  it  feemi  very  probable  that  the  afcending 

6  currents, 
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currents,— on  the  motion  of  which  the  melting  of 
ice  depends,— were  checked  by  this  collifion. 

By  retarding  the  cooling  of  the  hot  water  above, 
by  wrapping  up  the  jar  in  a  warm  covering,  the 
velocity  of  the  defcending  currents  was  of  courfe 
aiminifhed ; — but  when  this  was  done,  the  refults  of 
the  Experiment  fhowed  that  the  melting  of  the  ice 
was  accelerated* 

When,  the  jar  being  naked,  the  cooling  of  the 
hot  water,  and  confequently  the  motions  of  the 
defcending  currents,  were  rapid,  no  more  than 
about  542  grains,  or  at  moft  575  grains,  were 
melted  in  30  minutes;  but  when  the  jar  was 
covered  with  a  warm  covering,  634  grains,  and  in 
one  Experiment  (that  No.  35)  747  grains,  were 
pelted  in  the  fame  time* 

As  plunging  the  jar  into  a  cold  mixture  of  fnow 
jmd  water  could  not  fail  to  accelerate  the  cooling  of 
the  hot  water  in  the  jar,  and  confequently  to 
jncreafe  the  rapidity  of  the  defcending  currents  in 
it,  ought  not  this  to  embarrafs,  in  an  extraordinary 
degree,  the  afcending  currents  of  ice-cold  water 
from  the  furface  of  the  ice,  and  to  diminifli  the 
quantity  of  ice  melted  ? — This  is  what  the  follow- 
ing Experiments,  compared  with  the  refults  of 
thofe  No.  39,  No.  40,  and  No.  41,  will  (how. 


in  Fluids* 


m 


Number 
of  the 

Experi- 
ment. 


re  mpe  rat  are  of  the 
water  in  the  jar 
i  inch  below  it* 
fur  face, 


In  the  be- 
ginning of 
the  Exp. 


At  the 

end  of 

the  Exp. 


Temperature 
of  the  cold 
mixture  in 
which  the 
jar  was  kept 
plunged  to 
its  brim. 


Time  the 
water  re- 
mained on 
the  ice. 


Quantity 

of  ice 
melted* 


No.  45 
No,  46 

No.  47 
No.  48 
No,  49 


188° 
1860 
1S90 

187° 
188° 


t 


68* 

67° 

68° 

67° 
68° 


I 


3*° 
3*° 

32° 
320 


Minutes. 

30 
30. 

3° 

3<\ 

30 


Mean  quantity  melted  by  hot  water  when  the  jar  was 
kept  plunged  to  i;s  brim  in  melting  ice  and  water, 

Mean  quantity  melted  by  hot  water  in  30  minutes,  ir^ 
the  two  Experiments,  No.  26  and  No.  17,  when  the 
part  of  the  jar  occupied  by  the  water  was  furrounded 
by  air,  at  the  temperature  of  41°, 

'Mean  quantity  melted  by  hot  water  in  30  minutes,  in 

>  the  three  Experiments,  No.  39,  No. 46,  and  Nr.  4 1, 
when  the  part  of  the  jar  occupied  by  the  water  was 
'  furrounded  by  air,  at  the  temperature  of  6i°, 

Mean  quantity  melted  by  hot  water  in  30  minutes,  in 
the  two  Experiments,  No.  34  and  No.  35,  when  the 
part  of  the  jar  occupied  by  the  water  was  kept  covered 
up.  by  a  thick  and  warm  covering  of  cotton, 


Grains. 

406 

44O 

43*v 

35S 

304 


Quantity  of  ice  melted  in  thefe  5  Experiments,     1 997 


Grains. 
399? 


AS6 


55*? 


6904 


As  all  the  Experiments  were  made  in  the  fame 
manner,  and  with  equal  care,  and  differed  only  in  * 
refpeft  to  the  manner  in  which  the  outfide  of  the 
jar,  above  the  furface  of  the  ice  in  it,  was  covered, 
their  refults  fhow  the  effe&s  produced  by  tjiofe 
differences. 

I  fiiould 
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I  (hould  perhaps  have  fufpe&ed  that  the  greater 
quantity  of  ice  which  was  melted  when  the  heat  of 
the  water  in  the  jar  was  confined  for  the  longed 
time  had  been  occafioned,  at  leaft  in  part,  by  the 
Heat  communicated  downwards  by  the  medium  of 
the  glafs ;  but  that  this  could  not  have  been  the 
cafe  was  evident,  not  only  from  the  manner  in 
which  the* ice  was  always  found  to  have  been 
melted,  but  alfo  from  the  refults  of  fimilar  Experi- 
ments made  with  much  colder  water. 

Had  it  been  melted  by  Heat  communicated  by 
the  glafs,  it  would  undoubtedly  have  been  moft 
melted  in  thofe  parts  of  its  furface  where  it  was  in 
contaft  with  the  glafs,  but  this  I  never  once  found 
to  be  the  cafe* 

The  refults  of  the  following  Experiments  will 
(how,— what  indeed  might  eafily  have  been  fore- 
feen, — that  the  temperature  of  the  medium  by 
which  the  upptfr  part  of  the  jar  was  furrounded 
did  not  always  affect  the  refult  of  the  Experiment 
in  the  fame  degree, — nor  even  always  in  the  fame 
manner^ — in  different  Experiments  in  which  the 
temperature  of  the  water  in  the  jar  was  very 
different. 

,  To  facilitate  the  comparifon  of  thefe  Experi- 
ments, and  that  of  the  foregoing,  which  are  fimilar 
to  them,  I  (hall  here  place  them  together. 
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Number 
of  the 
Experi- 
ment. 

Temperature  of  the 
water  in  the  jar, 
1  inch  below  its 
fur  face,             v 

Tempera- 
ture of  the 
medium  by 
which  the 
upper  pare 
of  the  jar 
was  fur- 
' rounded. 

Time  the 
water  re- 
mained on 
the  ice. 

Quantity 
of  ice 
melted. 

In  the  be- 
ginning of 
the  Exp. 

At  the 

end  of 

the  Exp. 

No.  50          410 

No.  37          41  ° 

1  No.  42,  I       4.1° 

36° 

3*° 

I      43° 

3*° 
41° 
6i° 

Grains. 
30 

30 

Minutes. 

59* 
1      570 

It  is  certainly  very  remarkable  indeed  that  fo 
much  more  ice  fhould  be  melted  by  water  at  the 
temperature  of  41°,  when  the  jar  which  contained 
it  was  furrqundecT  by  a  cold  mixture  of  pounded  ice 
and  water,  than  by  an  equal  quantity  of  boiling- 
hot  water  in  the  fame  circumftances.  In  the  Expe- 
riment No.  50,  the  quantity  melted  by  the  cold 
water  was  542  grains,  while  that  melted  by  the 
boiling-hot  water,  taking  the  mean  of  five  Experi- 
ments, (thofe  No.  45,  46,  47,  48,  and  49,)  was 
no  more  than  399!  grains.  But  the  refults  of  the 
four  following  Experiments  are,  if  poffible,  (till 
more  furprifing. 

Thefe  Experiments  were  made  with  water  at  the 
temperature  of  6i°,  the  temperature  of  the  air  of 
the  room  being  at  the  fame  time  6i°;  in  the  two 
firft  of  thefe  Experiments  the  jar  was  kept  plunged 
to  its  brim  in  a  mixture  of  fnow  and  water, — in. 
the  two  laft  its  lower  part  only,— namely,  as  high  as 
the  level  of  the  furface  of  the  ice,-— was  furrounded 

.     ■   ■.'..;..  by 
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by  this  cold  mixture ;  its  upper  part  being  naked; 
and  furrounded  by  the  air  of  the  room. 

In  each  of  the  Experiments,  (as  in  thofe  which 
preceded  them,)  ^before  the  water  was  poured  into 
the  jar,  the  furface  of  the  ice  was  covered  to  the 
height  of  0.956  of  an  inch  with  ice-cold  water,  in 
order  more  effe&ually  to  defend '  it  againft  the 
effe&s  of  the  temporary  motions  into  which  the 
water  employed  to  melt  the  ice  was  unavoidably 
thrown  in  the  performance  of  this  operation  ;  and 
the  fame  quantity  of  water  was  always  ufed  in  the 
different  Experiments,  namely,  73^  ounces  Troy ; 
or  as  much  as  was  fufficient  to  fill  the  jar  to  the 
height  of  8  inches. 


Number 
of  the 

Expert* 
meat. 

Temperature  of  toe 
water  in  the  jar 
1   inch  below  its 
furface, 

Tempera, 
tare  of  the 
medium 
by  which 
the  upper 
part  of- the 
jarwasfur- 
roanded. 

Time  tbe 
water  re- 
mained on 
the  ice. 

Quantity 
of  ice 
melted. 

Tn  the  be- 
ginning of 
the  Exp. 

At  the 

end  of 
the  Exp. 

No.  51 
No.  5a 

No.  53 
No.  54 

6i° 
6i° 

49° 
500 
60  ° 
60 D 

3** 
3*° 
6i° 

6i° 

Minutes. 

3^> 
JO 

30 

3*> 

Grains* 
660 

66a 
642 
650 

Thefe  Experiments  are  remarkable,  not  only  on 
account  of  the  very  fmall  difference  in  the  quan* 
tuies  of  ice  melted,  which  refulted  from  the  cooling 
of  the  fides  of  the  jar,  but  alfo,  and  more  efpecially, 
&  that  difference  was  dire&ly  contrary  to  the 
*flfc<sU.  produced  by  the  fame  mews  in  the  Esper* 
rants  with  hot  water.    More  ice  was  melted  when 
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the  otttfide  of  the  jar  was  kept  ice-cold,  than  when 
It  was  furrounded  by  air  at  the  temperature  of  6i#. 
All  thefe  appearances  might,  I  think,  be  accounted 
for  in  a  fatisfodtory  manner,  on  the  principles  we, 
have  aflumed  refpeftfng  the  manner  in  which  Heat 
is  propagated  in  liquids;  but  without  engaging 
ourfelves  at  prefent  too  far  in  thefe  abftrufe  fpecu- 
lations,  let  us  take  a  retrofpettive  view  of  ail  out 
Experiments,  and  f<?e  what  general  refults  may  with 
certainty  be  drawn  from  them* 

One  of  the  Experiments  in  which  the  greateft 
-quantity  of  ice  was  tpelted  by  hot  water  is  that 
No.  $6,  in  which  3963  grains  were  melted  in  three 
hours,  or  180  minutes.  If  now  from  this  quantity 
we  deduft  that  which,  according  to  the  refults  of 
the  two  preceding  Experiments,  muft  have  been 
,  melted  in  the  firft  30  minutes,  namely,  690^-  gtains, 
there  will  remain  32724.  grains  for  the  quantity 
melted  in  the  laft  150  minutes,  which  gives  654^ 
grains  for  the  quantity  melted  in  30  minutes  in 
the  ordinary  courfe  of  the  Experiment. 

.  This  quantity,  654!  grains,  dedu&ed  from  that 
which  at  a  mean  of  two  Experiments  (thofe  No.  34 
and  No.  35)  was  found  to  be  actually  melted  in  30 
minutes,  namely,  690!  grains,  leaves  36  grains  for 
the  quantity  which  in  thefe  two  Experiments  was 
melted  in  confequence  of  the  temporary  motions 
into  which  the  hot  water  was  thrown  in  the  opera- 
tion of  pouring  it  into  the  jar.  The  difference 
between  thefe  two  quantities  (=36  grains)  is  very 
inconfiderable,  and  Hiows  that  the  means  ufed  for 

vol.  u.  u  diminishing 
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diminUhing  the  effeAs  produced  by  thofc  motion* 
bad  been  very  efficacious. 

As  the  refults  of  the  three  Experiments  No.  3^ 
No.  35,  and  No*  36,  were  exceedingly  regular 
and  fatisfeftory, — as  the  Heat  of  the  water  appears 
to  have  been  fo  completely  confined  by  the  warm 
covering  which  furrounded  the  jar,  and  as  the 
procefc  of  melting  the  ice  went  on  regularly  or 
equally  for  fo  great  a  length  of  time  (three  hours) 
in  the  36th  Experiment,  we  may  venture  to  coo* 
elude  that  more  ice  could  not  poifibly  have  been 
melted  by  boiling-hot  vrztcr—ftanding  971  //—than 
was  melted  in  thefe  Experiments. 

Thi*  quantity  was  found  to  be  at  the  rate  of 
^54i  grains  in  30  minutes. 

But  as  in  thefe  three  Experiments  extraordinary 
means  were  ufed,  by  which  an  uncommonly  large 
quantity  of  ke  was  melted,  they  cannot  be  con* 
fidered  as  fimilar  to  thofe  which  were  made  vnth 
.cold  water,  and  confequently  cannot  with  propriety 
be  compared  with  them. 

When  the  Experiments  were  fimilar,  the  mean 
refults  of  thofc  which  were  made  with  water  »! 
different  temperatures  were  as  follows : 


in 


find*. 


*n 


melted 

io  y> 

minutes. 


In  the  Experiments  in 
which  the  part  of  the  jar 
which  was  occupied  by  . 
the  water  was  expofed 
uncovered  to  the  air  at 
the  temperature  of  6i° 


In  the  Experiments  ih 
which  the  part  of  the  jar 
which  was  occupied  ^by 
the  water  was  far  round- 


ed by  pounded  ice  and 
water,  and  confequently 
was  at  the  temperature 


With  boiling-hot  water 
(Experiments  No.  39 
40,  and  41) 

With  water  at  the  tem- 
perature 
perimehts 
No.  54) 

With  water  at  the  tern 
pcrature  of  4t°  (Ex- 
periments No.  42  and 

.    No.  43) 

rWith   boiling-hot  water, 
(Experiments   No- 
46,  47,  48,  and  49) 

With  water 
perature 
perinients 
No.  52} 

With  water  at  the  tem 


of 


3^ 


L     periment  No.  50) 


r  at  the  tern-*) 

of  6i°  (Ex-  \ 

r  No.  53  and  I 

\ 

water,  ~l 

in 

it  at  the  tern-} 

of  6i°  (Ex A 

r-  No.  51  a*dt 


Grains. 


si*! 


646 


574 


399f 


661 


perature  of   +\*' (Ex*  \\    542 


From  the  refults  of  'all  thefe  Experiments  we ' 
may  certainly  venture  to  conclude,  that  boiling-hot 
water  is  not  capable  of  melting  more  ice  when 
Jianding  on  its  furface>  than  an  equal  quantity  of 
water  at  the  temperature  of  41%  or  when  it  is  only 
nine  degrees  above  the  temperature  of  freezing  ! 

This  fa&  will,  I  flatter  myfelf,  be  considered 
as  affording  the  mqft  unqueftionable  proof  that 
could  well  be  imagined,  that  water  is  a  perfect  non* 
conductor  of  Heat,  and  that  Heat  is  propagated  in 
it  only  in  confequence  of  the  motions  which  the 

v  2  Heat 
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Heat  occafions  in  the  infulated  and  folitary  particles 
of  that  fluid*. 

The  difcovery  of  this  feft  opens  to  our  view  one 
(  of  the  mod  inrerefting  fcenes  in  the  economy  of 
Nature  :— but  in  order  to  prepare  our  minds  for 
the  contemplation  of  it,  it  will  be  not  amifs  to  re- 
frefli  our  memory  by  recapitulating  what  has  al- 
ready been  faid  on  the  Propagation  of  Heat  in 
Fluids,  and  particularly  in  water ;  and  adding  fuch 
occafional  obfervations  as  may  tend  to  elucidate 
that  abftrufe  fubjed. 

Thofe  who  enter  into  the  fpirit  of  thefe  invefti- 
gations  will  not  confider  thefe  repetitions  and  illuf- 
trations  as  either  fuperfluous  or  tirefome. 

*  The  infight  which  this  difcovery  gives  ut  in  regard  to  the  nature 
of  the  imchanical  ptocefs  which  takes  place  in  chemical  (blations  is 
too  evident  to  require  illuftration  j— and  it  appears  to  me  that  it  will 
enable  us  to  account  in  8  fatisfafiortly  manner  for  alt  the  various 
phenomena  of  chemical  affinities  and  vegetation.  Perhapt  all  the 
motions  among  inanimate  bodies  on  the  furface  of  the  glob*  may  be 
traced  to  the  fame  caufe,— namely,  to  the  non-condu&ing,  power  t* 
Fluids  with  regard  to  Heet. 


in  Fluids.  2U1 


CHAP.   III. 

Recapitulation,  and  farther  InveJHgation  of  the  Sub* 
jeft. — All  Bodies  are  condenfed  by  Cold,  without 
Limitation,  Water  only  excepted.— Won*' 
derful  EffeSs  produced  in  the  World  in  confequence 
of  the  particular  Law  which  obtains  in  the  Con* 
denfation  of  Water. — This  Exception  to  one  of  the 
moji  general  Laws  of  Nature  is  ajlriking  Proof  of 
Contrivance    in    the    Arrangement  ,  of    the 

„  Univer/e;  a  Proof  which  comes  home  to  the  Feel* 
ings  of  every  ingenuous  and  grateful  Mind.*~Tbis 
particular  Law  does  not  obtain  in  the  Condenfation 
of  Salt-Water. — Final  Caufe  of  the  Saltnefs  if 
the  Sea>—The  Ocean  probably  dejigned  by  the 
Creator  to  ferve  as  an  Equalizer  of  Heat— Could 
not  have  anfwered  that  Purpofe  had  its  Waters 
beenfrejh. — Final  caufes  of  the  Frefhnefs  of  Lakes 
and  inland  Seas  in  high  Latitudes.— Ufefulnefs  of 
thefe  Speculations. 

A  s  the  immediate  caufe  of  the  motions  in  a  liquid, 
•  which  take  place  on  its  undergoing  a  change 
of  temperature,  is  evidently  the  change  in  the 
fpecific  gravity  of  thofe  particles  of  the  liquid 
which  become  either  hotter  or  colder  than  the  reft 
of  the  mafs  ;  and  as  the  fpecific  gravities  of  fome 
liquids  are  much  more  chaqged  by  any  given 
change  of  temperature  than  that  of  others,  ought 

u  3  not 
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not  this  circumftance  (independent  of  the  more  or 
left  perfeft  fluidity  of  the  liquid)  to  make  a  feixfiblc 
difference  in  the  conducting  power  of  liquids  ? 

The  more  a  liquid  it  expanded  by  any  given 
change  of  temperature,  the  more  rapid  will  be  the 
afcent  of  the  particles  which  firft  receive  the  Heat ; 
and  *  as  thefe  are  immediately  replaced  by  other 
colder  particles,  which,  in  their  turns,  come  to 
be  heated,  this  muft  of  courfe  produce  a  rapid 
communication  of  Heat  from  the  hot  body  to  the 
liquid. 

But  when,  on  the  other  hand,  thefpecific  gravity 
of  a  liquid  is  but  little  changed  by  any  given  change 
of  temperature,  the  motions  among  the  particles  of 
the  liquid  occafioned  by  this  change  muft  be  very 
fluggifh,  and  the  communication  of  Heat  of  courfe 
very  flow. 

Let  us  flop  here,  for  one  moment,  juft  tqaflc 
purfelves  a  very  interefting  queftion.  Suppofe  that 
in  the  general  arrangement  of  things  it  had  been 
neceffary  to  contrive  matters  fo  that  water  fliould 
not  freeze  in  winter ,— or  that  it  fhould  not  freeze 
$ut  with  the  greate/i  difficulty  ;•*— very  flowly ;  and 
%n  the  Jhialleji  quantity  foffible; — How  could  this, 
have  been  mod  readily  effected  ?— 

Thofe  who  are  acquainted  with  the  law  of  the 
condenfation  of  Water  on  parting  with  its  Heat 
have  already  anticipated  me  in  thefe  fpeculations ; 
and  it  does  not  appear  to  me  that  there  is  any 
thing  which  human  fegacity  can  fathom, .  withia 
the  wideTextended  bounds  of  the  vifibie  creation, 
which  affords  a  more  ftriking,  or  more  palpable 

proof 
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proof  6f  the  tfifdom  of  the  Creator,  and  of  the 
fpecial  care  he  has  taken  in  the  general  -arrange- 
jnent  of  the  univerfe  to  preferve  animal  life,  than 
this  wonderful  contrivance; — for  though  the 
extenfivenefc  and  immutability  of  the  general 
laws  of  Nature  imprefs  bur  minds  with  awe  and 
reverence  for  the  Creator  of  the  univerfe,  yet, 
exceptions  to  thofe  laws,  or  particular  modifications 
of  them,  from  which  we  are'  able  to  trace  effefts 
.evidently  falutary,  or  advantageous  to  ourfelves 
and  our  fellow-creatures,  afford  (till  more  ftriking 
proofs  of  contrivance,  and  ought  certainly  to 
awaken  in  us  the  mod  lively  fentiments  of  admira- 
tion, love,  and  gratitude. 

Though,  in  temperatures  above  blood-heat,  the 
expanfion  of  water  with  Heat  is  very  confiderable, 
yet,  in  the  neighbourhood  of  the  freezing  point  it  v 
almoft  nothing,  And  what  is  ftill  more  remarkable, 
—as  it  is  an  exception  to  one  of  the  mod  general 
laws  of  Nature  with  which  we  are  acquainted,-** 
when,  in  cooling,  it  comes  within  eight  or  nine  de» 
grees  of  Fahrenheit's  ifcale  of  the  freezing  point, 
inftead  of  going  on  to  be  farther  condenfed  as  h 
lofes  more  of  its  Heat,  it  afiualty  expands,  as  it 
grows  colder,  and  continues  to  expand  more  and 
more,  as  it  is  more  cooled. 

If  the  whole  amount  of  the  condensation  of 
any  given  quantity  of  boiling-hot  water,  on  being 
cooled  to  the  point  of  freezing,  be  divided  into  any 
given  number  of  equal  parts,  the  condenfations 
correfponding  to  equal  changes  of  temperature  will 
t>e  very  unequal  in  different  temperatures. 

*  U4  In 
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In  cooling  22 i  degrees  of  Fahrenheit's  fealty 
(or  one-eighth  part  of  the  interval  between  the 
boiling  and  the  freezing  points,)  the  eondenfation 
will  be, 


Id  cooling  ta}° 

vi*. 

from 

*n° 

to 

»89*- 

• 

18     part* 

189*° 

— 

167* 

- 

16.2 

1670 

— 

»44f 

- 

13.8 

«44*° 

— 

Hi' 

- 

11.5 

1*1° 

— 

99** 

• 

9-3 

99*° 

— 

77° 

• 

7-* 

77? 

— 

54*° 

- 

39 

S4f° 

— 

3*° 

- 

0.2 

Hence  it  appears  that  the  eondenfation  of  water, 
or  increafe  of  its  fpecific  gravity  in  being  cooled 
a  2  $  degrees  of  Fahrenheit's  fcale,  is  at  lead:  ninety 
times  greater  when  the  water  is  boiling-hot,  than 
when  it  is  at  the  mean  temperature  of  the  atv- 
mofphere  in  England  (54?°),  or  within  22  £  degrees 
of  freezing— {for  18  is  to  0.2  as  90  to  1). 

All  liquids,  it  is  true,  in  cooling,  are  more  eon- 
denfed  by  any  given  change  of  temperature  when 
they  are  very  hot,  than  when  they  are  colder  ;  but 
thefe  differences  are  nothing  compared  to  thofe  we 
obferve  in  water. 

The  ratio  of  the  condenfarion  in  cooling  from 
2129  to  189!°  to  that  in  cooling  from  54!°  to  320' 
in  each  of  the  under-mentioned  fluids,  has  been 
fhown,  by  the  Experiments  of  M.  de  Luc,  to  be 

as  follows  ! 

Olive  oi!  '      -  as  i-j^fc  to  1 

Strong  fpirits  of  wine         -  as  iT\9^  to  1 

A  faturated  foliation  of  fca-  1  A'.,8   ... 

fait  in  water         -  \  as 'tc*  to  1 

Pure  water  *  -        as  90     to  1 

The 
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The  difference  between  the  laws,  of  the  con* 
denfation  of  pure  water,  and  of  the  fame  fluid  when 
it  holds  in  folution  a  portion  of  fait,  is  ftriking ; 
but  when  we  trace  the  effects  which  are  produced 
in  the  world  by  that  arrangement,  we  fhall  be  loft; 
in  wonder  and  admiration. 

Let  me  beg  the  attention  of  my  reader  while  I 
endeavour  to  inveftigate  this  mod  interefting  fub~ 
jedt,  and  let  me  at  the  fame  time  befpeak  his 
candour  and  indulgence.  I  feel  the  danger  to 
which  a  mortal  expofes  himfelf  who  has  the 
temerity  to  undertake  to  explain  the  defigns  of 
Infinite  Wifdom. — The  enterprife  is  adventurous, 
but  it  cannot  furely  be  improper. 

The  wonderful  fimplicity  of  the  means  employed 
by  the  Creator  of  the  world  to  produce  the  changes 
xfi  the  feafons,  with  all  the  innumerable  advantages 
to  the  inhabitants  of  the  earth,  which  flow  from 
them,  cannot  fail  to  make  &  very  deep  and  a 
iaftingf  impreflion  on  every  human  being  whofe 
mind  is  not  degraded,  and  quite  callous  to  every 
ingenuous  and  noble  fentiment:  but  the  farther 
we  purfue  our  inquiries  refpe&ing  the  conftitution 
of  the  univerfe,  and  the  more  attentively  we  exa- 
mine the  efffefts  produced  by  the  various  modifi- 
cations bf  the  aftive  powers  which  we  perceive, 
the  more  we  fliall  be  difpofed  to  admire,  adore, 
and  love  that  great  Firft  Caufe  which  brought  all 
things  into  exiftence. 

Though  winter  and  fummer,  fpring  and  au- 
tumn, and  all  the  variety  of  the  feafons,  are  pro- 
duced in  a  manner  at  the  fame  time  the  moft 

fimple  ^ 
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fimple  and  the  ihoft*  ftupendous  (by  the  inclina, 
tion  of  the  axis  of  the  earth  to  the  plane  of  die 
ecliptic);    yet  this  mechanical  contrivance  alone 
would  not  have  been  fufficient  (as  I  (hall  endeavour 
to  (how)  to  produce  that  gradual  chahge  of  tempe* 
rature  in  the  various  climates  which  we  find  to 
exift,  and   which   doubtlefs  is  indifpenfably  ne- 
ceffary  to  the  prefervation  of  animal  and  vegetable 
life- 

Though  change  of  temperature  feems  neceflary 
to  the  growth  and  perfe&ion  of  moft  vegetables, 
yet  thefe  changes  muft  be  within  certain  limits. 
Some  plants  can  fupport  greater  changes  of  tempe- 
rature than  others,  but  the  extremes  of  Heat  and  of 
Cold  are  alike  fatal  to  all. 

As  the  rays  of  the  fun  ?re  the  immediate  caufe 
of  the  Heat  on  the  furface  of  the  globe,  and  as 
the  length  of  the  days  in  high  latitudes  is  fo  very 
different  in  fummer  and  in  winter,  it  is  evident 
that,  in  order  to  render  thofe  regions  habitable, 
fome  contrivance  was  neceflary  to  prevent  the 
confequences  which  this  great  inequality  of  the 
Heat  generated  by  the  fun  in  fummer  and  in  winter 
would  naturally  tend  to  produce ;  or,  in  other 
words,  to  equalize  the  Heat,  and  moderate  its 
extremes  in  thefe  two  feafons. 

Let  us  fee  how  far  Water  is  concerned  in  this 
operation,  and  then  let  us  examine  how  far 
the  remarkable  law  which  has  been  found  to  ob- 
tain in  its.  condensation  by  cold,  tends  to '  ren« 
der  it  well  adapted  to  anfwer  that  mod  important 
purjKofe* 

The 
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The  vaft  extent  of  the  ocean,  and  its  great 
depth,— but  ftill  more  its  numerous  currents,  and 
the  power  of  water  to  abfcrb  a  vaft  quantity  of 
Heat,  render  it  peculiarly  well  adapted  to  ferve  as 
an  equalizer  of  Heat* 

On  the  retreat  of  the  fun  after  the  fblftice,  it  i$ 
tlofely  followed  by  the  cold  winds  from  the  regions 
of  eternal  froft,  which  are  continually  endeavour* 
ing  to  prefs  in  towards  the  equator.  As  the 
power  of  the  fun  to  warm  the  furface  of  the  earth 
and  the  air  diminiffies  very  feft  in  high  latitudes 
on  the  days  growing  fhorter,  it  foon  becomes  tod 
weak  to  keep  back  the  denfe  atmofphere  which 
preffes  on  from  the  polar  regions,  and  the  cold 
increafes  very  faft. 

There  is,  however,  a  circumftance  by  which  thefe 
rapid  advances  of  winter  are  in  fome  meafure  mo- 
derated.    The  earth,  but  more  efpecially  the  water, 
having  imbibed  a  vaft  quantity  of  Heat  during  the 
long  fummer  days,  while  they  received  the  inflii* 
ence  of  the  fun's  vivifying  beams  ;  this  Heat,  being 
given  off  to  the  cold  air  which  rufhes  in  from  the 
polar  region, '  ferves  to  warm  it  and  foften  it,  and 
confequently  to  diminifh  the  impetuofity  of  it* 
motion,  and  take  off  the  keennefs  of  its  blafh 
But  as  the  cold  air  ftill  continues  to  flow  in  as  the 
fun  retires,  the  accumulated  Heat  of  fummer  is  foon 
exhaufted;     and   all  folid   and  fluid  bodies   are 
reduced  to  the  temperature  of  freezing  water. ,  In 
this  ftage  the  cold  in  the  atmofphere  increafes  very 
faft,  and  would  probably  increafe  ftill  fafter,  were 
\t  not  foiuhe  vaft  quantity  of  Heat  which  is  com-* 

municated 
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municated  to  the  air  by  the  watery  vapours,  which 
are  firft  condenfed,  and  then  congealed,  in  the 
atmofphere,  and  which  afterwards  fall  upon  the 
earth  in  the  form  of  fhow ;  and  by  that  ftill  larger 
quantity  which  is  given  off  by  the  water  in  the  rivers 
and  lakes,  and  in  the  ground,  upon  its  being  frozen. 

But  in  very  cold  countries,  the  ground  is  frozen 
and  covered  with  fhow,  and  all  the  lakes  and  rivers 
are  frozen  over  in  the  very  beginning  of  winter* 
The  cold  then  firft  begins  to  be  extreme,  and  there 
appears  to  be  no  fource  of  Heat  left,  which  is  fuf- 
ficient  to  moderate  it  in  any  fenfible  degree. 

Let  us  fee  what  mull  have  happened  if  things 
had  been  left  to  what  might  be  called  their  natural 
courfe  /—if  the  condenfation  of  water  on  being 
deprived  of  its  Heat  had  followed  the  law  which 
we  find  obtains  in  other  fluids,  and  even  in  water 
itfelf  in  fome  cafes ;  namely,  when  it  is  mixed 
with  certain  bodies. 

Had  not  Providence  interfered  on  this  occafion 
in  a  manner  which  may  well  be  confidered  as  mi- 
racuIous9—il\  the  frefli  water  within  the  polar 
circle  muft  inevitably  have  been^frozen  to  a  very 
great  depth  in  one  winter,  and  every  plant  and 
tree  deftroyed ;  and  it  is  more  than  probable,  that 
the  regions  of  eternal  froft  would  have  fpread  on 
every  fide  from  the  poles,  and,  advancing  towards 
the  equator,  would  have  extended  its  dreary  and  foli- 
tary  reign  over  a  great  part  of  what  are  now  the  moft 
fertile  and  moft  inhabited  climates  of  the  world ! 

In  latitudes  where  now  the  return  of  fpringis  ' 
hailed  by  the  voice  of  gladnefs,— where  the  earth 

decks 
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decks  herfelf  in  her  gayeft  attire ;  and  trillions  of 
living  beings  pour  forth  their  fongs  of  joy  and 
gladnefs,  nothing  would  have  been  heard  but  the 
whiftling  of  the  rude  winds,— and  nothing  feen 
but  ice  and  fnow,  and  flying  clouds  charged  with 
wintry  tempefts. 

Let  us,  with  becoming  diffidence  and  awe,  en- 
deavour to  fee  what  the  means  are  which  have 
been  employed  by  an  almighty  and  benevolent 
God  to  protect  his  fair  creation. 

As  nourilhment,  and  life,  are  conveyed  to  all 
living  creatures  through  the  medium  of  water; 
—liquid,— living  water  j — to  preferve  life,  it  was 
abfolutely  neceflary  to  preferve  a  great  quantity  of 
water  in  a  fluid  (late,  in  winter  as  well  as  in 
fummer. 

But  in  cold  climates  the  temperature  of  the 
atmofphere,  during  many  months  in  the  year,  is  fo 
much  below  the  freezing  point,  that,  had  npt  mea- 
fures  been  taken  to  prevent  fo  fatal  an  accident,  all 
the  water  muft  inevitably  have  been  changed  to  ice, 
which  would  infallibly "have  caufed  the  deftru&ion 
of  every  living  thing. 

Extraordinary  meafures  were  therefore  neceflary 
for  preferving  in  a  liquid  ftate  as  much  of  the  water 
exifting  in  thofe  climates  as  is  indefpenfably  neceflary 
for  the  prdervation  of  vegetable  and  animal  life  j 
and  this  could  only  be  done  by  contriving  matters 
fo  as  to  prevent  this  water  from  parting  with  its 
Heat  to  the  cold  atmofphere* 
,  It  has  been  Ihown,— I  believe  I  may  venture  to 
lay,  frovedj—iiL.  the  molt  fatisfa&ory  manner,-— 

that 
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that  liquids  part  with  their  Heat  only  in  cote 
fcquence  of  their  internal  motions ;— • and  that 
the  more  rapid  thefe  motions  are,  the  more  rapid 
is  the  communication  of  the  Heat;— that  thefe 
motions  are  produced  by  the  change  in  the 
fpecific  gravity  of  the  liquid*  occafioned  by  the 
change  of  temperature,— ~and  of  courfe  that  they 
are  more  rapid,  a?  the  fpecific  gravity  of  the 
liquid  is  the  more  changed  by  any  given  change 
of  temperature. 

But  it  has  been  frown  that  the  change  in  the 
fpecific  gravity  of  water  is  extremely  fmall,  which 
takes  place  in  any  given  change  of  temperature* 
below  the  mean  temperature  of  the  atmofphere  ;  and 
particularly  when  the  temperature  of  the  water  is 
very  near  the  freezing  point ;  and  hence  it  follows, 
that  water  muft  give  off  its  Heat  very  Jlcwty.  when 
it  is  near  freezing. 

But  this  is  not  all.  There  is  a  ftill  mote  extra* 
ordinary >  and  in  its  confequences  more  wonderful, 
circumftance  which  remains  to  be  noticed*  When 
water  is  cooled  to  within  eight  of  nine  degrees  of 
the  freezing  point,  it  not  only  ceafes  to  be  farther 
condenfed,  but  is  adually  expanded  by  farther 
diminutions  of  its  Heat ;  and  this  expanfian  goes 
on  as  the  Heat  is  diminilhed,  as  long  as  the  water 
can  be  kept  fluid  ;  and  when  it  is  changed  to  ice, 
it  expands  even  ftill  more,  and  the  ice  floats  on  the 
furfaceofthe  uncongealed  part  of  the  Fluid. 

Let  us  fee  how  very  powerfully  this  wonderfid 
contrivance  tends  to  retard  the  cooling  of  water 
when  it  is  expofed  in  a  cold  atmofphere. 

It 
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*  It  is  well  known  that  there  is  fid  communication 
cf  Heat  between  two  bodies  as  long  as  they  are 
both  at!  the  fame  temperature  ;  and  it  is  likewife 
known  that  the  tendency  of  Heat  to  pafs  from  a 
hot  body  into  one  which  is  colder,  with  which  it  is 
in  contaft,  is  greater,  as  the  difference  is  greater  in 
the  temperatures  of  the  two  bodies. 

Suppofe  now  that  a  mafs  of  very  cold  air  repofes 
qn  the  quiet  furface  of  a  large  lake  of  frefli  water, 
al  the  temperature  of  550  of  Fahrenheit's  ther- 
mometer. The  particles  of  water  at  the  furface* 
on  giving  off  a  part  of  their  Heat  to  the  cold  air 
with  which  they  are  in  contact,  and  in  confequence 
of  this  lofs  of  Heat  becoming  fpecificaljy  heavier 
than  thofe  hotter  particles  on  which  they  repofe, 
mull  of  courfe  defcend.  This  defcent  of  the  parti- 
cles which  have  been  cooled  neceffarily  forces  other 
hotter  particles  to  the  furface,  and  thefe  being 
cooled  in  their  turns  bend  their  courfe  downwards  ; 
and  the  whole  mafs  of  water  is  put  into  motion, 
and  continues  in  motion  as  long  as  the  procefs  of 
cooling  goes  on. 

Before  I  proceed  to  trace  this  operation  through 
all  its  various  ftages,  I  muft  endeavour  to  remove 
an  obje&ion  which  may  perhaps  be  made  to  toy 
explanation  of  this  phenomenon.     As  I  have  fup- 
.pofed  the  mafs  of  air  which  refts  .on  the  furface  of 
the  water  to  be  very  cold,  and  as  I  have  taken  it 
for  granted  that  there  is  no  communication  what- 
ever of  Heat  between  the  particles  of  water  in 
contaft  with  this  very  cold  air,  and  the  neighbour. 
ing  warirter  particles  of  water,  it  may  be  ^iked, 
9  how 
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how  it  happens  that  thefe  particles  at  the  furface  toe 
not  fo  much  cooled  as  to  be  immediately  changed 
to  ice  ?  To  this  I  anfwer,  that  there  are  two  caufes 
which  confpire  to  prevent  the  immediate  formation 
of  ice  at  the  furface  of  the  water :  Firjty  the  fpe* 
cific  gravity  of  the  particle  of  water  at  the  furface 
being  increafed  at  the  fame  moment  when  it  parts 
with  Heat,  it  begins  to  defcend  as  foon  as  it  begins 
to  be  cooled ;  and  before  the  air  has  had  time  to 
rob  it  of  all  its  Heat,  it  efcapes  and  gets  out  of  its 
reach  :  And  fecondly,  air  being  a  bad  conductor  of 
Heat,  it  cannot  receive  and  tranfmit  or  tranfport  it 
with  fufficient  celerity  to  cool  the  furface  of  water 
fo  fuddenly  as  to  embarrafs  the  motions  of  the 
particles  of  that  liquid  in  the  operation  of  giving 
it  off. 

But  to  return  to  our  lake :  As  foon  as  the  water 
in  cooling  has  arrived  at  the  temperature  of  about 
400,  as  at  that  temperature  it  ceafes  to  be  farther 
condenfed,  its  internal  motion  ceafes ;  and  thofe  of 
its  particles  which  happen  to  be  at  its  furface  remain 
there;  and  after  being  cooled  down  to  the  freezing 
point,  they  give  off  their  latent  Heat,  and  ice  begins 
to  be  formed. 

As  foon  as  the  furface  of  the  water  is  covered  with 
ice,  the  communication  of  Heat  from  the  water 
to  the  atmofphere  is  rendered  extremely  flow  and 
difficult ;  for  ice  being  a  bad  conductor  of  Heat  forms 
a  very  warm  covering  to  the  water,— and  more- 
over it  prevents  the  water  from  being  agitated  by  the 
wind.  Farther,  as  the  temperature  of  the  ice  at 
its  lower  furface  is  always  very  nearly  the  fame  as 
«.     .  that 
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that  of  the  particles  of  liquid  water  with  which  ini 
In  contad,  (the  warmer  particles  of  this  Fluid,  in\ 
confequence  of  their  greater  fpecific  gravity,  taking    \ 
their  places  below,)  the  communication  of  Heat 
between  the  water  and  the  ice  is  neceflarily  very 
flow  on  that  account. 

As  foon  as  the  upper  furface  of  the  ice  is  covered 
With  fnow,  (which  commonly  happens  foon  after 
the  ice  is  formed)  this  is  an  additional,  and  very 
powerful  obftacle  to  prevent  the  efcape  of  the  Heat 
out  of  the  water :  and  though  the  moft  inteiife 
cold  may  reign  in  the  atmofphere,  theincreafe  of 
the  thicknefs  of  the  ice  will  be  very  flow; 

During  this  time,  the  mafs  of  water  which  re- 
mains unfrozen  will  lofe  no  patt  of  its  Heat ;  on 
the  contrary,  it  will  continually  be  receiving  Heat 
from  the  ground.  This  Heat,  which  is  accumu- 
lated in  the  earth  during  the  fummef,  will  not  only 
ferve,  in  fome  meafure,  to  replace  that  which  is 
communicated  to  the  atmofphere  through  the  ice, 
and  prevent  its  being  furnifhed  at  the  expence  of 
the  latent  Heat  of  the  water  in  contaft  with  its 
furface,  but,  when  the  temperature  of  the  air  is  not 
much  below  that  of  freezing,  this  fupply  of  Heat 
from  below  will  be  quite  fufficient  to  replace  that 
which  the  air  carries  off;  and  the  thicknefs  of  the 
ice  will  not  increafe. 

Whenever  the  temperature  of  the  air  is*  not 
a&ually  colder  than  freezing  water,  the  Heat  which 
rifes  from  the  bottom  of  the  lake  will  be  all  em- 
ployed in  melting  the  ice  at  its  under  furface,  and 
diminiflung  its  thick&efs.  - 
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Vd  happen,  when  the  ice  is  vetf 

Vrially  when  its  upper  furface   is 

\ep  fnow,  that  the  melting  of  the 

\rface  may  be  going  on,  when  the 

-  ^are  of  the  atmofphere  is  confiderably  be- 

*low  the  freezing  point. 

As  the  particles  of  water  which,  receiving  Heat 
from  the  ground  at  the  bottom  of  the  lake,  acquire 
a  higher  temperature  than  that  of  400,  and  being 
expanded,  and  becoming  fpecifically  lighter  by  this 
additional  Heat,  rife  up  to  the  upper  furface  of  the 
fluid  water,  and  give  off  their  fenfible  Heat  to  the 
under  furface  of  the  ice,  never  return  to  the 
bottom,  this  communication  of  the  Heat  which 
exhales  from  the  earth  produces  very  little  motion 
in  the  mafs  of  the  water  ;  and  this  circumftance  is, 
no  doubt,  very  favourable  to  the  prefervation  of  the 
Heat  of  the  water* 

When  a  ftrong  wihd  prevails,  and  the  furface  of 
the  water  is  much  agitated,  ice  is  not  formed, 
even  though  the  whole  mafs  of  water  fhould,  by  a 
long  continuance  of  cold  weather,  have  been  pre- 
vioufly  cooled  down  to  that  point  to  which  it  is 
neceflary  that  it  (hould  be  brought,  in  order  that 
its  internal  motions  may  ceafe,  and  it  may  be  dif- 
pofed  to  congeal ;  for  though  the  particles  at  and 
near  the  furface  may  no  longer  have  any  tendency 
to  defcend,  on  being  farther  cooled,  yet,  as  they 
have  fo  confiderable  a  quantity  of  fenfible  Heat 
(eight  or  ten  degrees)  to  difpofe  of,  after  their 
condenfation  with  cold  ceafes,  and  as  the  agitation 
into  which  the  water  is  thrown  by  the  wind  does 

not 
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jv  iitot  permit  any  particle  to  remain  long  enough  in 

t  tontatt  with  the  cold  air  to  give  off  all  its  Heat  at 

I  once,  there  is  a  continual  fiicceflion  of  frefli  para- 

ge cles  at  the  furface,  all  of  which  give  off  Heat 

I,  to  the  air;  but  none  of  them  have,  time  to  be 

cooled  fufficiently  to  be  difpofed  to  form  ice.     The 
,j  water  will  lofe  a  vail  quantity  of  Heat,  and  as  foon 

as  the  wind  ceafes,  if  the  cold  fhould  continue,  icg 
will  be  formed  very  rapidly,  % 

But  it  is  not  merely  the  agitation  of  the  water 
which  renders  the  communication  of  the  Heat  verjf 
rapid,  the  agitation  of  the  wind  alfo  tends  to  pro- 
duce the  fame  effeft. 
I  On  the  return  of  fpring,  the  fnow  melting  be* 

fore  the  fun  as  he  advances  and  his  rays  become 
more  powerful*    all  the   Heat  \hieh  the   earth 


i 


t 

,,  exhales  is  employed,  in  diffolving  the  ice  at  its 

under  ftirfacfe',  while  the  fun  onj  the  other  fide 
ads  ftill  more  powerfully  to  produce  the  fame 
effeft. 

Though  ice  is  tranfparent,  yet  it  is  not  perf<?£Uy 
fo ;  and  as  the  light  which  is  flopped  in  its  paffage 
through  it  cannot  fail  to  generate  Heat  when  and 
where  it  is  (lopped,  or  abforbed,  it  is  by  no  means 
furprifing  that  fnow  fhould  be  found  to  melt  when 
expofed  in  the  fun's  rays,  even  when  the  temper- 
ature of  the  air  in  the  fhade  is  confiderably  below 
the  point  of  freezing.  Snow  expofed  tathe  jun 
melts  long  before  the  even  furface  of  ice  begins  to 
be  fenfibly  foftened  by  its  beams,  and  it  is  not  till 
x  2  ferae 
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fome  time  after  all  the  hills  are  bare  that  the  ice 
on  the  lakes  and  rivers  breaks  up. 

The  rays  which  penetrate  a  bank  of  fnow  being 
often  reflected  and  refraded,  defcend  deep  into  it, 
and  the  Heat  is  depofited  in  a  place  where  it  is  not 
expofed  to  be  carried  off  by  the  cold  air  of  the  at- 
inofphere ;  but  the  rays  which  fall  upon  the  hori- 
zontal and  fmooth  furface  of  ice,  are  moftiy 
reflected  upwards  into  the  atmofphere ;  and  if  any 
part  of  them  are  flopped  at  the  furface  of  the  ice, 
the  Heat  generated  by  them  there  is  inftantane* 
oufly  carried  off  by  the  cold  air,  and  a  particle  of 
water  is  no  fooner  made  fluid  than  it  is  again 
frozen. 

Hence  we  fee  that  the  fnow  which  in  cold 
countries  covers  the  ice  that  is  formed  on  the  fur- 
face  of  frefli  water,  not  only  prevents  the  Heat  ci 
the  tfater  from  being  carried  off  by  the  air,  during 
the  winter,  but  alfo  affifts  very  powerfully  in  thaw- 
ing the  ice  early  in  the  fpring. 

Should  the  waters  of  a  lake  be  fo  deep,  or  fo 
imperfe&ly  tranfparent,  as  to  intercept  a  great  pro- 
portion of  rays  of  the  fun  before  they  reach  the 
bottom,  in  that  cafe,  the  temperature  of  the  water 
;at  the  bottom  of  the  lake  will  be  nearly  the  fame  all 
the  year  round;  and  in  countries  where  there  is  at} 
froft  in  winter,  and  particularly  in  thofe  lakes 
which  Be  near  high  mountains,  and  are  fed  by 
torrents  which  proceed  from  Glaciers  y  and  melting 
fnow,  this  confiant  temperature  at  the  bottom  can 

never 
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never  be  much  above  or  below-  4i*R  whatever 
may  be  the  heat  to  which  the  fur/ace  of  the  lake 
is  expofed  in  fummer,  or  however  long  and  in- 
tensely hot  the  fummer  may  be*. 

Let  us  now  fee  what  'the  confequences  would 
have  been,  had  the  condenfation  of  water  with  cold 
followed  the  law  which  obtains  in  regard  to  all 
other  Fluids. 

As  the  internal  motion  of  the  water  could  not 
have  failed  to  continue  as  long  as  its  fpecific  gravity 
continued  to  be  increafed  by  parting  with  Heat, 
ice  would  not  have  begun  to  be  formed  till  the 
whole  mafs  of  water  had  arrived  at  the  tempera- 
ture of  3  20  of  Fahrenheit's  thermometer. 

To 

*  In  a  letter  from  Profeflbr  Pjctbt  of  Geneva  to  the  Author,  of 
the  7th  July  1797,  accompanying  the  36th  number  of  the  fiiBLiO- 
thbqub  Bmyanniqub,  (in  which  an  account,  or  rather  translation, 
of  the  firft  Edition  of  thit  Eflay  it  publiflied  in  the  French  language,) 
there  is  the  following  paragraph. 

"  I  took  the  liberty  to  throw  in,  as  ufual,"  (in  the  translation) 
''  fome  occafional  notes  ;  one  of  which  will,  I  hope,  deferve  your  at- 
"  tention.  It  points  out  the  near  coincidence  of  the  mean  tempera- 
"  ture  of  the  bottom,  obferved  in  ten  different  lakes,  by  M.  de  Saaffurt 
"  and  myfelf,  viz.  4}°  R.* '—(equal  to  41)0  F.)  ««  with  the  tempera* 
«*  ture  where  the  minimum  of  volume,  or  msxmnm  of  dcnfity  of  water 
stakes  place*  We  vainly  (trove,  to  this  day,  to  explain-  the  uni- 
*<  formity  we  obferved  in  that  particular  in  feveral  lakes  very  differ* 
"  ently  fituated,  in  many  refpe&s,  but  your  reflections  feem  to  me 
«'  fully  to  refolve  the  problem." 

The  following  is  the'  note  in  the  BiUiothifu*  Brit«nnifue,  alluded  to 
by  Profeflbr  Pictbt,  in  the  foregoing  paragraph  of  his  letter. 

"  Ce  n'eft  pas  feulement  dans  le  lac  de  Geneve  que  M  de  Sauflure, 
w  notre  favant  ami,  a  fait  les  experiences  curieufes  qui  font  ici  rap*, 
"pellees,  et  a  quelques-unes  des  quelles  nous  avons  eu  le  ptaifir 
'« d'aflifterf  il  les  a  repetecs  dans  la  Me*di  terra  n|e,  et  dans  dix 
"lacs  qui  bordent  depart  et  d'autre  la  chaine  4es  Alpcs.    Nous 
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To  fee  what  an  enormous  quantity  of  HeatVould 
be  loft,  when  the  water  is  deep,  in  coafequefcce  of 
its  whole  mafs  being  cooled  in  this  manner,  we 
have  only  to  compute  how  much  ice  this  Heat 
would  melt ;  or  how  much  water  it  would  heat 
from  the  point  of  freezing  to  that  of  boiling. 

It  has  been  fhownby  experiment,  that  any  given 
quantity  of  ice  requires  as  much  Heat  to  melt  it  as 
an  equal  quantity  of  fluid  water  lofes  in  cooling 


ff  tiront  de  fon  grind  ouvrage 
V  obferv&s  au  fond  de  ces  lacs 

fur  let  montagnet 
cotnme  fui{  $ 

let  temperature* 

"NomtdesLact.                  M 

en 

Profoodeura        Temperatuies  du  /bod 
ptedt  de  France.      0egres  de  Reaunvu* 

"  Lac  de  Geneve 
"  de  Neuchatel 

95o 
3*5 

4-3 
4«i 

"  de  Bienne 

*I7 

5-5 

V  du  Bourget 
"d'Anuecy 
«  de  Tfcun        ♦ 
"  de  Brienti 
•'  de  Lucerne 

350 

500 
600 

4.5. 

4.S 
4.0 
3** 
3*9 

««  de  Conftance 

<'LacMajeur 

37.0 
335 

3*4 
5.4 

•  1{  Temperature  moyenne  du  fond  de  dix  lacs  4*34>  ou  4{°R('>r 

«*  II  n'eft  peutetre  aucun  de  nos  lefteurs  qui,  plein  des  iders  q* 
"  notrc  auteur  vient  de  4ifcuter,  ne  foit  frappl  de  la  coincidence  enot 
«*  cettc  temperature  du  fond  des  lacs  dans  nos  latitudes  moyesnes  et 
'<  celle  a  laquelle  l*eau  atteint  fon  mimmum  de  volume  ou  maximum  de 
«  dental  I  La  permanence  de  cette  temperature,  et  fon  identity  dans 
"  des  lacs  d'ailleurs  tres-diverfement  fouls,  paroifient  intimemeDt 
•«  liees  avec  cette  circonftance  du  minimum  de  volume-  Mais  ce  n*eft 
"pas  ici  le  lieu  de  donner  cours  aux  id^es  que  peut  fuggererce 
V  rapprochement  \  nqus  1'indiqu.ons  a  l'auteur  comme  un  objet  digne 
*•  de  fes  meditations/* 

The  Author  of  this  Effay  feels  himfelf  very  much  obliged  to  Bit 
ingenious  and  refpeaable  friend,  Profefior  Pigtbt,  for  thefe  infc* 
refting  obfervatious. 

140 


'     in  Fluids.        *  259. 

140  degrees;  confequently  the  quantity  of  ice 
which  might  be  melted  by  the  Heat  given  off  by 
any  given  quantity  of  water  in  cooling  any  given 
number  of  degrees,  is  to  the  given  quantity  of 
water,  as  the  number  of  degrees  which  it  is  cooled, 
to  140  degrees. 

Hence  it  follows  that  when  the  temperature  pf 
the  water  is  8  degrees  above  the  freezing  point,  it 
gives  off  in  cooling  down  to  that  temperature  as 
much  Heat  as  would  melt  T^  or  -^  of  its  weight 
of  ice ;  the  water,  therefore,  whiqh  is  cooled  from 
the  temperature  of  400  to  that  of  32%  if  it  be  35 
feet  deep,  will  give  off  as  much  Heat  in  being  fo 
cooled  as  would  melt  a  covering  of  ice  2  fee; 
thick.  ,  '  ] 

But  this  even  is  not  all :  for  as  the  particles  of 
water,  on  being  cooled  at  the  furface,  would,  in 
confequence  of  the  increafe  of  their  fpecific  gravity 
qn  parting  with  a  portion  of  their  Heat,  immedi- 
ately defcend  to  the  bottom,  the  greateft  part  of 
the  Heat  accumulated  during  the  fummer  in  the 
earth  on  which  the  water  repofes  would  be  carried 
off  and  loft,  before  the  water  began  to  freeze  ;  and 
when  ice  was  once  formed,  its  thicknefs  would 
increafe  with  great  rapidity,  and  would  continue 
mcreafmg  during,  the  whole  winter  j  and  it  fgems 
very  prqbable  that,  in  climates  which  jirenpw  tern* 
perate,  the  water  in  the  large  lakes  would  be  frozen 
to  fuch  a  depth  in  the  coUrfe  of  a  fevere  winter 
that  the  Heat  of  the  enfuing  fummer  would  not  He 
fufficient  to  thaw  them ;  and  fhould  this  once  hap- 
pea,  the  following  winter  could  hardly  fail :  to 
x  4  change 
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change  the  whole  mafs  of  its  waters  to  one  folk! 
body  of  ice,  which  never  more  could  recover  its 
liquid  form,  but  mud  remain  immovable  till  die 
end  of  time. 

In  the  month  of  February,  after  a  froft  which 
had  laded  a  month,  the  temperature  of  the  air  being 
38°,  M.  db  Saussurb  found  the  temperature  of 
the  water  of  the  Lake  of  Geneva,  at  the  furface,  at 
41  °,— and  at  the  depth  of  1000  feet,  at  40*. 
Had  the  froft  continued  but  a  little  longer,  ice 
would  have  been  fofrned ;  but  had  the  conftitu- 
tion  of  water  been  fuch  that  the  whole  mafs  of 
that  Fluid  in  the  Lake  muft  have  been  cooled  down 
to  the  temperature  of  3  a0  before  ice  could  bare 
been  formed,  this  event  could  not  have  happened 
till  the  water  had  given  off  as  much  Heat  as  would 
be  fufficient  to  melt  a  covering  of  ice  above  57  feet 
thick!— 

This  quantity  of  Heat  would  be  fufficient  to  heat, 
to  the  point  of  boiling,  a  quantity  of  ice-cold  water 
as  large  as  the  Lake,  and  49  feet  deep ! 

We  cannot  fufficiently  admire  the  fimpticky  of 
the  contrivance  by  which  all  this  Heat  is  faved*  & 
well  deferves  to  be  compaffed  with  that  by  which 
the  feafons  are  produced ;  and  I  muft  think  that 
every  candid  inquirer,  who  will  begin  by  diveftfag 
"himfelf  of  all  unreafonable  prejudices,  will  agree 
with  me  in  attributing  them  both  to  thb  sam* 

AUTHOR, 

When  we  trace  ftill  farther  the  aftonifiiing  effefl* 
that  are  produced  in  the  world  by  the  operarious 
of  that  fimple  law  which  has  been  found  to  obtain 

in 
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in  the  condenfation  of  water  on  its  being  deprived 
of  Heat,  we  fhall  find  more  and  more  reafon  to 
admire  the  wifdom  of  the  contrivance. 

That  high  latitudes  might  be  habitable,  k  waa 
necefiary  that  vegetables  ftiould  be  proteded  from 
the  effeds  of  the  chilling  frofts  of  a  long  and 
fevere  winter :  but  if  it  be  true  that  watery  liquids 
do  not  part,  with  their  Heit  but  in  tonfequence  of 
their  internal  motions  ;  and  if  thefe  motions  are 
occafioned  merely  by  the  change  produced  in.  the 
fpeciffic  gravity  of  thofe  particles  of  the  liquid  which 
receive  Heat,  or  which  part,  with  it,  who  does  not 
fee  how  very  powerfully  the  fudden  diminution 
and  final  cefiation  of  the  condenfation  of  water  in 
cooling,  as  foon  as  its  temperature  approaches  to 
the  freezing  point,  operates  to  prevent  the  fap  in 
vegetables  from  being  frozen  ? 

But  if,  for  the  purpofes  of  life  and  vegetation, 
it  be  neceflary  that  the  ground*  the  rivers,  the 
lakes,  and  the  trees  be  defended  from  the  cold 
winds  from  the  poles,  it  may  be  aiked  how  this 
inundation  of  cold  air  is  to  be  warmed  ? — I  an- 
fwer*»  by  the  waters  of  the  ocean ;  which  there  is 
the  greateft  reafon  to  think,  were  not  only  defigned 
principally  for  that  ufe,  but  particularly  prepared 
for  it. 

Sea-water  contains  a  large  proportion  of  fait 
in  folution  ;  and  we  have  feen  that  the  condenfation 
of  a  faline  folution,  on  its  being  cooled,  follows  a 
law  which  is  extremely  different  from  that  obferved 
in  regard  to  pure  water ;  and  which  (as  may  eafily 
befhown)  renders  it  peculiarly  well  adapted  for 

commu- 
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communicating  Heat  to  the  cold  winds  which  blow 
over  its  furface. 

As  fea  water  continues  to  be  condenfed  as   it 
goes  onto  cool,  even  after  it  has  patted  the  point 
at  which  frefh  water  freezes,  the  particles  at  the 
furface,  inftead  of  remaining  there  after  the  mafs 
of  the  water  had  been  cooled  to  about  40%  and  pre- 
vfcnting  the  other  warmer  particles  below  from  com* 
ing  in  their  turns  and  giving-  off  their  Heat  to  the 
cold  air,  (as  we  have  feen  always  happens  when  frefli,  ' 
or  pure  water  is  fo  cooled,)  thefe  cooled  particles  of 
fait  water  defcend  as  foon  as  they  have  parted  with 
their  Heat,  and  in  moving  downward  force  other 
warmer  particles  to  move  upwards  \    and  in  conr 
fequence  of  this  continual  fucceffion  of  warm  par- 
ticles, which  come  to  the  furface  of  the  fea,  a  vaft 
deal  of  Heat  is  communicated  to  the  air j — incom- 
parably more  than  could  poffibly  be  communicated 
to  it  by  *i>  equal  quantity  of  frefh  water,   at  the 
fame  temperature,  as  will  appear  by  the  following 
computation? 

Without  taking  imp  the  account  that  very  great 
advantage  which  fea  water  pofleffes  over  frefh 
water,  confidered  as  an  equalizer  of  the  tempera- 
ture of  the  atmofphere,  which  arifes  from  the  com* 
parative  lownefs  of  the  point  of  its  congelation  ; — fup- 
ppfing  even  fea  water  to  freeze  at  as  high  a  tem- 
perature as  frefl*  water,  namely,  at  32%  and  fup- 
ppfmg  (what  is  ftri&ly  true)  that  as  foon  as  either 
fea  water  or  frefh  water  is  frozen  at  its  furfoce, 
and  this  ice  is  covered  with  {how,  the  commmiic?- 
tion  of  Heat  from  the  water  to  th^  atmofphere 

ceafes 
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peafes  almoft  entirely ;— rwe  will  endeavour  to  de? 
termine  how  much  more  Heat  would,  even  on  this 
fuppofition,  be  communicated  to  the  air  by  fait 
water  than  by  frefli  water,  after  both  have  arrived 
$t  the  temperature  of  40*. 

When  frefh  water,  in  cooling,  has  arrived  at  this 
temperature,  it  ceafes  to  be  farther  condenfed  with 
cold,  and  its  internal  motions  (which,  as  we  have 
already  more  than  once  obferved,  are  caufed  folely 
by  the  changes  produced  in  the  fpecific  gravity  of  its 
particles)  ceafe  of  courfe,  and  ice  immediately  ber 
gins  to  be  formed  on  its  furface ;  but  as  the  con- 
.  denfation  of  fait  water  goes  on  as  its  Heat  goes  on 
to  be  diminifhed,  its  internal  motions  will  continue ; 
and  it  is  evidently  impoffible  for  ice  to  be  formed 
at  its  furface  till  the  whole  mafs  of  the  water  has 
become  ice-cold,  or  till  its  temperature  is  brought 
down  to  32°.  It  would  therefore  give  off  a  quan- 
tity of  Heat  equal  to  8  degrees,  at  lead,  of  Fahren- 
heit's thermometer,  more  than  the  frefh  water  would 
part  with  before  ice  could  be  formed  on  its 
furface. 

To  be  able  to  form  an  idea  of  this  enormous 
quantity  of  Heat,  we  have  only  to  ,recolle£t  what 
has  already  been  faid,  and  we  (hall  find  reafon  to 
conclude  that  it  would  be  fufficient  to  melt  a  cover- 
ing of  ice  equal  in  thicknefs  to  ^  of  the  depth  of 
the  fea.— It  would  therefore  be  fufficient,  in  that 
part  of  the  North  Sea  (lat.  670)  where  Lord  Mul- 
grave  founded  at  the  depth  of  4680  feet,  to  melt  a 
fake  of  ice  265  feet  thick ! 

Bu{ 
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But  the  Heat  evolved  in  the  formation  of  each 
fuperficial  foot  of  ice  would  be  fufficient  to  raife  the 
temperature  of  a  ftratum  of  incumbent  air  aaao 
times  as  thick  as  the  ice,  (confequently  in  the  cafe 
in  queftion  265x2220  feet,  or  869  miles  thick,) 
18  degrees,  or  from  the  temperature  of  freezing 
water,  to  that  of  50°  of  Fahrenheit's  thermometer, 
or  to  the  mean  annual  temperature  of  the  northern 
parts  of  Germany ! 

The  Heat  given  off  to  the  air  by  each  fuperficial 
foot  of  water,  in  cooling  one  degree,  is  fufficient  to 
heat  an  incumbent  ftratum  of  air  44  times  as  thick 
as  the  depth  of  the  water,  10  degrees.  Hence  we 
fee  how  very  powerfully  the  water  of  the  ocean, 
which  is  never  frozen  over,  except  in  very  high 
latitudes,  mud  contribute  to  warm  the  cold  air 
which  flows  in  from  the  polar  regions. 

But  the  ocean  is  not  more  ufeful  in  moderating 
the  extreme  cold  of  the  polar  regions,  than  it  is  in 
tempering  the  exceffive  heats  of  the  torrid  zone  }— 
and  what  is  very  remarkable,  the  fitnefs  of  the  fe 
water  to  ferve  this  laft  important  purpofe  is  owing 
to  the  very  fame  caufe  which  renders  it  fo  peculiarly 
well  adapted  for  communicating  Heat  to  the  cold 
atmofpher^in  high  latitudes,  namely,  to  the  fob 
which  it  holds  infolution. 

As  the  condenfation  of /alt  water,  with  cold,  con- 
tinues to  go  on  even  long  after  it  has  been  cooled  to 
the  temperature  at  which  frefli  water  freezes,  thole 
particles  at  the  furface  which  are  cooled  by  an  U* 
mediate  contact  with  the  cold  winds  mull  defceni 

and 
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said  take  their  places  at  the  bottom  of  the  fea, 
where  they  mud  remain,  till,  by  acquiring  an 
additional  quantity  of  Heat,  their  fpecific  gravity  ia 
again  diminifhed.  But  this  Heat  they  never  can 
regain  in  the  polar  regions;  for  innumerable  experi* 
ments  have  proved,  beyond  all  poffibility  of  doubt, 
that  there  is  no  principle  of  Heat  in  the  interior  parts 
of  the  globe y  which,  by  exhaling  through  the  bottom 
of  the  ocean,  could  communicate  Heat  to  the  water 
which,  reds  upon  it. 

It  has  been  found  that  the  temperature  of  the 
earth  at  great  depth  under  the  furface  is  different 
in  different  latitudes,  and  there  is  no -doubt  but 
this  is  alfo  the  cafe  with  refpeft  to  the  temperature 
at  the  bottom  of  the  fea,  in  as  far  as  it  is  not  influf 
enced  by  the  currents  which  flow  over  it ;  and  this 
proves,  to  a  demonftration,  that  the  Heat  which  we 
find  to  exift,  without  any  fenfible  change  during 
fummer  and  winter,  at  great  depths,  is  owing  to 
the  a&ion  of  the  fun,  and  not  to  central  fires 9  as 
fome  have  too  haftily  concluded. 

But  if  the  water  of  the  ocean,  which,  on  being 
deprived  of  a  great  part  of  its  Heat  by  cold  winds, 
defcends  to  the  bottom  of  the  fea,  cannot  be 
warmed  where  it  defcends9  as  its  fpecific  gravity  is 
greater  than  that  of  water  at  the  fame  depth  ia 
warmer  latitudes,  it  will  immediately  begin  to 
fpfead  on  the  bottom  of  the  fea,  and  to  flow 
towards  the  equator,  and  this  mull:  neceflarily 
produce  a  current  at  the  furface  in  an  oppofite 
direction ;  and  there  are  the  mod  indubitable 
proofs  of  the  exiftence  of  both  thefe  currents. 

9  The 
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The  proof  of  the  exiftence  of  one  of  thetf 
Would  indeed  have  been  quite  fufficient  to  hart 
proved  the  exiftence  of  both,  for  one  of  then! 
Could  not  poflibly  exifl  without  the  other;  but 
there  are  feveral  direft  proofs  of  the  cxiftenct  of 
each  of  them. 

What  has  been  called  the  gulph  ftream,  in  the 
Atlantic  Ocean,  is  no  other  than  one  of  thefe  cur- 
tents,  that  at  the  furface,  which  moves  from  the 
equator  towards  the  north  pole,  modified  by  the 
trade  winds  and  by  the  form  of  the  continent  of 
North  America ;  and  the  progrefs  of  the  lowef 
current  may  be  confidered  as  proved  diredlybythc 
cold  which  has  been  found  to  exift  in  the  fea  at 
great  depths  in  warm  latitudes ; — a  degree  of  tem- 
perature mtich  below  the  mean  annual  temperature 
of  the  eatth  in  the  latitudes  where  it  has  beefl 
found,  and  which  of  courfe  muft  have  been  bro*$ 
from  colder  latitudes. 

The  mean  annual  temperature  in  the  latitude  rf 
6y°  has  been  determined  by  Mr.  Kirwan,  in  his 
excellent  treatife  on  the  temperature  of  different 
latitudes,  to  be  -59° ;  but  Lord  Mulgrave  found,  on 
the  20th  of  June,  when  the  temperature  of  the  aff 
tvas  48  £°,  that  the  temperature  of  the  fea  at  th'c 
depth  of  4680  feet  in  that  latitude  was  6  degrees 
below  freezing,  or  26*  of  Fahrenheit's  therms 
ftieter. 

On  the  3*ft  of  Auguft,  in  the  latitude  of  6fr 
where  the  annual  temperature  is  about  3#V  P* 
temperature  of  the  fea  at  the  depth  of  4038  ft* 
was  3 20;  thetemperature  of  the  atmofphere (and 

probably 
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•probably  that  of  the  water  at  the  fufface  of  the  fea) 
being  at  the  fame  time  at  59!°. 

But  a  ftill  more  ftriking,  and  I  might,  I  believe*  . 
fay,  an  incontrovertible  proof  of  the  exiftence  of 
Currents  of  cold  water  at  the  bottom  of  the  fea, 
fetting  from  the  poles  towards  the  equator,  is  the 
Very  remarkable  difference  that  has  been  found 
to  fubfift  between  the  temperature  of  the  fea  at 
the  furface  and  at  great  depth,  at  the  tropic,— 
though  the  temperature  of  the  atmofphere  there  is 
fo  conftant  that  the  greatcft  changes  produced  in 
it  by  the  feafons  feldom  amounts  to  more  than  five 
or  fix  degrees ;  yet  the  difference  between  the  Heat 
of  the  water  at  the  furface  of  the  fea,  and  that  at 
the  depth  of  3600  feet,  has  been  found  to  amount 
to  no  lefs  than  31  degrees  •>  the  temperature  above 
or  at  the  furface  being  840,  and  at  the  given  depth 
below  no  more  than  530  *. 

It  appears  to  me  to  be  extremely  difficult,  if  not 
quite  impoffible,  to  account  for  this  degree  of  cold 
at  the  bottom  of  the  fea  in  the  torrid  zone,  on  any 
other  fuppofition  than  that  of  cold  currents  from  the 
poles  ;  and  the  utility  of  thefe  currents  in  tempering 
the  exceffive  heats  of  thofe  climates  is  too  evident 
to  require  any  illuftratipn. 

Thefe  currents  are  produced,  as  we  have  already 
feen,  in  confequence  of  the  difference  in  the  fpecific 
gravity  of  the  fea  water  at  different  temperatures  j 
their  velocities  mull  therefore  be  in  proportion 
to  the  change  produced  in  the  fpecific  gravity 

•  Phil.  Tranfaftionsj  1752, 
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of  water  by  any  given  change  of  temperature  ;  and 
hence  we  fee  how  much  greater  they  muft  be 
In  fait  water  than  they  could  poffibly  have  been  had 
the  ocean  been  composed  of  frefh  water. 

It  is  not  a  little  remarkable  that  the  water  of 
all  great  lakes  it  frefh,  and  nearly  fo  in  all  inland 
fea*  (like  the  Baltic)  in  cold  climates,  and  which 
communicate  with  the  ocean  by  narrow  channels* 
We  (hall  find  reafon  to  conclude  that  this  did  not 
happen  without  defign,  when  we  confider  what 
confequences  would  probably  enfue  fliould  the 
waters  of  a  large  lake  in  an  inland  fituation,  in  a 
cold  country,  (fuch  as  the  lake  Superior,  for  in* 
fiance,  in  North  America,)  become  as  felt  as  the 
:  fea* 

Though  the  cold  winds  which  blow  over  the  lake 
in  the  beginning  of  winter  would  be  more  warmed, 
and  the  temperature  of  the  air  on  the  fide  of  the  lake 
oppofite  to  the  quarter  from  whence  thcfe  winds 
arrive,  would  be  rendered  fomewhat  milder  than  it 
now  is ;  yet,  as  the  water  of  the  lake  would  give 
off  an  immenfe  quantity  of  Heat  before  a  covering 
of  ice  could  be  formed  on  its  furface  for  its  pro 
te&ion,  it  would,  on  the  return  of  fpring,  be  found 
to  be  extremely  cold;  and  as  it  would  require  a  long 
time  to  regain  from  the  influence  of  the  returning 
fun  the  enormous  quantity  of  Heat  loft  during  the 
winter,  it  would  remain  very  cold  during  the 
fpring,  and  probably  during  the  greateft  part  of 
the  fummer j  and  this  could  not  fail  to  chill  the 
atmofphere,  and  check  vegetation  in  the  furround- 
ing  country  to  a  very  confiderable  diftance.     And 

though 


though  a  large  lake  of  fait  water  in  a  coltf  eounttfjr 
would  tend  to  render  the  wiffter  fomewij^tnutdef 
on  one  fide  of  it,  namely,  on  the  fide^ppofite  to 
the  quarter  from  whence  the  Cojd  tfitad*  cam^  • 
yet  this  advantage  larould  not  only  be  confined  to  a 
fmall  traft  of  country*  but  would  not  anywhere  b£ 
tery  important,  arid  would  by  no  means  G^untes- 
balance  the  extenfive  and  fatal  confequences  whidt 
would  be  produced  in  fammefrby  folafcge  a  cot- 
le£tion  of  very  cold  water,        r  -  >    ^  '    ; 

When  the  winter  is  once  feirly  fqc  y*i-^hen  tkt 
earth  is  well  covered  wi th  cfitow,  ari&tftfcriveffc  an& 
lakes  with  ice,  and  mcfffc  especially  *whe» !  the  fee 
as  well  as  the  land  ii  Covered  wfch^lftat  waft* 
winter  garment,  a  few  degrees  mbje  at -.'cold  in  the 
air  cannot  produce  any  lading  bad  conferences. 
It  may  oblige  the  inhabitants  to  ufe  additional  prfr 
cautions  to  guard  themfelves, l  their  doiWefticfani- 
iriats,  and  their  provifions,  from  the  uncommon 
feverity  of  the  weather ;'  but  it  can  have  v«ery  little 
influence  in  the  temperature  of  the  enfuing  fum- 
mer ;  and  even  it  is  probable,  if  it  influences  it  at 
all,  that  it  tends  rather  to  make  it  warmer  than 
colder*  Lakes  of  fait  water  could  therefore  be  of 
no  real  ufe  in  winter  in  cold  countries,  and  in  fum- 
mer  they  could  npt  fail  to  be  very  hurtful ;  while 
frefli  lakes,  as  they  are  frozen  over  almoft  as  foon 
as  the  winter  fets  in,  and  long  before  the  whole 
mafs  of  their  water  is  coaled  down  to  the  tem- 
perature of  freezing,  preferve  the  greater  part  of 
their  Heat  through  the  winter,  and  if  they  are  of 
•  voj„  i|f.  v  no 
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no  confiderablc  ufe  during  the  ccjld  feaibn,  they 
probably  do  little  or  no  harm  in  fummer. 

But  I  mud  take  care  not  to  tire  my  reader  by 
purfuing  thefe  (peculations  too  far.  If  I  have  per- 
lifted  iri<  them,— if  I  have  dwelt  on  fbeai  with 
peculiar  fatisfactioft  and  complacency,— it  is  becaufe 
I  think  them  uncommdnly  inter efting, — and  alfo 
becaufe  \  conceived  that  they  might  be  of  real  ufij 
in  this  age,  of  refinement  undfcepticijhh 

If,  among  barbarous  nations,  the  fear  df  4 
God9  ind  th*  pra&ice  of  religious  dutifes,  tend  to 
Ibften  faVage  difpofitiortf,  tod  to  prepare  the  mind 
fofr  all  thofe  fwfcet  enjoyments  which  refult  from 
peace,  orders  induftry,  and  friendly  intercourfe, — 
&  belief  in  the  erijlcnce  of  a  Supreme  htelligence%  who 
rules  and  governs  the  tmiverfe  with  wifdom  and 
*  £ oodnefs,  is  not  lefs  eflential  to  the  h«ppinefs  of 
*hofe,.who,  by  cultivating  theit  mental  potters, 
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DESCRIPTION  op  the  PLATES. 

fLATE    I. 

rrms  Plate  reprefents  the  cylindrical  Pafifrg* 
A  Thermometer  ufisd  in  the  Expeiimdhfs,  on  the 
conducing  power  of  liquids  with  regard  to  Heat.  . 
*  Fig.  i.  a  b.  is  a  fedion  of  thd  braf&  tube  in 
which  the  Thermometer  i,  with  an  (Along  coppe* 
bulb,  is  placed. 

*/is  the  glafs  tube  of  the  Thermometer,  which, 
for  want  of  room  in  the  Plate,  is  reprefented  as 
broken  off  at/. 

g  is  a  ftopple  of  cork  by  which  the  end  of  the 
brafs  tube,  a  b>  is  clofed ;  and 

h  is  a  circular  difk  of  the  fame  fubftance. 

The  fpace  in  the  brafs  tube  below  this  dilk  h9  fur- 
rounding  the  bulb  of  the  Thermometer,  was  occu- 
pied by  the  liquid  whofe  conducing  power  was 
determined.  The  fpace  between  the  difk  and  the 
cork-ftopper  £,  was  filled  with  eider-down. 

Between  the  infide  of  the  brafs  tube  and  the 
lower  part  of  the  bulb  of  the  Thermometer  are 
feen  the  wooden  pins  which  ferved  to  confine  the 
Thermometer  in  its  place. 

Fig.  2.  This  is  an  horizontal  feftion  of  the  brafs 
tube,  and  a  bird's  eye  ykvr  of  the  Thermometer  in 
its  place. 
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PLATE     II. 

Fig.  3.  This  Figure  {hows  the  manner  in  which 
the  Experiments  were  made,  in  which  a  cake  of 
ice  at  the  bottom  of  a  tall  glafs  jar  was  thawed  by 
hot  water  {landing  on  its  furface* 

a  is  an  earthen  bowl  filled  with  pounded  ice  and 
water,  in  which  the  glafs  jar,  by  was  placed. 

c  d  \%  the  level  of  the  upper  furface  of  the  ice 
in  the  jar. 

:   e  f  is  the  level  of  the  furface  of   the  water 
{landing  on  the  ice  in  the  jar. 


END   OF    PART  I.    OF   ESSAY  VI!. 


Ttate  x. 


ZontUm  I*ub.dJu*eM>tijgi  tyOadeU  trDmw  Strand. 


t  3"    3 


k  S  &  A  Y     VIL 

PART  II. 

An  Account  of  feveral  New  Experiment^ 

with  occafional  Remarks  and  ObfervationSj 

•,  and   Conjectures   refpe&ing  Chemical 

Affinity ,  and  Solution ;  and  the  mechanical 

-  Principle  of  Animal  Life* 


CHAP.   I; 

Account  of  a  Circumftance  of  a .  private  Nature,  by 
which  the  Author  hps  been  induced  tq  add  this  and 
the  following  Chapters  to  the  Second  Edition  of  this 
Ejfay. — Experimental  hvejiigation  of  the  Subjeft 
continued. — Oil,  found  by  Experiment  to  be  a  Npn* 
x  conductor  of  Heat. — Mercury/;  likewife  a  Non* 
conductor. — Probability  that  all  Fluids  are  Non* 
conductors,  and  that  this  Property  is  essen- 
tial  to  Fluidity. — The  Knowledge  of  thai 
Fad  may  be  of  great  Vfe  in  enabling  us  to  form 
more  jujl  Ideas  with  regard  to  the  Nature  of  thofe 
mechanical  Operations  which  take  place  in  chemical 
Solutions  and  Combinations;    in  the  Procefs   of 
Vegetation;  and  in  the  various  Changes  effected  by 
the  Porters  of  Life  in  the  Animal  Economy.— 
Rapidity  of  Solution  no  Proof  oft  be  Emjience  of  an 
vol.  ii.  z  Attrattiqn 
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Attrafthn  of  Affinity. Strata  effrefb  Water  and 
of  fait  Water  may  be  made  to  repofe  on  each' other  in 
ahual  Contact  without  mixing.— Probability  that 
the  Water  at  the  Bottom  <f  frefh  Lakes,  that  are 
very  deep,  may  be  actually  fait. 

a  t  the  end  of  a  French  tranflation  of  the  Fird 
**  Edition  of  this  Eflay,  publifhed  at  Geneva,  Pro- 
feflbr  Fiftet  (the  tranflatoi)  has  added  the  follow- 
ing  extraft  of  one  of  my  private  letters  to  him,  (of 
the  9th  June  17979)  written  in  anfwer  to  one  from 
him  to  me,  acknowledging  the  receipt  of  a  manu- 
fcript  copy  of  the  Eflay  which  I  had  fent  him. 

"  I  fhould  have  been  much  furprifed  if  my 
"  Seventh  Eflay  had  not  interefted  you ;  for  in  my 
"  life  I  never  felt  pleafure  equal  to  that  I  enjoyed 
'*  in  making  the  experiments  of  which  I  have  give* 
"  an  account  in  that  performance*  Tou  will  per- 
"  haps  be  furprifed  when  I  tell  you,  that  I  have 
"  fupprefled  a  whole  Chapter  of  interefting  fpecu- 
€t  latron,  merely  with  a  view  of  leaving  to  others  a 
w  tempting  field  of  curious  investigation  untouched; 
"  and  to  give  more  effeft  to  my  concluding  reflec- 
"  tion ;  Which  I  confider  as  being  by  far  the  moll 
"  important  of  any  I  have  ever  published," 

As  thefe  aflertions,  (which  were  not  originally 
intended  for  the  public  eye,)— are  Kable  to  feveral 
interpretations,  I  think  it  my  duty,  not  only  to  ex- 
plain them,  but  alfo  to  let  the  Public  know  preciiely 
how  far  I  have  pufhed  my  inquiries  in  the  invefti- 
gation  of  the  fubjed  under  confideration :  This  is 
.inafttrf  juftice  which  I  owe*  to  thole  who  m?y  be 
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fehgdgecl  in  the  lame  purfuits ;  for  it  would  be  very 
Unfair,  by  obfcure  hints  of  important  information  kept 
back9  to  keep  others  in  doubt  with  refpeft  to  the 
originality  of  the  difcoveries  they  may  make  in  the 
profecution  of  their  inveftigations.  This  would  tend 
to  damp  the  fpirit  of  inquiry*  inftead  of  exciting  it ; 
and  throwing  out  fuch  hints  looks  fo  much  like 
lying  in  wait  to  feize  oh  the  fair  fruits  of  the  la* 
hours  of  others,  that  I  cannot  reft  till  I  have  (hewn 
that  I  do  not  deferve  to  be  fufpeded  of-fuch  pitiful 
views. 

My  worthy  friend,  Profeffor  Piftet,  certainly  did 
not  fufpett  any  unhandfome  defign  in  any  thing  I 
faid  to  him  in  my  (private)  letter ;  but  thofe  who 
are  left  acquainted  with  my  character,  may  not  be 
difpofed  to  give  me  credit  for  candour  and  difin- 
tereftednefs  without  proofs. 

"With  regard  to  the  affertion  in  my  letter,  c<  that 
"  I  had  fuppreffed  a  whole  Chapter  of  interefting 
*c  fpeculation,  with  a  view  to  leaving  to  others  a 
",  tempting  field,  untouched,  for  curious  inveftiga* 
"  tionj** — this  is  perfe&ly  true  in  fad,  as  will,  L 
flatter  myfelf,  appear,  by  what  I  fliall  now  lay  be- 
fore the  Public ;  and  I  am  confident  that  thofe  who 
will  take  the  trouble  to  confider  with  attention 
the  reafons  which  induced  me  to  do  this,  will  find 
them  fuch  as  will  deferve  their  approbation. 

Having,  as  I  flattered  myfelf,-  laid  open  a  new 

and  moft  enticing  profpeft  to  thofe  who  are  fond  of 

philpfophical  purfuits,  I  was  afraid,  if  I  advanced 

too  far,  that  others,  inftead  of  ftriking  out  roads  for 

,  themfelves,  might  perhaps  content  themfelves  with 

Z2  following 
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following  in  my  footfteps  ;  and  consequently  thai 
many,  and  probably  the  mod  interefting  parts  of  the 
new  field  of  inquiry,  would  remain  a  long  time  un- 
explored: And  with  regard  to  the. reputation  of 
being  a  difcoverer>  though  I  rejoice,  I  might  fay, 
exult  and  triumph — in  the  progrefs  of  human 
knowledge,— and  enjoy  the  fweeteft  delight  in  con- 
templating the  advantages  to  mankind  which  are 
derived  from  the  introdu&ion  of  ufefui  improve* 
ments ;  yet  I  can  truly  fay,  that  I  fet  no  very  high 
value  on  the  honour  of  being  the  firft  to  ftumblc 
on  thofe  treafures  which  every  where  lie  fo  flightfy 
covered. 

In  refpeft  to  the  "  concluding  reflection"  of  the 
Firft  Edition  of  this  Effay; — though  fome  may 
fmile  in  pity  ;  and  others  frown  at  it ;  I  am  neither 
afliamed,  nor  afraid  to  own,  that  I  confider  thefub- 
jeft  as  being  of  the  utmoji  importance  to  the  peace, 
order,  and  happinefs  of  mankind,  in  our  prefent  ad- 
vanced Jlate  offociety.  But  to  return  from  thefe 
digreffions— 

Though  it  appeared  to  me  that  the  important 
faft  I  undertook  to  inveftigate,  relative  to  the  man- 
ner  in  which  Heat  is  propagated  in  Fluids,  is  fully 
.eftabliihed  by  the'  Experiments,  of  which  an  ac- 
count has  been  given  in  the  preceding  Chapters  of 
this  Effay ;   yet,  as  a  thorough  examination  of  the 
fubjeft  is  a  matter  of  much  importance,  in  many 
refpefts,  I  did  not  reft  my  inquiries  here,  but  made 
.  a  number  of  Experiments  with  a  view  to  throwing 
.ttill  more  light  upon  it,  and  enabling  us  tofow 
j  more  clear  and  diftinft  ideas  refpefting  thofe  curious 

mechanical 
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mechanical  operations  which  appear  to  take  place 
in  Fluids,  when  £Eeat  is  propagated  in  them.  - 

Having  frequently  obferved  when  a  quantity  of 
water  in  one  of  my  glafs  jars  was  frozen  to  a  cake 
of  ice,  by  placing  the  jar  in  a  freezing  mixture, 
that,  as  the  ice  firft  began  to  be  formed  at  the  fides 
of  the  jar,  and  increafed  gradually  in  thicknefs,  the 
portion  of  water  in  the  axis  of  the  jar  (which  laft 
retained  its  fluidity)  being  compreffed  by  the 
expanfipn  of  the  ice,  was  always  forced  upwards 
towards  the  end  of  the  procefs,  and  formed  a 
pointed  projection  of  ice  in  the  form  of  a  nipple, 
(papilla*)  which  was  fometimes  above*  half  an  inch 
high  in  ,the  middle  of  the  upper  fide  of  the  cake  ; 
1 1  was  led  by  that  circumftance  to  make  the  follow- 
ing interefting  Experiments. 


Experiment^  No., 55,  . 

A  cake  of  ice,  3  inches  thick,  which  had  a 
pointed  projection,  £  an  inch  high,  which  arofe 
from  the  centre  of  its  upper  furface,  being  frozen 
faft  in  the  bottom  of  a  tall  cylindrical  glafs  jar,  4^ 
inches  in  diameter ;.  this  jar,  (landing  in  an  earthen 
pan,  arid  being  furrounded  bypoundejl  ipe  and 
water,  to  the  height  of  an  inch  above  the  level  pf 
the  upper  furface  of  the  cake  of  ice,  was  placed  on 
a  table,  near  a  window,  in  a  room  where  th#air  was 
at  the  temperature  of  310  of  Fahrenheit's  thermo- 
meter ;  and  fine  olive  oil,  which  had  previously 
beeri  cooled  down  to,  the  temperature  of  32^  was 
23  poured 
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poured  into  the  jar  till  it  flood  at  the  height  of  3 
inches  above  the  furface  of  the  cak?  of  fee. 

Having  ready  a  foltd  cylinder  of  wrought  iron, 
l -J.  inch  in  diameter,  and  12  inches  long,  with  a 
final!  hook  at  one  end  of  it,  by  means  of  which  it 
could  occafionally  be  fufpended  in  a  vertical  posi- 
tion, and  furni(h£d  with  a  fit  hollow  cylindrical 
Jheath  of  thkk  paper,  into  which  it  ju(^  pafled, — 
open  at  both  ends,  and  about  VW  of  an  inch  longer 
than  the  folid  cylinder  of  iron,  to  which  it  ferved 
as  a  covering  for  keeping  it  warm ;  this  iron  cy«? 
Under,  being  heated  to  the  temperature  of  210*  in 
boiling  water,  and  being  fuddenly  introduced  into 
its  (heath,  was  fufpended  by  an  iron  wire  which 
defcended  from  the  ceiling  of  the  room,  in  fuch  a 
maimer,  that  its  lower  end  entering  the  jar,  (in  the 
direction  of  its  axis,)  was  immerfed  in  the  oil  to 
fuch  a  depth,  that  the  middle  of  the  flat  furface  of 
this  end  of  the  hot  iron,  which  was  direftly  above; 
the  point  of  the  conical  projeftion  of  ice,  was  difT 
tant  from  it  only  -^  of  an  inch.     The  end  of  the 
fheath  defcended  TV  of  an  inch  lower  than  the  end 
of  the  hot  metallic  cylinder. 

As  the  oil  was  very  transparent,  and  the  jay 
placed  in  a  favourable  light,  the  conical  proje&ioi^ 
of  ice  was  perfectly  vifible,  even  after  the  hot 
Cylinder  was  introduced  into  the  jar  j  and  had  any, 
Heat  descended  through  the  thin  ftratunr  of  fhud 
oil  which  remained  interpofed  between  the  hot  Sur- 
face of  the  iron  and  the  pointed  proje&ion  of  ice 
which  was  under  it,  there  is  no  doubt  \>wt  this 
Heat  muft  have  been  apparent,  by  the  melting  of 

.   thei 
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)  the  ice ;  which  event  would  have  been  difedvered, 
either  by  the  diminution  of  the  height  of  this  pro- 
t  jedion,  or  by  an  alteration  of  its  form.  But  this 
,  *  was  not  the  cafe :  the  ice  did  not  appear  to  be  in  the 
j  fmalleft  degree  diminifhed,  or  otherwife  affefted  by 
j  the  vicinity  of  the  hot  iron. 
r  My  reader  will  naturally  fuppofe,  without  my 

I  ;  mentioning  the  circumftance,  that  due  care  was 
I  taken  in  introducing  the  cylinder  into  the  jar,  to  do 
I  it  in  the  mod  gentle  manner  poffible,  to  prevent  the 
oil  from  being  thrown  into  undulatory  motions  $ 
{  and  that  proper  means  were  ufed  for  confining  the 
1  cylinder,   mptionlefs,  in  its   place,   when  it  had 

'■         arrived  there. 

As  this  experiment  appears  to  me  to  be  unex^  . 
ceptionable,  and  its  refult  unequivocal  and  decifive; 
in  order  that  a  perfeft  idea  may  the  more  eafily  be 
formed  of  it,  I  have  added  the  Figure  4,  where  a 
fettion  of  the  whole  of  the  apparatus  ufed  in  making 
it  may  be  feen,  expreffed  in  a  clear  and  diftin£t 
manner. 

If  the  general  refult  of  the  Experiments,  of  which 
an  account  has  been  given  in  the  two  firft  Chapters 
of  this  Effay,  afforded  reafon  to  conclude  that 
water  is  a  non-conduflor  of  Heat,  the  refult  of  that 
here  defcribed  certainly  proves,  in  a  manner  quite  M 
as  fatisfa&ory,  that  oil  is  alfo  a  non-CQnduftor  ;  and 
ferves  to  give  an  additional  degree  of  probability  to 
the  conjecture,  that  all  Fluids  are  nefefarily  non- 
condu&ors  of  Heat. 

As  mercury  y  which  is  a  metal  in  fufion,  is  differ- 
■L  cat  in  many  refpe&s  from  all  other  Fluids,   I 

Z4  ,  wa* 
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was  very  impatient  to  know  if  it  agreed  with  them  in 
that  effential  property,  from  which  they  have  been 
denominated  non-conduttors  of  Hear,  and  this  I 
found  to  be  a&ually  the  cafe,  by  the  refult  of  the 
fpllowing  decifive  Experiment, 

Experiment,  No.  56. 

Having  emptied  and  cleaned  out  the  cylindrical 

glafs  jar  ufed  in  the  lad  mentioned  Experiment, 

and  replenifhed  it  with  a  frefh  cake  of  ice, "with  3 

conical  projection  in  the  middle  of  its  upper  fide,  I 

placed  the  jar,  furrounded  by  pounded  ice  and 

water,  on  the  table,  in  the  cold  room,  where  the 

foregoing  Experiment  had  been  made j  and  poured 

over  the  cake  of  ice  as  much  ice-cold  mercury ',  a* 

covered  it  to  the  height  of  about  an  inch.     Having 

cleaned  the  furface  of  the  mercury  in  the  jar  with 

blotting  paper,  I  fuffered  the  whole  to  remain  quiet 

about  an  hour  j  and  then  very  gently  introduced 

the  end  of  the  hot  cylinder  of  iron  (inclofed  in  its 

paper  fheath)  into  the  mercury,  and  fixed  it  immo 

yeably  in  fuch  a  pofition,  that  its  flat  end,  which 

was  naked,  was  immediately  over  the  point  of  the 

conical  projection  of  ice,  and  diftant  from  it  about 

I  of  an  inch ;  where  I  fuffered  it  to  remain  feveral 

minutes. 

It  is  neceffary  that  I  fhould  mention,  that,  in 
order  to  prevent  the  internal  motions  in  the  mafs  of 
mercury,  which  would  otherwife  have  been  occa- 
fioned  by  the  rifing  and  fpreading  out  on  its  furface 
of  thofe  particles  of  that  fluid,  Which,   having 

6  touched 
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touched  the  flat  end  of  the  hot  iron,  bfecame  fpeci* 
fically  lighter  in  confequence  of  their  increafe  of . 
temperature,   the   end  of  the   hollow  cylindrical 
(heath,  in  which  the  folid  cylinder  of  iron  wa*< 
placed',  was  made  to  project  about  ^  of  an  inch 
below  the  flat  end, of  the  iron.    This  precaution 
\yas  likewife  ufed,  and  for  a  fimilar  reafon,  in  the 
preceding  Experiment ;  when  oil  was  ufed  in  the 
place  of  the  mercury  ;  as  was  mentioned,  though 
without  being  explained, .  in  giving  an  account  of 
thfit  Experiments 

As  the  cake  of  ice,  on  which  the  mercury  repofed, 
was  at  that  temperature  precifely  at  which  ice  is  dif- 
pofed  to  melt  with  the  fmalleft  additional  quantity 
pf  Heat,  if  any  Heat  had  found  its  way  downward? 
through  the  mercury  to  the  ice  in  this  Experiment, 
water  would  moll  undoubtedly  have  been  formed.*' 
apd  this  water  would  as  undoubtedly  have  appeared 
on  the  furface  of  the  mercury  on  taking  away  the 
iron :  but  there  was  not  the  ftnalleft  appearance  of 
any  ice  having  been  melted. 

To  find  out  whether  the  cake  of  ice  was  really  at 
jh^t  temperature  at  which  it  was  difpofed  to  melt 
with  any  additional  Heat,  I  thruft  down  the  end  of 
my  finger  through  the  mercury,  and  touched,  the 
ice ;  and  this  Experiment  removed  all  my  doubts  ; 
for  I  found  that,  however  expeditiously  I  performed 
that  operation,  it  was  hardly  poffible  for  me  to 
touch  the  ice  without  evident  figns  of  water  having 
been  produced  being  left  behind,  on  the  clean  and 
bright  furface  of  the  mercury,  on-  taking  away  ray 
finger, 

Froni 
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From  the  refults  of  all  ihefe  experimental  mvefti- 
gations  it  appears  to  me,  that  we  may  fafely  con- 
clude that  water,  oily  and  mercury  are  perfect  non- 
conductors of  Heat \  or,  that  when  either  of  thofe 
fubftances  takes  the  form  of  a  Fluid,  all  interchange 
and  communication  of  Heat  among  its  particles,  or 
from  one  of  them  to  the  other,  diredly,  becomes 
from  that  moment  abfolutely  impojfibk. 

That  this  is  alfo  the  cafe  with  refpeft  to  the  par- 
ticles of  air,  has  been  rendered  extremely  probable, 
—I  believe  I  might  fay  proved,— by  the  Experi- 
ments of  which  I  gave  an  account  in  one  of  my 
Papers  on  Heat,  publiftied  in  the  Tranfa&ions  of 
the  Royal  Society  ; — and  I  have  fhewn  elfewhere— 
(in  my  Sixth  Effay)  how  much  reafon  there  is  to 
conclude,  that  the  particles  of  Steam  and  of  Flame 
are  in  the  fame  predicament. 
. ■  But  if  all  interchange  and  communication  of 
Heat,  from  particle  to  particle — immediately^  ox  de 
froche  en  proche,  be  abfolutely  impoflible  in  fo  many 
elajlic  and  unelajlic  Fluids, — and  in  Fluids  fo  eflen- 
-tially  different  in  many  other  refpetts, — is  there 
*  not  fufficient  grounds  to  conclude  from  hence,  that 
this  property  is  common  to  all  Fluids — an^  that  )t 
;  is  even  ejfential  to  fluidity  ? 

;  It  is  eafy  to  conceive,  that  the  difcovery  of  fo  ito* 
portant  a  circu\nftance  muft  neceffarily  occafion  a 
confiderable  change  in  the  ideas  we  have  formed  In 
refpeft  to  the  mechanical  operations  which  take 
place  in  many  of  the  great  phenomena  of  Nature; 
as  well  as  in  many  of  thofe  ftill-more  interefti# 

chemical 
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chemical  operations,  which  we  are  able  to  dired; 
but  which  we  find,  alas !  very  difficult  to  explain. 

In  my  Paper  on  Heat,  above  mentioned,  publiflied 
jn  the  Philosophical  Tranfa&ions  for  the  year  1792, 
I  endeavoured  to  apply  the  difcovery  of  the  non* 
conducing  power  of  air  in  accounting  for  the 
warmth  of  the  hair  of  beads  ;— of  the  feathers  of 
birds  ;— of  artificial  clothing  ;— and  of  fnow,  the 
winter  garment  of  the  earth  ; — and  alfo,  in  explain- 
ing the  caufes  of  the  cold  winds  from  the  polar 
regions,  and  of  their  different  dire&ions  in  different 
countries,  which  prevail  at  the  end  of  winter,  and 
early  in  the  fpring. 

In  my  Sixth  Eflay — (on  the  Management  of 

Heat  and  the  Economy  of  Fuel)— I  availed  myfeff 

of  the  knowledge  of  the  non-condutting  power  of 

Jieam  and  of  flame,  in  explaining  the  effects  of  a 

blow-pipe  in  increafing  the  a&ion  of  pure  flame ; 

find  in  inveftigating  the  moft  advantageous  forms 

for  boilers  :  and  in  the  third  Chapter  of  this  Eflay 

J  have  endeavoured  to  apply  the  difcoveries  which 

had  been  made,  refpe&ing  the  manner  in  which 

Jleat  is  propagated  in  water,  in  explaining  the  means 

.  which  appear  to  have  been  ufed  by  the  Creator  of 

the  world  for  equaKfing  the  temperatures  of  the 

different  climates,  and  preventing .  the  fatal  effe&s 

of  the  extremes  0/  heat  and  of  cold  on  the  furface 

of  the  globe.     But  a  moft  interefting  application 

remains  to  be  made  of  thefe  difcoveries,  to  chemijirj; 

'—vegetation; — and  the  aniitol  eco7iomy; — and  to 

the  learned  in  thofe  branches  of  fcience  I  beg  leave 

moft  earneftly  to  recommend  them.    If  I  am  not 

much 
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much  miftaken  they  will  throw  3  new  light  on 
many  of  thofe  myfterious  operations  of  Nature,  in 
which  inanimate  bodies .  are  put  in  motion — their 
forms  changed — their  component,  parts  feparated, 
and  new  combinations  formed ;  and  it  is  poffible 
that  they  may  even  enable  us  to  account,  on  me- 
chanical principles,  for  thofe  furprifing  appearances 
of  preference  and  predile&ion  among  bodies,  which 
without  ever  having  been  attempted  to  be  explained, 
have  been  diftinguifhed  by  the  appellation  of  chemi» 
cal affinity. 

Perhaps  it  will  be  found  that  every  change  of 
form,  in  every  kind  of  fubftance,  is  owing  to  Heatj 
and  to  Heat  alone : — that  every  concretion  is  a  tiue 
congelation,  effe&ed  by  cold,  or  a  diminution  of 
Heat ;— and  that  every  change  from  a  folid  to  a 
fluid  form  is  a  real  fufton.  That  the  difference  be- 
tween calcination  in  the  wet  and  in  the  dry  way,  is> 
infatt,  much  lefs  than- has  hitherto  been  generally 
imagined ;  and  thkt  no  metal  is  ever  diffolved  till  it 
has  firfi  been  melted. 

Perhaps  it  will  be  found,  that  the  apparent  vio- 
lence with  which  folid  bodies  of  fome  kinds  are  at- 
tacked by  their  liquid  folvents, — and  which  has,  I 
believe,  been  confidered  as  a  proof  of  a  ftrong  che- 
mical affinity — is  not  owing  to  any  particular  at- 
traction, or  ele&ion,  but  to  the  confiderable  degree 
of  heat,  or  of  cold,  which  is  produced  in  their 
union  with  their  menftrua  ;  or  to  a  great  difference 
ip  the  fpecific  gravity  of  the  menftruum  in  its  na- 
tural ftate,  and  that  of  the  fame  fluid  after  it  to 
been  changed  to  a  faturated  folution. 
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If  fluids  ate  non-condu&ors  of  Heat,  it is  evident 
that,  if  any  change  of  temperature  takes  place  in 
chemical  folution,  it  muft  neceffarily  produce  cur- 
rents  in  the  folyent ;  and  that  thefe  currents  muft 
be  the  more  rapid,  as  the  change  of  temperature  is 
greater ;  and  as  they  neceffarily  caufe  a  fucceflion. 
of  frefh  particles  of  the  folvent  to  come  into  contact 
with  the  folid,  it  is  evident, — all  other  things  being 
*qual, — that  the  rapidity  of  the  procefs  of  folution 
will  be  as  the  rapidity  of  thefe  currents, — or  as  the 
change  of  temperature. 

But  the  currents  produced  by  the  difference  in 
the  fpecific  gravities  of  the  fluid  menftruum,  and 
of  the  faturated  folution,  have  perhaps,  in  general, 
a  ftill  greater  effeft  in  bringing  a  rapid  fucceflion  of 
frefli  particles  of  the  menftruum  into  contact  with 
the  folid  body  that  is  diffolved  in  it,  than  thofe  pro- 
duced by  the  change  of  temperature. 

When  thefe  two  caufes  confpire  to  accelerate  the 
motion  of  the  lame  current,  or  when  their  ten- 
dencies are  in  the  fame  dire  ft  ion,  as  is  the  cafe  in 
the  folution  of  common  fea-falt  in  water,— the 
folution  ought  to  be  moft  rapid. 

When  common  fait  is  diilolved  in  water,  the  fpe- 
cific gravity  of  the  faturated  folution  is  greater  than 
that  of  pure  water,  and  will  therefore  defcend  in  it ; 
and  cold  being  produced  in  the  procefs,  and  water 
being  a  non-condu&or  of  Heat,  the  fpecific  gravity 
of  the  faturated  folution  will  he  JIM  farther  increafed^ 
in  confequence  of  its  condenfation  with  this  cold, 
by  which  its  defcent  in  the  water  will  be  ftift  farther 

accelerated. 

# 

A  curious 
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A  curious  queftion  here  prefents  itfdf,  winch* 
could  it  be  refolved,  might  greatly  tend  to  elucidate 
this  abftrufe  fubjeft  of  philosophical  invefligatioiu 
Suppofing  that,  m  a  cafe  where  Heat  is  generated 
in  the  folution  of  a  folid  in  a  fluid  menftruum,  the 
addition  to  the  fpecific  gravity  of  the  menftruum, 
arifing  from  its  chemical  union  with  the  folid,  fhould 
fo  precifely  counterbalance  the  diminution  of  the 
fpecific  gravity  of  the  Fluid,  by  the  Heat  generated 
in  the  procefs,  that  the  hot  (aturated  folution  fhould 
be  precifely  of  the  fame  fpecific  gravity  as  the  cold 
menftruum;— would,  or  would  not  the  procefc 
of    folution     be    poffible    under    fuch    circum* 
fiances  ? 

If  the  apparent  tendency  to  approach  each  other* 
which  we  fometimes  perceive  in  folids  and  their 
fluid  menftrua,  were  real ;— if  that  peculiar  kind  of 
attra&ion  of  predile&ion  which  has  been  called 
chemical  affinity,  has  a  real  exiftence,  and  if  its  in- 
fluence reaches  beyond  the  point  cfaftual  contafl,  (as 
has,  I  believe,  been  generally  fuppofed,)  as  there  is 
no  appearance  of  any  attraction  whatever,  or  affi- 
nity, between  any  folid  body,  and  a  faturated  folu- 
tion of  the  fame  body  in  its  proper  menftruum,  it 
feems  probable  that  the  folution  would  take  place, 
— under  the  circumflances  defcribed :  but  fliould 
the  attraction  of  affinity,  according  to  the  definition 
of  it  here  given,  have  no  exiftence  in  faft,   (which 
is  what  I  very  much  fufped,)  in  that  cafe  it  is  evi- 
dent that  the  folution,  though  it  would  not  be  ab- 
folutely  impoffible,  would  be  fo  very  flow  as  hardly 
to  be  perceptible. 

It 
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'  If  would  not  be  impoffibk,  becaufe  the  particles  of 
tile  menftruum  in  immediate  contaft  with  the  folid, 
though,  in  the  moment  of  their  faturation,  they 
would  have  no  tendency  to  move  out  of  their  places, 
yet,  as  they  would  by  degrees  neceffarily  give  off, 
to  the  undiffolved  part  of  the  folid,  a  part  of  the 
■  Heat  acquired  in  the  chemical  procefs  by  which 
they  were  faturated,  being  cohdenfed  by  this  lofs  of 
Heat,  they  would,  at  length,  begin  to  defcend,  and 
give  place  to  other  particles  of  the  menftruum  ; 
which,  in  their  turns,  would  follow  them,  but  with 
velocities,  however,  continually    decreafing  ; — on 
account  of  the  gradual  augmentation  of  tempera- 
ture of  the  undiffolved  part  of  the  folid,  and  of  the 
Heat  communicated  by  that  folid  fubftance  to  the 
wliple  mafs  of  the  liquid  menftruum. 

Though  it  would,  probably,  be  extremely  diffi- 
cult to  contrive  any  (ingle  experiment,  from  there- 
fult  of  which  a  fatisfa&ory  decifion  of  this  queftion 
could  be  obtained,  yet  it  does  not  appear  to  be  im- 
poffible  to  difcover  by  indired  means,  the  principal 
faft  on  which  its  decifion  muft  depend. 

It  is  a  well  Tcnown  fo£t,  that,  when  water  which 
holds  fea-falt  in  folution  is  mixed,  in  any  veffel, 
with  ifrefh  water,  the  fait  will,  after  a  (hort  time,  be 
found  to  be  very  equally  distributed  in  every  part  of 
,  the  whole  mafs  ;  and  I  believe  that  it  has  been  ge- 
nerally confkleted,  that  this  equal  diftribution  of  the 
fait  is  owing4  to  the  affinity  which  is  fuppofed  to  exift 
between  fea-falt  and  water. 

Havmg  doubts  with  refpcft  to  the  exiftence  of 
this  fuppofed  attraction ;  and  fufpefting  that  the 

equal 
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equal  diftrtbution  of  the  fait  was  owing  to  a  vaf 
different  caufe— the  internal  motions  among  the 
particles  of  the  water,  occasioned  by  accidental 
changes  of  temperature — I  made  the  following 
Experiment,  which,  I  fancy,  will  be  considered  as 
decifive. 


Experiment^  No* 57. 

I  took  a  cylindrical  glafs  jar,  4*  inches  in  diame- 
ter, and  7  J  inches  high,  and  placing  it  in  the 
middle  of  another  cylindrical  glafs  jar,  7$  inches 
in  diameter, '  and  8  inches  high,  which  ftood  in 
a  very  (hallow  earthen  difli,  nearly  filled  with 
ppunded  ice  and  water,  I  placed  the  diOi,  with  its 
contents,  on  a  ftrong  table,  in  an  uninhabited  room, 
in  a  retired  part  of  the  houfe,  where  the  tempera- 
ture of  the  air,  which  was  the  fame,  with  very 
little  variation,  day  and  night,  was  at  about  360  F. 
Having  prepared,  and  at  hand,  a  quantity  of  (he 
ftrongeft  brine  I  could  make  with  fea-falt,  which 
waa  very  clear,  tranfparent,  perfectly  colourlefs, 
and  ice-cold;  and  alfo,  a  quantity  of  frefh,  or 
pure  water,— ice-cold,  lightly  tinged  of  a  red 
colour  with  turnfol ;  and  fome  ice-cold  olive-oil;  I 
firfl  poured  as  much  of  the  frefh  water  into  the 
fmall  cylindrical  jar  as  was  neceffary  to  fill  it  up  to 
the  height  of  above  2  inches ;  and  then*  by  means 
of  a  glafs  funnel^  which  ended  in  a  long  and  narrow 
tube,  by  introducing  this  tube  into,  the  frefli  water, 
and  reding  it  on  the  bottom  of  the  jar,  I  poured  a 

quantity 
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Quantity  of  the  brine,  equal  to  that  of  the  frefli 
water,  into  the  jar ;  and  in  performing  this  opera- 
tion I  idok  fo  much  care  to  do  it  gently,  and  with- 
out difturbing  the  frefli  water  already  in  the  jaiy 
that,%  When  it  was  finiftied,  the  frefh  water,  whichj 
as  it  Was  coloured  red,  could  eafily.be  diftinguiihed 
from  the  brine,  remained  perfe&ly  feparated  from 
this  heavier  faline  liquor;  on  which  it  repofed 
quietly,  without  the  fmalleft  appearance  of  any 
tendency  to  mix  With  it; 

I  now  filled,  to  the  height  of  about  5  inches* 
the  void  fpace  between  the  outfide  of  the  fmall  jar 
and  the  infide  of  the  large  jar  in  which  it  was 
placed,  with  ice-cold  water,  mixed  with  a  quantity 
of  ice,  in  pieces  a$  large  as  walnuts,— (pounded 
ice  would  have  obftrti&ed  the  view  in  obferying; 
through  the  fides  bf  thd  lai-ge  jar,  what  paffed  iti 
the  finaller)— -and  when  this  was  done,  I  very  care- 
fully poured  ice-cold  olive  oil*  into  the  fmaller  jair 
till  it  covered  the  furface  of  thfe  (tinged)  frefh  water 
to  thfe  height  of  about  an  inch  (fee  Fig.  5.  Plate  IV.); 
and  placing  myfelf  near  the  table,  in  a  fituation 
where  \  had  a  diftinft  view  of  the  contents  of  the 
fmall  jar,  I  fet  tnyfelf  to  obferve  the  refult  of  the 
Experiment. 

After  waiting  above  an  hour  without  being  able 
to  perceive  the  fmalleft  appearance  of  any  motion, 
either  in  the  brine,  or  in  the  frefh  water*  (the  one 
continuing  to  repofe  on  (he  other  with  the  moft 

-+  Thit  oil  ferved  not  only  to  keep,  the  water  on  which  it  repofed, 
quiet  j  but  alfo  to  prevent  any  communication  of  heat  between  it 
and  the  air  of  the  atmofphere. 

vol.  n.  a  a  perfect 
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perfeft  tranquillity,  and  without  the  (mailed  difpo 
fitioa  to  mix  together)  I  left  the  room. 

When  I  returned  to  it  the  next  day,  I  found 
things  precifely  in  the  ftate  in  which  I  had  left 
them ;  and  they  continued  in  this  ftate,  without 
the  fmalleft  appearance  of  any  change,  or  of  any 
difpofition  to  change,  during  Jfatr  days. 

'At  the  end  of  that  time,  thinking  that  any  fa- 
ther prolongation  of  the  Experiment  would  be 
quite  ufelefs,  I  removed  the  fmall  jar,  taking  care 
Qot  to  agitate  its  contents,  and  placed  it  in  the  win- 
dow of  a  room  heated  by  a  German  ftove. 

In  lefs  than  an  hour  I  perceived  that  the  brio* 
and  the  (tinged)  frefli  water  began  to  mix,  and  it 
the  end  of  24  hours  they  were  intimately  mixed 
throughout,  as  was  evident  by  the  eolour  of  the 
aqueous  fluid  on  which  the  oil  repofed;  whieh 
now  appeared  to  the  eye  to  form  one  uniform  m*& 
of  ?  light  red  tint. 

I  (hall  leave  it  to  philosopher*  to  draw  their  oH» 
concluiions  from  the  refuks  of  this  Experiment: 
In  the  mean  time,  there  is  one  fa&  which  it  fee©* 
to  point  out  that  I  ihall  juft  mention,  whkh  is  not 
only  curious  in  itfelf,  but  may  lead  to  very  impor- 
tant difcoveries.  It  appears  to  me  to  afford  ftrong 
reafons  to  conclude  that,  were  a  lake  but  very  defy 
its  waters,  near  the  fiirface,  would  neceflariJy  ^ 
freih,  even  though  its  bottom  fbould  be  one  (oU 
inafs  of  rock  fait. 

Would  it  be  ridiculous  to  make  Experiments  to 
determine  whether  the  water  at  the  bottom  of  fo®* 
very  deep  lakes  is  not  impregnated  with  &It< 
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Should  it  be  found  to  be  a&ually  the  cafe,  it  might 
prove  an  unexhauftible  treafure  in  an  inland  coun- 
try, where  fait  is  fcarce. 

As  mines  of  rock-falt  are  often  found  in  the 
^neighbourhood  bf  frefli  lakes,  it  feems  reafonable 
to  fuppofe  that  the  waters  of  fuch  lakes  fhould 
fotnetitfies  be  in  contaft  with  Jlrata  of  thefe  mines ; 
and  when  I  fitfft  began  to  meditate  on  this  fubjeft, 
I  was  ihuch  furprifed, — not  that  the  fait  water 
tyhich  may  lie  at  the  bottom  of  frefli  lakes  fliould 
not  'already  haV6  been  difcovered,*— for  from  the 
flrft  I  plainly  perceived  that  nothing  could'  happen 
in  the  ordinary  courfe  of  things  that  could  bring  ft 
to  the  light,  br  even  afford  any  grounds  to  fufpe& 
its  exiftence  j^but,  z$  Jlrata  of  fait  mines  frequently 
lie  higher  than  the  mean  level  of  the  country,  I  was 
fufptifed  that  lakes  of  fait  water  fhould  not  niorte 
frequently  be  found  ;  and  as  thefe  reflections  oc- 
curred to  nle  after  I  had  difcovered  what  appeared 
to  me*  to  be  aft  evident  pt oof  N  of  the  wirdbm  and 
goodnefs  of  the  Greator  in  making  i\\  likes  in  cold 
countries  frejh,  I  began  to  be  alarmed  for  the  fatal 
confequences  that  might  ettfue,  If,  by  chance,  the 
fide  of  a  lake  fhould  come  into  ebntaft  With  a 
mountain  of  fait ;  as  1  faw  might  eafily  happen. 

Shall  I,— or  fhall  I  not  attempt  to  give  my  feadfcfr 
an  idea  of  what  I  felt,  when,  meditating  oft  thfc 
fubjeft,  and  almoft  beginning  to  fepefit  of  tirhat 
many,  no  doubt,  have  already  Condemned  a§  the 
foolifti  dream  of  an  enthufiaftic  imagination,  I  faw, 
all  at  once,  that  the  mod  effectual  care  had  been  * 
taken  to  prevent  the  evils  I  apprehended  j— that 
AA2  from 
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from  the  very  conftitution  of  things,  and  the  ordt* 
nary  and  uniform  operation  of  the  known  laws  of 
Nature,  the  permanent  exi/lence  of  a  lake,  salt  At 
the  surface,  is  abfolutcly  impojjible ;  even  though 
it  (hould  be  furrounded  on  every  fide  by  mountains 
of  fait  •? 

Though  the  explofion  of  a  volcano,  an  earth* 
quake,  or  any  other  great  convulfion,  by  which  the 
Jhorcs  of  a  lake  might  be  brought  into  contact  with 
a  vaft  mine  of  fait,  might  caufe  the  whole  mafs 
of  its  water  to  be  fait  for  a  time ;   yet,  the  evil 
would  foon  effeft  its  own  remedy :  The  falling  in 
of  the  cruft  of  earth  and  (tones  by  which  mines  of 
fait  are  every  where  found  to  be  covered*  (and 
without  which  they  could  not  exift)  would  very 
foon  cover  the  naked  fait,  and  the  water  at  the 
furface  of  the  lake  would  again  become  perfectly 
frefh.    Should,  however,  the  lake  be  fo  deep  that 
the  temperature  at  the  bottom  fliould  remain  the 
fame  fummer  and  winter,  without  any  fenfible  va- 
riation, it  is  mod  certain  that  its  waters  there — (at 
the  bottom  of  the  lake) — would  remain  perfectly 
faturated  with  fait  for  even 

But  are  there  not  fome  reafons  to  conclude  that 
the  water  at  the  bottoms  of  all  very  deep  lakes  ought 
neceffarily  to  be  fait,  even  in  fituations  where  there 
are  no  mines  of  fait  near  ? 

The  fea-fhells  that  are  frequently  found  in  high 
Inland  fituations,  as  well  as  many  other  appear* 

*  By  the  word  Lake  I  mean,  at  is  eafy  fo  perceive,  a  collection  of 
water,  in  a  high  inland  fituation,  from  which  there  it  a  content 
tfflux.  ' 
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ances  noticed  by  naturalifts,  ftrongly  indicate  that 
jnoft  of  our  continents  have  been  covered  by  the 
waters  of  the  ocean.  N9W  if  that  event  ever  hap* 
pened— however  remote  thd  period  may  be  at 
which  it  took  place— it  feems  highly  probable  that 
the  fait  water  left  at  the  bottoms  of  all  deep  lakes, 
by  the  fea,  on  its  retiring,  muji  be  there  now* 

I  cannot  take  my  leave  of  this  fubjeft  without 
juft  obferving,  that  the  difcovery  of  the  impoffibility 
of  the  permanent  exiftence  of  what  we  can  plainly 
perceive  would  be  an  evil,  certainly  ought  not  to 
diminijh  our  admiration  of  the  wifdom  of  the  great 
Architeft  of  the  Univerfe, 
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chap.  n. 

Watir  madt  to  congeal  at  in  under  Supfac*~~Qb* 
fervaiion  refpe fling  the  Formation  of  be  at  the 
Bottoms.  <f  Rivers.— -Reafons  far  concluding  that 
Heat  can   never   be  equally  diftributed  Jn  any 
fluid.— Perpetual  Motions  occqfianed  in  Fluids  bf 
the  unequal  Dijhibut'wn  of  Heat. — An  inconceiv- 
ably rapid  Succejfion  of  Collifwns  among  the  inn 
tegrant  Particles  of  Fluids  is  occafioned  by  the  fo 
ternal  Motions  into  which  Fluids  are  thrown  in  the 
Propagation  of  Heat. — An  Attempt  to  efiimate  the 
Number  of  thofe  Collifwns  which  take  place  in  a 
given  Time.—Thefe   Inveftigations    will  greatly 
change  our  Ideas  refpe  fling  the  real  State  of  Fluids 
apparently  at  refl. — Fluidity  may  be  called  the 
Life  of  inanimate  Bodies.— Conjectures  ref 
pefling  the  Vital  Principle  in  Living  Animals; 
and  the  Nature  ofPhyfical  Stimulation. 

tT7hatever  the  mechanical  operation  may  in 
faft  he,  by  which  thofe  effe&s  are  produced 
that  have  given  rife  to  the  idea  of  the  exiftence  of 
an  attrattion  of  affinity — (a  power  different  from 
gravitation) — between  folid  bodies  and  their  liquid 
menflrua,  and  between  different  portions  of  the 
fame  menftruum  differently  faturated ;  the  refill* 
of  the  foregoing  Experiment  (No.  57)  proves  that 
two  particles  of  water  in  combination  with  very 

different 
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different  quantities   of  fea-falt;    or  a  particle  of 
water  faturated  with  fait,  and  another  perfectly  free , 
from  fait,  may  be  in  contact  with  each  other  for  any 
length  of  time  without  (hawing  any  appearance  of. 
a  difpofition  to  equalize  the  fait  between  them. 

But  fliould  we  even  admit  as  a  fad,  what  this 
Experiment  feems  to  indicate,  namely,  that  there 
is  no  fuch  thing  as  an  attraction  of  predilection  be-, 
tween  folids  and  their  folvents ;  and  that  all  thofe 
motions  which  have  been  attributed  to  the  a£Upn 
of  that  fuppofed  power, 1—  (as  well  as  all  pther 
motions  which  take  place  in  Fluids,)— are  the  im- 
mediate effejfts  of  gravitation  a&ing  according  to 
immutable  laws,  and  changes  of  ffecific  gravity  by 
Heat;  yet  there  tfould  (till  remain  one  great  diffi- 
culty in  explaining  chemical  folution.  As  all  me- 
chanical operations  require  a  certain  time  for  theif 
performance  ;  and  as  the  motion  which  is  occafion- 
ed  in  a  Fluid  by  a  change  of  fpecific  gravity  in  any 
individual  particles  of  it,  begins  as  foon  as  the 
change  begins  to  take  place,  if  there  be  no  at- 
traction between  the  particles  of  folid  bodies  and 
the  particles  of  their  menftruaj — as  Heat  is  fuppofed 
to  be  generated  or  abforbed,  or,  to  fpeak  more 
properly ,— both  generated  and  abforbed, — in  the 
contact  of  thpfe  particles,  and  previous  to  the  com- 
pletion of  their  chemical  union ;'  -  how  does  it  hap- 
pen that  the  particle  of  the  mertftruum  whofe  fpe- 
cific gravity  is  neceffarily  changed  by  this  change 
of  temperature,  dofes  not  immediately  quit  the  folid, 
in  confequence  of  this  change;  and  before  the  pro- 
cefs  of  folution  has  bad  time  to  be  completed?* 

a  a  4  A  con- 
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A  confideration  of  the  effefts  of  the  vis  inertia 
of  the  particle  of  the  menftruum  whofe  fpecific 
gravity  is  thus  changed,  and  alfo  of  the  vis  inertia 
of  the  reft  of  the  Fluid,  and  the  refiftance  it  muft 
oppofe  to  the  motion  of  its  individual  folitary  par- 
ticles, would  furnifh  us  with  arguments  that  might 
be  employed  with  advantage  in  removing  this  diffi- 
culty j  but  I  fancy  that  the  refult  of  the  Experi- 
ment of  which  I  (hall  prefently  give  an  account 
will  be  more  fatisfa&ory  than  any  reafoning,  un- 
fupported  by  fa&s,  that  I  could  offer  on  the 
fubjeft. 

When  a  doubt  arifes  with  regard  to  the  pojfibilitf 
of  any  operation  of  a  peculiar  kind,  which  is  fup- 
pofed  to  take  place,  in  any  procefs  of  nature  among 
thofe  infinitely  fmall  integrant  particles  of  bodies, 
which  efcape,  and  muft  ever  efcape,  the  cognizance 
of  our  grofs  organs,  however  they  may  be  affifted 
by  art,  the  fhorteft  way  of  deciding  the  queftion  is 
to  put  the  known  powers  of  nature  in  a&ion  under 
fuch  circumftances  that  the  effetts  produced  by 
them  muft  fhow,  unequivocally,  whether  the  fup- 
pofed  operation  be  poffible,  or  not :  and  if  it  be 
found  to  be  poffible  in  one  cafe,  we  may  then 
argue  with  lefs  diffidence  on  the  probability  of  its 
actually  taking  place  in  the  fpecific  cafe  in 
queftion. 

It  has  been  abundantly  proved  by  the  Experi- 
ments of  M-  de  Luc,  and  by  thofe  of  my  friend 
Sir  Charles  Blagden,  that  when  water,  in  cool- 
ing, has  arrived  at  the  temperature  of  about  41  °F. 
\\s  condenfatioa  with  cold  ceafes,  and  it  begins  to 

expand  j 
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expand ;  and  continues  to  expand  gradually  as  its 
temperature,  goes  on  to  be  farther  diminiihed,  till 
it  is  changed  to  ice.  Availing  myfelf  of  that  moft 
important  difcoyery,  I  jnade  the  following  Expert 
jnent, 

Experiment 9  No.  58. 

Having  poured  mercury,  at  the  temperature  of 
6©°,  into  a  common  glafs-tumbler,  till  this  Fluid 
ftood  at  the  height  of  about  ?n  inch ;  I  then  poured 
about  twice  as  much  water  (at  the  fame  temperature) 
upon  it;  and  placing  the  tumbler  in  a  (hallow 
earthen  difli,  furrounded  it  to  the  height  of  the 
level  of  the  furface  of  the  mercury  with  a  freezing 
mixture  of  fnow  and  common  fait.  Having  done 
this,  I  was  very  curious  indeed  to  fee  in  what  part 
of  the  water  ice  would  firft  make  its  appearance. 

Could  it  be  at  the  upper  furface  of  it  ?  That  ap- 
peared  to  me  to  be  impoffible ;  for  the  Experiment 
being  made  in  a  room  warmed  by  a  German  ftove, 
the  temperature  of  the  air  which  repofed  on  that 
furface  was  confiderabty  above  the  point  at  which 
water  freezes. 

Could  it  be  at  its  lower  furface,  where  it  refted 
on  the  upper  furface  of  the  mercury  ? — If  that 
fhould  happen,  it  would  (how,  that,  notwithftand- 
ing  the  diminution  of  the  fpecific  gravity  of  the 
water  in  paffing  from  the  temperature  of  41  °  to 
that  of  330  j  and  th§  tendency  which  this  diminu- 
tion gave .  it  to  quit  the  furface  of  the  mercury 
from  the  inftant  when,  it  being  cooled  by  a  con- 
ttft  with  it,  it  had  paffed  the  point  of  41°;.  yet 
§    ,  there 
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there  was  time  fufficient  for  the  congelation  to  be 
completed  before  the  particle  of  water  fo  cooled  cadi 
mate  its  cfcape. 

The  reader  will  naturally  conclude  from  what 
was  faid  in  the  preceding  page,  that  it  was  merely 
with  a  view  to  the  determination  of  that  fingle  faft> 
that  this  Experiment  was  cbntrived ;  and  be  will 
perceive,  by  the  refult  of  it  that  my  expectation* 
with  regard  to  it  were  fully  anfwered. 

Ice  was  not  only  formed  at  the  bottom  of  tbt 
water j  at  its  under  furface,  where  it  was  in  con* 
taft  with  the  cold  mercury ;  but,  I  found  on  re* 
peating  the  experiment,  and  varying  it,  by  previa . 
oufly  cooling  the  mercury  in  the  tumbler  to  about 
io°,  that  boiling- foot  water ■,  poured  gently  upon  it, 
was  inftantly  frozen,  and  gradually  formed  a  thick 
cake  of  ice,  covering  the  mercury  ;  though  almoft 
the  whole  of  the  mafs  of  the  unfrozen  water,  which 
relied  on  this  ice,  remained  nearly  boiling-hot 

This  Experiment  not  only  determines  the  point 
for  the  decifion  of  which  it  was  undertaken ;  but 
alfo  enables  us  to  form  a  juft  opinion  refpefting  * 
matter  of  faft  which  has  been  the  fubjeft  of  a  good 
deal  of  difpute. 

Though  many  accounts  have  been  publifted  of 
ice  found  at  the  bottom  of  rivers,  yet  doubts 
have  been  entertained  of  the  poffibility  of  its  being 
formed  in  that  fituation.  From  the  refult  of  the 
foregoing'Experiment  it  appears  to  me  that  we  may 
fafely  conclude,  that,  if  after  a  very  long  and  a 
very  fevere  froft,  by  which  the  furface  of  the  ground 

has  not  only  been  frozen  to  a  coixfiderablecfep*' 

but 


bat  alfe  cooled  fevefal  degrees  below  tlie  faeaiitg 
pointy  a  river  fhould  overflow  its  banks,  and  covw 
the  fuirfoce  of  ground  frpoimjlf  fi  cooled,  ice 
would  be  formed  at  the  bottom  of  the  wane*:  but 
all  the  Experiments,  that  have  been  made  on  the 
congelation  of  water  fliow  the  abfolute  impoffibi- 
lity  of  ice  being  ever  formed,  in  any  country,  at  the 
bottom  of  a  river  %vbicb  conftcmtly  Jills  its  banks, 
or  which  never  leaves  its  bed  expofed,  dry,  to  the 
cold  air  of  the  atmofpherc 

By  rdk&ing  on  the  various  confequences  that 
ought  to  follow  from  the  peculiar  manner  in  which 
"Heat  appears  to  be  propagated  in  Fluids*  we  are  led 
to  conclude,  that  it  is  almoft  impoffible  that  any 
Fluid  expofed  to  the  afUon  of  light  fhould  ever  be 
throughout  of  the  fame  temperature,  though  its 
mafs  be  ever  fo  finally  and  that  the  difference  hr 
the  Heat  of  its  different  particles  muft  occafion 
perpetual  motions  among  them. 

Suppofe  any  open  veffel,— as  a  common  glaf* 
tumbler  for  inftance,— containing^  a  piece  of  mo- 
ney* a  fmall  pebble,  or  any  other  fmallfo}id  opaque 
kody,  to  be  filled  with  water,'  and  expofed  in  a 
window,  or  elfewhere,  to  the  a&ion  of  the  fun's 
pays.  As  a  ray  of  light  cannot  fail  to  generate 
Heat  'when  and  wh#re  it  is  flopped  or  abforbed, 
.the  rays,  which,  entering  the  water,  and  pafEng 
through  it,  impigne  againft  the  fmall  folid  opaque  ^ 
body  at  the  bottom  of  the  veffel,  and  are  there 
abforbed,  mud  neceffarity  generate  a  certain  quantity 
of  Heat ;  a  part  of  which  will  penetrate  into  the 
inferior  parts  of  the  folid,  and  a  part  of  it  will  be 

commu* 
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communicated  to  thofe  colder  particles  of  the  water 
which  repofe  on  its  furface. 

Let  us  fuppofe  the  quantity  of  Heat  fo  commu- 
nicated to  one  of  the  integrant  particles  of  the  v* 
ter  to  be  fo  fmall,  that  its  effeft  in  diminifhing  the 
fpecific  gravity  of  the /particle  is  but  juft  fuffidept 
to  caufe  it  to  move  upwards  in  the  mafs  of  the 
liquid  with  the  very  fmalleft  degree  of  velocity  that 
would  be  perceptible  by  our  organs  of  fight,  were 
the  particle  in  motion  large  enough  to  be  vifible. 
This  would  be  at  the  rate  of  about  one  hundredth 
part  of  an  inch  in  a  fecond. 

This  velocity,  though  it  appears  to  us  to  be  flow 
in  the  extreme,  when  we  compare  it  with  thok 
motions  that  we  perceive  among  the  various  bodies 
by  which  we  are  furrounded,  yet  we  fhall  be  fur- 
prifed  when  we  find  what  a  rapid  fucceffion  of 
events  it  is  capable  of  producing. 
.  If  we  fuppofe  the  diameter  of  the  integrant  par- 
ticles, or  molecules  of  water,  to  be  one  millionth 
part  of  an  inch— -(and  it  is  highly  probable  that 
they  are  even  lefs — *) — in  that  cafe,  it  is  moftcer* 
tain  that  an  individual  particle,  moving  on  in  a 
quiefcent  mafs  of  that  Fluid  with  the  velocity  in 
queftion,  namely,  at  the  rate  of  ^4^  part  of  an  inch 
in  i  fecond,  woi^ld  run  through  a  fpace  equal  to 

*  Leaf  gpld,  fqcb  as  is  prepared  and  fold  by  the  gold-beat^ 
is  not  four  times  as  thick  as  the  diameter  here  aflumed  for  the  integrant 
particles  of  water.  Tbefe  leaves  of  folid  metal  have  been  found  by 
computation  to  be  no  more  than  ^7**?  °*  an  rocn  'n  tW^* 
How  much  lefs  muft  be  t|ie  diameter  pf  the  integrant  particles  of 


•  *  •  -      in  Fluid*;  33^ 

ten  thoufand  times  the  length  of  its  diameter  In  one 
fecond9  and  confequently  would  come  into  conta& 
with  at  lez&Jix  hundred  thoufand  different  partides 
of  water  in  that  time. 

Hence  it  appears  how  inconceivably  fhott  the 
time  mull  be  that  an  individual  particle,  in  taotiori, 
of  .any  Fluid,  can  remain  in  contaft  with  any 
other  individual  particle,  not  in  motion,  againft 
which  it  ftrikes  in  its  progrefs  (however  flow  that 
progrefs  may  appear  to  us  to  be)  through  the 
quiefcent  mafs  of  the  Fluid ! 

Suppofing  the  contaft  to  lad  as  long  as  the 
moving  particle  employs  in  pafling  through  a  fpace 
equal  to  the  length  of  its  diameter— which  is  evi- 
dently all  that  is  poffible ;  and  more  than  is  pro- 
bable j — then,  in  the  cafe  juft  ftated,  the  contaft 
could  not  poflibly  laft  longer  than  T-^iv^  part  of  a 
fecond  !  Thi&  is  the  time  which  a  cannon  bullet, 
flying  with  its  greateft  velocity,  (that  of.  1600  feet 
in  a  fecond,)  would  employ  in  advancing  2  inches- 

If  the  cannon  bullet  be  a  nine  pounder,  its  diame- 
ter will  be  four  inches  ;  and  if  it  move  with  a  ve- 
locity of  1600  feet  (=19200  inches)  in  a  fecond, 
it  will  pafs  through  a  fpace  juft  equal  to  4800  time* 
the  length  of  its  diameter  in  1  fecond.  But  we 
have  feen  that  a  particle  of  water  moving  t|tt  of 
an  inch  in  a  fecond  a&ually  p^ffes  through  a  fpace 
equal  to  10000  times  the  length  of  its  diameter  in 
that  time :  Hence  it  appears  that  the  velocity  with 
which  the  moving  body  quits  the  /paces  it  occupies  is 
more  than  twice  as  great  in  the  particle  of  water, 
as  in  the  cannon  bullet ! 

There 
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There  is  one  more  computation  which  ftaybetif 
ttfe  in  enabling  us  to  form  more  juft  ideas  of  the 
fubjeft  under  confideration,— and  furely  too  modi 
cannot  be  done  to  enlighten  the  mind,  and  affift  the 
imagination,  in  our  attempts  to  contemplate  thofe 
invisible  operations  of  nature  which  nothing  but 
the  ftarpeft  ken  of  the  intelle&ual  eye  will  ever  be 
able  to  dete&  and  feize. 

As  fucceeding  events  which  fall  under  the  cog- 
nizance of  our  fenfes  cannot  be  diftiiiguifted  $ 
they  happen  oftener  than  about  ten  times  in  aft* 
tond*9  it  appears  that  when  a  particle  of  watff 
moves  in  a  quiefcent  mafs  of  that  fluid  at  the  rate 
of-rsTypart  of  an  inch  only,  in  one  feccmd,  its 
fucceeding  collifions  with  the  different  parricte, 
at  reft,  of  that  fluid,  againft  which  it  ftrikes  as 
it  moves  on,  muft  be  fo  inconceivably  tapid  that 
no  lefs  than  one  thoufand  of  them  muft  actually  take 
place,  me  after  the  other  >  in  the  fliorteft  f|>ace  of 
time  that  is  perceptible  by  the  human  mind  f . 

After 

•  This  affertion,  in  at  far,  at  leaft,  as  it  relates  to  obje&s  of  figto 
may  be  proved  by  the  following  eafy  experiment  s  Let  a  wheel/  *ltb 
any  known  number  of  fpokes,  be  tinned  round  its  axis  with  frch ' 
velocity  as  (hall  b*  found  neceflary,  in  ordei  that  the  fyofcet  ***1  **" 
appear  or  become  invifible.— From  the  velocity  of  the  wfaeelj**4  a* 
number  of  fpokes  in  it,  the  faft  will  be  decided. 

f  It  probably  will  not  efcape  the  obfervation  of  my  learned^** 
that  the  velocity  which  1  have  here  afligfted  to  the  firtglf  far*'01*, 
water,  moving  upwards  in  that  fluid  in  corifeqnence  of  a  cbtiifc  tf  '*• 
fpecific  gravity  by  Heat,  though  apparently  very  fmall,— (^  ^ 
dn  inch  in  a  fecond,)— is,  however,  moft  probably  conWcW 
greater,  in  fa$,  than  any  individual  fifit&y  particle  of  that  f*F 
could   poiBbly  acquire,    in   the    fuppofed    ciicumftances,   ty  *°T 

change  of  temperature,  however  great,  owing  to  the  rtfiftanct  **'' 

•    twt)W 
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After  we  have  patiently  examined  the  refult  of 
thefe  inveftigations,  and  the  imagination  has  be- 
come familiarized  with  the  contemplation  of  the 
interefting  fafts  they  prefent  to  it,  how  much  will 
our  ideas  be  changed  with  regard  to  the  real  flaw 
of  fluids  apparently  at  reft!  They  will  then 
appear  to  us  to  be,  what  no  doubt  they  really  are 
in  faSt,  an  affemblage  of  an  infinite  number  of 
infinitely  fmall  particles  of  matter  moving  continu- 
ally, or  without  ceafing,  and  with  inconceivable 
velocities* 

We  (hall  then  confider  fluidity  as  the  life  of  in- 
animate bodies,  and  congelation  as  the  Jleep  of  death; 
—and  we  (hall  ceafe  to  afcribe  a&ive  powers,  or 
exertions  of  any  kind,  to  dead  motionlefs  matter, 
.  But  what  fliall  we  think  of  the  vital  principle  in 
living  animals  ?— Does  not  their  life  alfo  depend 
on  the  internal  motions  in  their  fluids,  occafioned 
by  an  unequal  diftribution  of  heat  ? — And  is  not 

would  neceflarily  be  oppofed  to  its  motion  by  the  quiefcent  particles 
of  the  fluid*     Aware  of  this  objection ,  and  being  defirous  of  being 
prepared  to  meet  it,  I  took  foroe  pains  to  compute,  by  the  rules  laid 
down  by  Sir  Isaac  Newton  in  his  Priucipi*,  book  ii.  fe&.  viL, 
what  the  greateft  velocity  is  that  a  folitary  particle  of  water  (fuppofed 
to  be  Yoohzv*  °f  an  *ncn  m  diameter)  could  poffibly  acquire  by  a 
given  change  of  its  fpecific  gravity  :  And  I  found  that  if  the  fpecific 
gravity  of  water  at  the  temperature  of  31°  F.  be  taken  at  1.00081,  and 
its  fpecific  gravity  at  So0,  at  0.99759,  as  lately  determined  by  accu- 
rate experiments,  then,  a  (Ingle  particle  of  water  at  the  temperature 
of  fcf,  fituatcd  in  a  quiefcent  mafs  of  that  fluid  at  3*0,  the  greateft 
velocity  this  hot  particle  could  acquire  in  .moving  upwards  in  confe- 
rence of  its  comparative  levity  would  be  that  of  T^T  part  of  an 
inch  in  1  fecond.    This  rs  at  the  rate  of  about  one  inch  and  an  half 
in  1  hour.— But  it  is  evident,  that  when  great  numbers  of  particles 
unite  and  form  currents,  they  will  make  their  way  through  the  qui- 
efcent fluids  with  greater  facility,  and  confequently  will  movefafter. 

Jlimulation9 
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Jlimulation,  in  all  cafes,  the  mere  mechanical  efied 
of  the  communication  of  Heat  ? 

It  is  an  opinion  which  we  know  to  be  as  old  as 
the  days  of  Moses,  that  the  life  of  an  animal  refides 
in  its  blood;  and  it  is  highly  provable  that  it  dates 
from  a  period  (till  more  remote.  It  was  lately 
revived  by  an  anatomift  and  phyfiologift,  (now  no 
inore  *,)  who  Was  eminently  diftinguifhed  for  laga- 
city ;  and  it  appears  to  me  that  the  late  difcoveries 
refpe&ing  the  manner  in  which  Heat  is  propagated 
in  Fluids  tend  greatly  to  elucidate  the  fubjeft;  and 
to  give  to  the  hypothecs  a  high  degree  of  proba- 
bility. 

According  to  this  hypothefis — (as  it  may  now  be 
explained)— every  thing  that  increafes  the  inequa- 
lity of  the  diflribution  of  the  Heat  in  the  mafs  of 
the  blood— (even  though  it  fliould  not  immedi- 
ately augment  its  quantity)— ought  to  increafe  the 
intenfity  of  thofe  affions  in  which  life  confifts.  But 
are  there  not  many  ftriking  proofs  that  this  is  the 
cafe  in  fatt  ? 

Do  not  rejpiration, —  digejtion, —  and  inferrible 
perfpiration  all  tend  evidently — (that  is  to  fay,  ac- 
cording  to  our  affumed  principles,  with  regard  to 
the  manner  in  which  Heat  is  propagated  in  Fluids) 
—to  produce,  and  to  perpetuate  this  inequality  of 
heat  in  the  animal  fluids  ?  And  do  we  not  fee 
what  an  immediate  and  powerful  effeft  they  have 
in  increafing  the  intenfity  of  the  a&ion  of  the 
powers  of  life  ? 

*  Mr.  John  Hunter, 

if 
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If"  animal  life  depends  efTentially  on  thofe  in- 
ternal motions  in  the  animal  fluids,— which,  as 
has  been  fliown,— are  occafioned  by  the  differ- 
ence of  the  fpecific  gravities  of  their  integrant  par- 
ticles, or  molecules y  arifing  from  their  different  tem- 
peratures ; — in  that  cafe*  it  is  evident  that  the 
vital  powers  would  be  Strengthened,  or  their  a&ion 
increafed,  either  by  beat,  or  by  cold,  properly  applied. 
But  is  not  this  found  to  be  the ,  cafe  in  fad  ? 
Does  not  the  dram  of  brandy  at  St.  Peterlburgh 
produce  the  fame  effefts  as  the  draught  of  iced 
lemonade  at  Naples,  and  by  the  fame  mechanical 
operation,  but  afting  in  oppofite  dire&ions?  And 
does  not  the  lofs  of  Heat,  by  infenfible  perfpiration, 
contribute  as  efficacioufly  to  the  prefervation  of 
that  inequality  of  temperature  which  is  effential  to 
life,  as  the  introduction  of  Heat  into  the  fyfteni  in 
refpiration  ? 

Is  not  the  fudden  coagulation  of  blood,  when 
drawn  from  a  living  animal,  and  are  not  all  the 
other  rapid  changes  that  take  place  in  it,  evident 
proofs  of  an  unequal  diftribution  of  Heat?  And 
does  not  the  vifcofity  of  blood,  as  well  as  its  perpe- 
tual motions  in  the  vafcular  fyftem,  contribute 
very  powerfully  to  the  prefervation  of  that  in- 
equality ? 

Are  not  the  livid  fpots  on  the  furface  of  the 
body,  which  indicate  a  beginning  of  mortification, 
produced  in  confequence  of  a  feparation,  or  pre- 
cipitation of  the  heterogeneous  particles  of  the 
animal  Fluids,  according  to  their  fpecific  gravities 
and  individual  temperatures,  occafioned  by  reft, 

vol.  ii.  b  b  or 
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or  an  ihtetruptioft  of  circulation  I  And  may  we 
not  emphatically  pronounce  fuch  Fluids  to  be  dead? 
Would  not  any  liquid  in  which  Heat  were 
equally  dijlributed  be  a  fatal  poifon  if  inje&ed 
into  the  veins  of  a  living  animal  ?  >  And  would 
not  this  be  the  cafe  even  were  the  liquid  fo  in* 
je&ed  a  portion  of  the  animal's  own  blood,  or  of 
the  lymph  or  any  other  of  its  component  parts, 
tad  were  it  at  the  mean  temperature  precifely  of 
the  healthy  Fluids  circulating  in  the  veins  and  arte- 
ries of  the  animal  ? 

Is  not  glandular  fecretion  a  true  precipitation  ? . 
and  is  it  not  poffible  that  die  formation  of  the 
folids,  and  the  growth  of  an  animal  body,  may  be 
effected  by  a  procefs  exa&ly  fimilar  to  conge- 
lation? And  are  there  not  even  circumftances 
from  which  we  might  conclude,  with  a  eonfider- 
able  degree  of  probability,  that  mod  of  thefe  con- 
gelations are  formed  at  or  about  the  temperature 
of  boiling  water  ? 

But  I  forbear  to  enlarge  on  this  fubjed.  I  find  I 
feave  unawares  entered  a  province,  wherq,  if  I  ad- 
vance farther,  I  lhall  certainly  be  expofed  to  the 
danger  of  being  confidered  and  treated  as  an  in- 
truder ;  and  I  muft  haften  to  make  my  retreat, 
which  I  lhall  endeavour  to  efFeft  by  abruptly 
putting  an  end  to  this  Chapter. 
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CHAP.    IIL   . 

Probability  that  intenfe  Heat  frequently  exi/is  in  the 
folitary  Particles  of  Fluids,  whkh  neither  the 
Feeling  not  the  Thermometer  can  detefl.—The  Eva* 
poration  of  Ice  during  the  feverefi  Frq/i  explained 
on  thai  Suppojiti'on. — Probability  that  the  Metals 
would  evaporate  when  expofed  to  the  Aftion  of  the 
Sun's  Rays  wete  they  not  good  Conductors  ofHeaU 
—Mercury  is  actually  found  to  evaporate  undet 
the  mean  temperature  of  the  Atmbfphere.—*This 
Fad  isaftriking  Proof  that  Fluid  Mercury 
is  a  Non-conduflor  of  Heat.— -Probability  that  tht 
Heat  generated  by  the  Rays  of  Light  is  always 
the  fame  in  Intenfity  ;  and  that  tbofe  Effe&s  which 
have  been  attributed  to  Light  ought  perhaps  in 
all  Cafes  to  b?  afctibed  to  the  Adion  of  the  Heat 
generated  by  them — A  Jiriking  Proof  that  the 
moft  intenfe  {hat  does  fometimes  exift  where  we 
Jhould  not  exptft  tojlnd  it.->-Gold  aftudlly  melted 
by  the  Heat  which  exi/ls  in  the  Air  of  the  Atmo- 
Jpherey  where  there  is  no  Appearance  of  Fire^  or 
of  any  Thing  redrhoU—We  ought  to  be  cautious 
in  attributing  to  the  Aflion  of  unknown  Powers^ 
F0eSs  fimilat.  to  thofe  produced  by  the  Agency  of 
Heat. — The  mofi  intenfe.  Heat  may  exifi  without 
leaving  any  vifiblg  Traces  of  its  Exigence  behind 
it. — This  important  Fa6l  iJlif/trated  by  the  necejfary 
Refult  of  an  imaginary  Experiment*  , 

TJow  far  the  poffibility  of  the  communication  of 
**  Heat  between  the  integrant  particles  of  a  Fluid 

b*  2  may 
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may  or  may  not  be  owing  to  the  extreme  mobi- 
lity of  thofe  particle*,  and  to  the  infinitely  Ihoit 
time  that  two  of  them,  of  different  fpecific  gran* 
ties,  (owing  to  a  difference  of  temperature)  can 
remain  in  contaft,  I  leave  others  to  determine ;  in 
the  mean  time,  it  is  mod  certain  that  the  exiftence 
of  this  impossibility  of  any  immediate  communica- 
tion of  Heat  among  the  particles  of  a  Fluid  renders 
the  diftributibn  of  Heat  very  unequal;  and  it 
feems  highly  probable  that  many  appearances 
which  have  been  attributed  to  very  different  caufes, 
are  in  fatt  owing  to  intenfe  Heat  exifting  and  pro* 
ducing  the  effetts  proper  to  it  in  fituations  where 
its  exiftence  has  not  even  been  fufpe&ed. 

If  Fluids  are  non-condu£tors  of  Heat,  no  fitu* 
ation  Can  poflibly  be  more  favourable  to  its  pre* 
fervation  than  when  it  exifts  in  them ;  and  it  is 
not  only,  evident  a  priori  that  the  mod  intenfe 
Heat  may  exiji  in  a  few  folitary  particles  of  forte 
Fluids,  without  its  being  poffible  for  us  to  deteft 
it,  or  to  difcover  the  faft,  either  by  our  feeling  or 
by  the  thermometer;  but  there  are  many  ap- 
pearances that  ftrongly  indicate,— and  others  that 
prove,  that  intenfe  Heat  a&ually  does  exift  in  that 
concealed  or  imperceptible  ftate  very  often. 

There  is  no  reafon  to  fuppofe  that  it  is  poffible 
for  ice  to  be  reduced  to  fleam  without  being  pi* 
vioufly  melted ;  and  it  is  well  known  that  ice  can- 
not be  melted  with  a  lower  degree  of  Heat  than 
that  of  32*  of  Fahrenheit's  fcale:  but  in  themidft 
of  winter,  in  the  coldeft  climates,  and  when  the 
temperature  of  air  of  the  atmofphere,  as  ihown  by 

a  'the 


in  Fluids.  347 

the  thermometer,  has  been  much  below  320, 
ice,  expofed  to  the  air,  has  been  found  to  evapo- 
rate. 

How  can  we  account  for  this  event,  except  it  be 
by  fuppofing.  that  fome  of  the  particles  of  air,  which 
accidentally  (as  we  exprefs  it)  come  into  contact 
with  the  ice,  are  fo  hot,  as  not  only  to  melt  the 
fmall  particles  of  ice  which  they  happen  to  touch, 
but  aifo  to  reduce  a  part  of  the  generated  water  to 
ftearo,  before  it  has  time  to  freeze  again  j  or  by 
fuppofing  that  this  is  effe&ed  by  intenfe  Heat  gene- 
rated by  light  abforbed  by  fmall  projecting  points 
of  the  ice  ?  As  ice  is  a  very  bad  condu&or  of  Heat, 
that  circumftance  renders  it  more  likely  that  the 
event  in  queftion  fhould  actually  take  place,  in 
either  of  thefe  ways. 

If  the  metals  were  very  bad  conductors  of  Heat, 
inftead  of  being  very  good  conductors  of  it,  I 
think  it  more  than  probable  that  even  they  would 
be  found  to  evaporate,  when  expofed  to  the  aCtion 
of  the  dire£t  rays  of  the  fun ;  and  perhaps  alfo  in 
Situations  in  which  fuch  an  event  would  appear  ftiU 
more  extraordinary. 

Mercury  has  been  a&ually  found  to  evaporate 
under  the  mean  temperature  of  the  atmofphere  !*- 
What  a  ftr iking  proof  is  this  that  fluid l  mercury  is  a 
non-condu&or  of  Heat ; — and  alfo,  that  very  intenfe 
Heat  may  be  generated,  or  exift,  where  it  would 
not  naturally  be  expe&ed  to  be  found.  And  does 
not  the  evaporation  of  water  under  the  mean  tem- 
b  3  3  perature 
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j>erature  of  the  atmofpherc  afford  another  proof  of 
thfe  laft  faft? 

That  the  mod  intenfe  Heat  is  often  excited  in 
Very  fmall  particles  of  fofid  bodies  difperfed  about 
in  the  midft  of  maffes  of  cold  liquids  is  not  to  be 
doubted.    It  is  well  known  what  an  intenfe  Heat 
the  rays  of  the  fun  are  capable  of  exciting ;  and  it 
feems  to  "be  highly  probable  that  Heat  a&aally  ex* 
Cited  by  them  is  always  the  fame— that  is  to  fey— 
intenfe  in  the  extreme :  bat  when  the  Tays  am  few, 
and  when  circumftances  are  not  favourable  to  die  * 
accumulation  of  the  Heat  they  generate,  it  is  often  fa 
foon  difperfed,  that  it  efcapes  the  cognizance  of  oar 
fenfes,  and  of  our  inftruments ;   and  fometinies 
leaves  no  vifible  traces  of  its  exiftence  behind  it. 

Why  fhould  we.  not  fuppofethat  the  Heatt  gene* 
tated  by  a  ray  of  light,  which,  entering  a  mafs  of 
cold  water,  accidentally  meets  with  an  infinitely 
fmall  particle  of  any  folid  or  opaque  fubftance 
which  happens  to  be  floating  in  the  Hquid,  and  h 
abforbed  by  it,  is  not  jqft  a$  intenfe  as  that  gene* 
Tated  in  the  focus  of  the  'mod  powerful  'burning 
mirror,  or  lens  ? 

Mr.  Senebier  has  given  us  an  account  of  a  great 
Ifumber  of  interefting  Experiments  on  the  effe&s 
produced  on  different  bodies  by  expofure  tb  the 
dtreft  raysof  the  fun ;  but  why  may  we  not  attri* 
feme  all  thofe  effefts  to  the  intenfe  local  Heat,  gene, 
rated  by  the  light  abforbed  by  the  infinitely  finatt-- 
and>  if  I  ttidyAifc  the  expr&\(m~irfuJated>p2rti<det 
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of  the  bodies  which  were  found  to  be  affe&ed  by 
it? 

The  furface  of  wood  of  vj?  bus  kinds  wsts  turned 
brown.  The  fame  appearances  might  be  produced 
in  a  fhorter  time  by  the  rays  which  proceed  from  % 
red-hot  iron,  which  change  the  furfce  of  the  wood 
to  an  imperfed  coal.  But  were  not  the  farface* 
of  the  woods  which  were  turned  brown  by  the 
light  of  the  fun  in  Mr.  Senebier's  experiments 
changed  to  an  imperfett  coal  ? — And  is  it  poflible 
for  a  Heat  left  intenfe  than  that  of  incande/cence  to 
produce  that  effeft  ? 

Among  the  many  fads  that  might  be  adduced 
to  prove  that  the  raoft  intenfe  Heat  may,  and  fre- 
quently does  exiji  where  we  fhould  not  expeft  to 
find  it,  the  following  appears  to  me  to  be  very 
ftriking  and  convincing.  It  is,  I  believe,  generally 
imagined  that  the  intenfity  of  the  Heat  generated 
in  the  combuftion  of  fuel  is  much  lefs  in  a  final! 
fire,  than  in  a  great  one;  but  there  is  reafon  to 
think  that  this  is  an  erroneous  opinion,  founded  on 
appearances  that  are  not  concluiive;  at  leaft  it  is 
certain  that  the  intenfe  Heat  of  a  large  fmelting 
ftffriace,  fuch  as  is  neceffary  for  melting  the  moft 
refraftory  metals,  actually  exifts.in  the  feeble  flame 
of  the  fmalleft  candle :— and  what  may  appear  ftiU 
more  extraordinary,— this  intenfe  degree  of  Heat 
often  exifts  in  the  air  of  the  atmofphere,  where  no 
vifiblejigns  of  Heat  appear,  as  I  fhall-prefently  fhow. 

Iron  is  fully  red-hat  by' day-light  at  the  tempera- 
ture of  about  i  ooo°  of  Fahrenheit's  icale ;   hrafe ' 
b  b  4  melts 
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melts  at  3807%— copper  at  4587%— filver  at 
4717% — and  gold  at  5237°;  and  nothing  is  mors 
certain  than  that  the  Heat  muft  be  at  that  iatenfity 
which  correfponds  to  the  5237th  degree  of  Fahren- 
heit's fcale,  where  geld  is  feund  to  melt.  But  very 
fine  gold,  filver,  or  copper  wire,  flatted,  (Tuch  as  is 
ufed  to  cover  thread  to  make  lace,)  melts  inftanfr 
neoufly  on  being  held  in  the  flame  of  a  candle.  It 
will  even  be  melted  if  it  be  held  a  few  feconds  ever 
the  flame  of  a  candle,  at  the  dijlance  of  mere  than  en 
inch  from  the  top  ofthefiame,  in  a  place  where  there 
is  no  appearance  of  fire,  or  of  any  thing  red-hot. 

From  the  important  information  which  we  ac- 
quire from  the  refult  of  thefe  fimple  Experiments, 
we  fee  how  much  we  ought  to  be  on  our  guard  in 
forming  an  opinion  with  refpeft  to  the  intenfttf  of 
the  Heat  which  may  exijt  in  the  invisible  infulated 
particles  of  matter  of  any  kind  that  may  be  Scattered 
about  in  a  given  fpace,— or  which  may  float  in  any 
Fluid,  where  neither  our  feeling  npr  our  thermo- 
meters can  poffibly  be  fenfibiy  affefted  by  itr 

A  thermometer  can  do  no  more  than  indicated*? 
mean  of  the  different  temperatures  of  all  thofe  bodies  or 
particles  if  matter  which  happen  to  come  into  contaS 
with  it.  If  it  be  fufpended  in  air,  it  will  indicate  the 
mean  of  the  temperatures  of  thofe  particles  of  air 
which  happen  to  touch  it;  but  it  can  never  give  US 
any  information  refpefting  the  relative  temperature? 
•of  thofe  particles  of  air. 

If,  during  the  moft  intenfe  froft,  a  thermometer 
were  fufpended  in  the  neighboured  pf  a  burning 

candle,— 
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candle, — in  the  fame  room  for  inftance,— If  it  were 
placed  over  the  candle,  or  nearly  fo,  though  it  fljould 
be  diftant  from  it  feveral  feet,  as  air  is  a  non^con- 
du&or  of  Heat,  there  is  not  the  finalleft  doubt  but 
that  fome  folitary  particles  of  air  heated  by  the 
candle  to  the  intenfe  Heat  of  melting  gold,  would 
reach  the  thermometer;  but  neither  the  thermo- 
meter, nor  the  hand  held  in  the  fame  place,  could 
give  us  any  indication  of  fuch  an  event. 

As  it  appears  from  all  that  has  been  faid  that  in- 
tenfe Heat  may  exijl  even  under  the  form'  oifenfibk 
Heat,  where  its  prefence  cannot  be  discovered  or 
detected  by  us ;  and  as  it  feems  highly  probable 
.that  in  many  cafes,  where  its  exiftence  may  efcape 
our  obfervation,  it  may  neverthelefs  be  capable  of 
producing  very  vifible  effefts,  I  think  we  ought 
^always  to  be  much  on  our  guard  in  accounting  for 
effeds  fimilar  to  thofe  which  are  known  to  be  pro- 
duced by  Heat ;  and  never,  without  very  fufficient 
reafons,  attribute  them  to  the  agency  of  a#y  otheT, 
unknown  power :  and  this  caution  appears  to  me  to 
be  peculiarly  neceffary  in  accounting  for  thofe 
jeffe&s  which  have  been  found  to  be  produced  in 
various  bodies  when  they  are  expofed  to  the  attion 
pf  the  fun's  rays. 

If  the  folar  rays  concentrated  in  the  focus  of  a 
lens,  when  they  are  made  to  fall  on  a  piece  of 
wood,  inftantly  change  its  furface  to  a  black  colour, 
and  reduce  it  to  charcoal,  why  may  we  not  con- 
clude that  the  change  of  colour  which  is  gradually 
pr  more  Hourly  produced  in  the  fame  kind  of  wood, 

when 
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when  it  is  (imply  expofed  in  the  fun-beams,  i*jmv 
duced  in  the  fame  manner  ? 

The  difference  in  the  times  neceffary  to  produce 
fimilar  effects  in  thefe  two  cafes  is  no  proof  that 
they  are  not  produced  in  the  fame  manner  ;  for  if 
they  are  effe&ed  merely  by  the  agency  of  Heat, 
(which  1  fuppofe)  then  the  effefts  produced  in  any 
given  time  will  not  be  as  the  denfity  of  the  light, 
or  as  the  number  of  rays,  but  as  that  part  cf  the 
Heat  generated,  which,  not  being  immediately  dif- 
perfed  or*carried  off  by  the  air,  has  time  to  pro- 
duce the  aftion  proper  to  it  in  the  wood ;  and  con- 
sequently muft  be  incomparably  greater,  in  propor- 
tion, when  the  rays  are  concentrated,  than  when 
they  are  not. 

Luna  cornea  expofed  to  the  a&ion  of  light 
changes  colour  ; — but  why  fliould  we  not  attribute 
this  change  to  the  expulfion  of  the  oxygen  united 
with  the  metal,  by  the  agency  of  the  Heat  generated 
by  the  light  ?  To  remove  every  poflible  objeftion 
to  this  explanation  of  the  phenomenon  nothing 
more  appears  to  be  neceffary  than  to  admit,  what 
is  welt  known,  that  this  metallic  oxyd  may  be 
reduced,  without  addition,  with  fome  degree  of  Heaty 
—and  that  this  fubftance  is  a  bad  conductor  of 
Heat. 

Will  not  the  admiflion  of  our  hypothefis  re- 
fpe&ing  the  intenfity  of  the  Heat  which  is  fuppofed 
to  be  generated  where  light  is  flopped,  and  of  that 
refpe&ing  the  non-condu&ing  power*  of  Fluids 
with  regard  to  Heat,  enable  us  to  arccoufit,  in  * 

manner 
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manner  more  fatfsfa&ory  than  has  hitherto  been 
done,  for  the  effe&s  of  the  foil's  light  in  bleaching 
linen,  when  it  is  expofed  wet  to  the  a&ion  of  hit 
dired  rays  ?  as  alfo  for  the  reduction  of  thofe  me* 
tallk:  oxyds  which  have  been  found  to  be  revived 
by  expofure  to  light  ?— And  will  it  not  alfo  affift  ui 
tn  accounting  for  the  produ&ion  of  pure  air  in  tha 
beautiful  Experiment  of  Doctor  Ingenhouz,  in 
which  the  green  leaves  of  living  vegetables  are  ex» 
J>ofed,  immerfed  in  water,  to  the  fun's  rays  ? 

Mr,  Senebier  his  fho'wn  that  the  colouring  matter 
of  healthy  green  leaves  of  vegetables,  which  is 
exttk&ed  from  them  by  fpirirs  of  wine,  and  which 
tinges  the  fpirits  of  a  beautiful  green  colour,  it- 
deftroyed,  or  rather  changed  to  a  dirty  brown 
colour,  in  a  few  minutes,  ^oa^  expofing  this  tin&ure 
fn  a  tranfparent  phial,  and  in  contaft  with  pure  air9 
to  the  dire&  rays  of  a  bright  fun ; — but  why  fliould 
we  not  coiifider  this  procefs  as  a  real  combuftion  ?. 

The  Heat  acquired  by  the  liquid, — which,  as  I 
have  often  perceived  in  repeating  the  Experiment, 
is  very  considerable, — and  the  neceffity  there  is  for 
the  prefence  of  pure  air9  that  the  Experiment  may 
fucceed,  feem  to  indicate  that  fomething  very  like 
combuftion  muft  take  place  in  it. 

.  If  liquids  are  non-condu&ors  of  Heat,  they  ought 
Certainly,  on  that  account,  to  be  peculiarly  ^ell  cal* 
culated  for  confining,  and  confequently  furthering 
the  operations  of  that  Heat  which  is  generated  by 
light,  or  by  any  other  means,  in  their  integrant  par* 
tides,  or  in  the  infinitely  final!  and  infulated  par- 

.  tides 
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tides  of  other  bodies  that  are  difperfed  about,  or 
held  in  folution  in  them ;  as  I  have  already  more 
than  once  had  occafion  to  obferve. 

If  this  fuppofition  be  admitted,  a  very  great  difl^ 
culty  will  be  removed  in  accounting  for  chemical 
folution  on  the  hypothefis  that  the  change  of  form 
from  a  folid  to  a  fluid  date  is  in  all  cafes  a  real  fa« 
Yum ;  or  that  it  is  affc&ed  by  the  fole  agency  of 
Heat ;  and  that  concretion,  or  cryftallization,  is 
a  procefs  in  all  refpetts  perfedly  analogous  to 
freezing* 

There  are  but  three  forms  under  which  fenfiblc 
bodies  are  found  to  exift ; — namely,  that  of  i 
folid — that  of  a  fluid— and  that  of  an  elaflic  fluid, 
or  gas  >  and  it  is  well  known  that  every  fubftance 
with  which  we  are  acquainted— all  ponderable  mat- 
ter without  exception, — is  capable  of  exifting  alter- 
nately under  all  thofe  forms  indifferently  ;  and  that 
the  form  under  which  it  appears  at  any  given  time 
depends  on  its  temperature  at  that  time. 

We  know  farther  that  every  identical  fubftance 
undergoes  thefe  different  changes  of  form  at  certain 
fixed  temperatures :  and  when  we  confider  th$ 
fubjeft  with  attention  we  {hall  find  that,  had  not 
thefe  temperatures  been  flxed—and  had  they  not 
been  different  in  different  bodies,  it  would  have 
been  utterly  impoffible  for  us  to  have  identified 
any  fuftlance  whatever. 

Perhaps  this  is  the  only  effential  difference  that 
really  exifls  among  bodies  that  appear  to  us  to  be 
different. 

But 
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But  not  only  the  degrees  of  Heat,  or  points  in 
the  fcale  of  temperature,  at  which  the  forms  of  dif- 
ferent bodies  are  changed,  are  various ;  but  the 
%xtent  of  the  variation  of  temperature  under  which  a 
fubftance  can  preferve,  or  continue  to  maintain  its 
form  in  its  middle  ftate, — that  of  fluidity—or  rather 
liquidity y—k  very  different  in  different  bodies :  and 
this  laft  circumftance  has  a  wonderful  effeft  in  in* 
creating  the  variety  of  the  compofitions  and  decom- 
pofitions  which  are  continually  taking  place  in  the 
various  operations  of  nature  on  the  ftfrface  of  the 
globe. 

Another  circumftance,  not  lefs  prolific  in  events, 
is  the  union  which  takes  place  between  bodies  of 
different  kinds  ;  and  thofe  moft  important  changes 
in  regard  to  the  degrees  of  Heat  which  the  bodies 
fo  united  can  fupport  without  having  their  forms 
changed,  which  are  found  to  refult  frpm  fuch 
union. 

When,  to  the  eftabliflied  laws  which!  have  been 

N  difcovered  in  the  operations  of  nature  in  the  change 

of  form  in  fubftances  that  appear  to  us  to  bejimple, 

we. add  thofe  which  have  been  found  to  obtain  in 

the  changes  of  form  of  bodies  that  are  known  to  be 

Compounded)  we  (hall  perhaps  be  able  to  conceive 

fome  more  diftinS  ideas  with  regard  to  the  nature 

of  thofe  mechanical  operations  which  take  place  in 

chemical  proceffes. — I  call  them  mechanical,— for 

mechanical  they  muft  of  neceflity  be,  according  to 

the  moft  rigid  interpretation  of  that  expreffion. 

But  the  hypothefis  of  the   exiftence  of  infenfe 
Heat  in  the  midft  of  cold  liquids  is  fo  new,  and 

feems 
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fecros  to  be  fo  contrary  to  the  refult  of  all  our  ex- 
perience and  observation,  that  I  feel  it  to  be  necefc 
fary  to  take  fome  pains  to  illuftrate  the  matter. 

And  firft,  we  mud  not  exped  always  to  fincf 
traces  remaining  of  the  exiftence  of  intenfe  Heat* 
even  where  there  are  the  ftrongeft  reafons  to  think 
it  has  a&ually  exifted ;  for  as  often  as  Heat  is  dif- 
perfed,  or  carried  off,  before  it  has  had  time  to  pro- 
duce any  changes  of  form,  or  chemical  changes  or 
combinations  in  the  bodies  to  which  it  is  comma* 
nicated,  it  leaves  no  marks  behind  it. 

Fire-arms  are  often  found  to  mifs  fire,  even  when 
many  live  fparks  from  the  flint  and  fteel  a&ually 
fall  into  the  pan  among  the  priming  ;  but  nobody, 
furely,  will  pretend  that  the  fmali  particles  of  red* 
hot  iron  which  fall  among  the  grains  of  the  gun- 
powder,  and  cool  in  contad  with  them,  are  not  in- 
tenfely  hot ; — incomparably  more  fo  than  would  be 
neceflary  to  inflame  the  powder  were  their  Heat  of 
fuffieient  duration  to  produce  that  effect.  Had  thefe 
fmall  fparks  been  invifible,  it  is  highly  probable  that 
their  exiftence  would  never  have  been  fufpe&ed* 
and  that  the  fa&  which  they  prove  would  not  have 
been  believed. 

That  gunpowder  may  be  inflamed,  it  is  neceflary 
that  the  fulphur  which  conftkutes  one  of  its  compo* 
nent  parts  fhould  be  firft  melted,  and  then  boiled; 
for  it  is  the  vapour  of  boiling  fulpbur  which  always 
takes  fire  when  gunpowder  is  kindled. 

Were  melted  fulphur  a  condudor  of  Heat,  there 
is  reafon  to  think  that  gunpowder  would  be  very 
for  from  being  fo  inflammable  as  we  find  it  to  be. 

As 
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As  thofe  whd  have  not*  been  much  accuftomed 
to  meditate  on  the  fubjeft  under  confideration  may 
find  fome  difficulty  in  conceiving  how  it  is  poffible 
for  intenfe  Heat  to  be  excited  in,  or  to  exift  in  the 
midft  of  a  mafs  of  any  coldJiquid,  as  of  water  for 
inftance,  without  immediately  producing  vifible  efc 
fe&s,  I  f^el  it  to  be  my  duty  to  put  that  matter  in 
the  cleareft  light  poffible,  and  to  (how  that  what  I 
have  confidered  as  being  probable  is  moft  undoubt- 
edly very  far  from  being  injpoffible. 

The  beft  method  of  proceeding  in  inquiries  of 
this  kind,  where  the  principle  objeft  is  to  difcover 
whether  a  fuppofed  gvent ,  which,  from  its  nature, 
cannot  fall  under  the  cognizance  of  our  fenfes,  is, 
or  is  not  poffible,  feems  to  me  to  be,  to  begin  by 
fuppofing  the  event  to  have  aftually  taken  place, 
and  then  to  trace  its  neceffary  confequences,  and 
compare  them  with  thofe  appearances  which  are 
actually  found  to  take  place. 

Adopting  this  method,  tfe  will  fuppofe  a  quantity 
of  pure  water,  at  the' mean  temperature  of  the  at- 
mofphere  in  England,  that  of  55°F.,  to  be  put  into 
a  clean  and  very  tranfparent  glafs  tumbler,  placed 
in  a  window  and  expofed  to. the  dired  fays  of  the 
fun.  If  the  glafs  and  the  water  are  both  perfectly 
tranfparent^  it  is  evident  that  no  Heat  will  be  gene- 
rated in  either  of  them  by  the  fun's  light. 

If  now  a  fmall  particle  of  any  opaque  folid  body 
be  fufpended  in  the  midft  of  the  water  in  the  tum- 
bler ;  thofe  rays  of  light,  which  impinging  againft 
it,  are  abforbed  by  it,  muft  neceffarily  generate 
9  Heat 
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Heat  in  the  very  moment  when  they  are  flopped* 
This  is  an  incontrovertible  faft,  which  nobody  wSJ 
difpute. 

In  order  to  render  ibis  imaginary  Experiment 
more  interefting,  we  wfll  fuppofe  the  folid  body  put 
into  the  water  to  be  a  fmall  particle  of  yfeljow  am- 
ber ;  and  that  its  fpecific  gravity  is  fo  exa&ly  eqaal 
to  that  of  the  water  that  it  has  no  tendency  to  move 
in  it,  either  upwards  or  downwards,  and  confequentJy 
will  remain  in  the  iituation  where  it  is  placed,  with- 
out being  fufpended ;  ai)d  we  will  fuppofe  farther, 
that  this  folid  particle  of  amber  is  nearly  globular, 
and  -rrVv  of  an  inch  in  diameter,  which  is  juft  equal 
to  the  diameter  of  a  fingle  thread  of  filk,  as  fpun  by 
the  worm  ;  and  is  probably  one  of  the  fmalleft  ob- 
jects that  is  perceptible  by  the  human  eye,  unaffifted 

by  art 

/  As  it  is  evident  that  Heat  niufl  be  generated,  or 
excited,  in  this  fmall  particle  of  amber,  by  the  light 
it  (tops  or  abforbs,  the  points  which  remain  to  be 
difcuffed  are,  therefore,  what  its  intenftty  is  at  the 
moment  oi  its  exiftence  ?  and  what  are  the  effects 
which  it  ought  to  produce  in  confequence  of  that 
intenfity  ?  > 

The  reafons  have  already  been  mentioned  which 
render  it  probable  that  when  heat  is  generated  by 
the  rays  of  light  its  intenfity,  vjhere  it  isgeperated— 
and  before  it  has  been  diminiflied  in  confequence 
of  its  difperfion,  is  always  the  fame :  and  taking 
it  for  granted  that  this  is  the  cafe  in  fa£t,  we  will 
endeavour  to  trace  the  operations  of  that  Heat,— 

extreme 
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fe&tiente  in  its  intenfity,  or  degree,  but  finall  in  re- 
gard to  its  quantity,  or  to'  the  fpace  it  occupies, — • 
tohich  is  generated  in  the  particle  of  amber  in  thg 
Experiment  under  consideration; 

As  this  Heat  muft  firft  exift  where  it  is  getie^ 
fated,  it  is  evident  that  it  muft  exift  at  the  furface  , 
of  the  particle  of  amber  ;  and  as  all  folid  bodies 
are,  in  a  greater  or  lefs  degree,  conductors  of  Heat, 
si  part  of  this  Heat  will  penetrate  the  fubftdnce  of 
the  folid  particle,  while  another  part  of  it  will  be 
carried  off  by  the  cold  particles  of  water  ift  contact 
toith  the  furface  thiis  heated  by  the  light. 

It  remains  therefore  to  be  determined  what  the 
effects  are  which  this  Heat  fo  abforbed ,  on  the  one 
hand,  by  the  folid  particle  of  amber,  and  commu- 
nicated to  the  water  on  the  other,  ought  neceffarily 
to  produce*    And  firft,  if  the  dHperfion  of  the 
Heat  by  both  thefe  means  fhouid  be  fufficiently 
ftpid  to  prevent  its  accumulation  to  fuch  &  degree 
as  to  melt  the  amber,  it  is  evident  that  no  vifible 
effe&s  by  which  its  esaftence  could  be  difcovered 
would  be  produced  in  that  fubftance ;  and  this 
event— (the  fufion  of  the  amber) — will  depend  on 
three  tircumftaalces  j  namely,  Firft9  on  thfe  tempe- 
rature at  which  amber  meks  j — Secdrtdly,  on  the 
facility  with  which  Heat  expands  and  is  difperfed 
in  a  folid  mafs  of  that  fubftance,  or  on  its  conduc- 
ing power  j — and  Thirdly  9  on  the  rapidity  with 
which  the  Heat  generated  at  the  furface  of  the 
amber  is  carried  off  by  the  cold  Fluid  in  which  it  is 
immerfed. 

V4*i,  u.  c  c  Though 
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Though  I  do  not  think  there  would  be  any  rat- 
ion for  furprife,  even  admitting  the  exiftence  of  die 
fuppofed  intenfe  Heat,  fhould  the  amber  be  found 
not  to  be  melted  under  the  ciremmftances  defcribed  ; 
yet  it  appears  to  me  to  be  extremely  probable, 
that  if  amber,  in  a  very  fine  powder,  were  mixed 
with  any  tranfparent  oil,  capable  of  fupporting  a 
great  degree  of  Heat  without  being  reduced  to 
vapour,  and  expofed  in  it  to  the  dirett  rays  of  a 
very  bright  fun,  the  amber  would  melt,  and  be  dif- 
folved,  though  perhaps  very  flowly. 

But  if  amber  does  not  melt  when  expofed  ia 
water  to  the  a&ion  of  the  fun's  beams,  and  eonfe- 
quently  fuffers  no  vifible  change  by  which  the  ex* 
Htencc  of  the  Heat  fuppofed  to  be.  generated  at  its 
furface  by  the  light  can  be  detected,  ought  not  this 
Heat,  were  it  in  fo£t  as  intenfe  as  it  is  fuppofed  to 
be,  to  produce  fotne  vifible  cffe&s  in  the  water,  by 
which  its  exiftence  would  necefiarily  be  difcovered  ? 

To  refolve  thit  doubt,  we  muft  inquire  what 
vifiWc  effects  it  would  be  poffihle  for  the  Heat  in 
queftion  to  produce  in  the  water.  Now  if  we  fup- 
pofe  the  water  not  to  be  decompofed  by  this  Heat, 
which,  as  no  chemical  change  is  fuppofed  to  take 
place  in  the  amber,  cannot  happen,  the  only  effect 
this  Heat  can  poflibly  produce  on  the  water  is  an 
mcreafe  of  its  temperature,  which  increafe  muft, 
however,  be  much  too  fmall  to  be  detefted,  either 
by  the  feeling,  or  by  the  thermometer. 

It  might  perhaps  be  expe&ed  that^atf%ould 

be  found  at  the  heated  furface  of  the  particle  of 

i  amber, 
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amber j  and  become  vifible ;  but  when  wis  confider 
the  matter  for  a  moment,  we  (hall  fee  that  it  is 
quite  impoffible  that  fuch  an  event  fhould  happen ; 
for  even  on  the  fuppofition  (which  however  is  far 
from  being  probable) — that  the  fame  individual 
particles  of  water  which  come  into  contaft  with  the 
hot  furface  of  the  amber  (hould  remain  in  cohtafii 
with  it  till  their  temperatures  fhould  gradually  be 
raifed  to  that  point  at  which  water  is  changed  to 
death  ;  yet,  from  the  extreme  rapidity  with  which 
fteam  condenfes  when  in  contaft  with  cold  water, 
it  is  evident  that  it  could  not  exift  an  mftant  under 
the  circuttiftances  here  fuppofed*  Indeed  we  have 
dired  proofs  that  fteam  cannot  exift  under  fuch  cir- 
cuttiftartces,  by  What  h  found  to  happen  when  large 
ttiaffes  of  iron,  or  ft  eel,  raifed  to  a  mod  intenfe 
heat,  in  a  blaft  furnace,  are  fuddehly  plunged  into 
cold  water,  by  fmiths,  in  tempering  edge-tools ;  fat 
tbefe  maffes  of  red-hot  metal  may  be  diftindly  feeti 
to  be  in  a&ual  contatt  with  the  cold  water j  and  did 
not  a  part  of  the  water,  which  is  decompofed  by  the 
hot  irdn,  make  its  efcape  in  the  form  of  inflamma- 
ble air,  it  is  not  probable  that  there  would  be  any 
vifible  appearance  from  which  the  formation  dF 
fteam  could  be  fufpe&ed. 

Hence  we  fee  the  pojftbilitj  of  the  exigence  ctf 
intenfe  Heat  in  the  midft  of  a  mafs  of  cold  water, 
or  of  any  other  tranfparent  liquid,  without  pro- 
ducing any  vifible  effects  ;  or  leaving  behind  it  any 
traces  by  which  its  exiftence  could  be  fufpeded. 

Let  us  now  confider  a  cafe  in  which  this  intetffe 

Heat,  though  ptrfe&ly  imperceptible  on  account 

c  e  2  of 
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of  the  extreme  minutenefs  of  the  particles  of  nat- 
ter in  which  it  exifts,  is  capable  neverthelef&of  pro- 
ducing very  vifible  effe&s.     Let  us  fuppofe  a  folu- 
tion  of  nitro-muriate  of  gold,  in  water,  to  be  ex.* 
pofed  to  the  a&ion  of  the  fun*s  rays.     If  this  fo 
lution  were  pcrfeftly  tranfparent,  no  Heat  could 
poffibly  be  generated  in  it  by  light ;  but  as  it  is  not 
fo,  Heat,  in  the  highefl  degree  of  intensity,  mult 
neceffarily  be  generated  by  thofe  opaque  particles 
(of  the  oxyd  of  gold)  by  which  it  is  flopped.  Now 
as  gold  is  a  very  heavy  fubftance,  it  is  evident 
that  it  muft  be  reduced  to  extremely  (mall  par- 
ticles, in  order  that,  when  changed  to  an  oxyd  by 
its  union  with  oxygen,  it  may  be  diflblved  in  and 
continued  fufpended  in  water ;  and  it  is  clear  that 
the  fmaller  any  infulated  particle  of  matter  is,  at 
the  furface  of  which  Heat  is  generated  in  confe- 
quence  of  the  abforption  of  light,  the  more  fud- 
denly  muft  the  Heat  fo  generated  be  difperfed 
through  the  whole  fubftance  of  the  particle,  and 
the  more  equally  and  more  intenfely  muft  that  par* 
tide  be  heated :  from  hence  it  appears  evidently, 
that  if  the  particles  of  the  oxyd  difperfed  about  in 
the  water  are  but  /mall  enough,  the  Heat  generated 
in  them  by  the  fun's  rays  will  be  fufficient  to 
expel  the  oxygen  united  to  the  gold,  and  revive 
that  metal. 

There  is  one  very  obvious  objeftion,  that  will 
doubtlefs  be  made  to  this  conclufion,  which,  how- 
ever, may  eafily  be  removed.  The  particle  of  the 
metallic  oxyd  which  is  fuppofed  to  be  heated,  is  in 
contaft  with  the  water j  how  does  it  happen  that 

a  great 
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9.  great  part  of  this  &eat  does  not  immediately  paf& 
off  into  that  cold  Fluid  ?  I  might  anfwer^  becaufe 
both  water  and  fleam  are  nbn-condu&ors  of  Heat ; 
—and  might  adduce  in  fupport  of  this  reafon  the 
well  known  fad,  that  a  drop  of  water  dropped  on 
a  piece  of  iron,  heated  to  moft  intenfe  white  Heat, 
will  remain  fortie  time  on  the  iron  without  being 
evaporated,  even  confiderably  longer  than  if  the 
iron  were  much  lefs  hotji — but  a  circumftance 
attending  the  beautiful  Experiment  in  which  iron 
is  burned  in  oxygen  gas,  affords  a  more  direQt 
proof  of  the  fad  in  queftion. 

As  this  Experiment  is  commonly  made,  the  iron, 
which  is  a  piece  of  fmall  wire,  a  few  inches  long, 
is  introduced  into  a  bottle,  with  a  narrow  neck, 
which  contains  the  oxygen  gas;  the  wire  being 
fixed  in  its  place,  by  caufing  its  upper  end  to  pafs 
through  a  cork  ftopple,  .which  is  fitted  to  the  mouth 
pf  the  bottle.  The  lower  end  of  the  wire  is  pointed; 
and  it  is  fet  on  fire  by  being  firft  heated  in  the  flame 
of  a  candle,  and  then  plunged  fuddenly,  while  red- 
hot,  into  the  bottle.  The  combuftion  begins  the 
moment  the  end  of  the  wire  enters  the  oxygen  gas ; 
jind  the  metal  continues  to  burn  with  the  utmoft 
violence,  and  with  a  copious  emiffion  of  intenfe 
white  light,  till  the  wire,  or  till  all  the  gas  is  con- 
fumed,  affording  one  of  the  mod  brilliant  and  mod 
interefting  fights  that  can  be  imagined. 

The  produft  of  this  combuftion  is  the  oxygena* 

tjon  of  the  iron ;  and  this  metallic  oxyd,  in  a  (late 

pf  fufion,  and  heated  to  the  moft  intenfe  white  Heat, 

c  c  3  falls 


364  Of ibe  Prtpagetitn  of  Heat 

falls  to  the  bottom  of  the  bottle  in  globules  of  dif- 
ferent fixes. 

To  prated  the  glafo  againft  thefe  drops  of  calx 
of  iron  in  fufion,  it  is  ufual  to  leave  a  quantity  of 
cold  water  in  the  bottle,  enough,  for  inftance,  to 
cover  its  bottom  to  the  height  of  about  an  inch : 
but  I  have  frequently  feen  numbers  of  thefe  glo- 
bules, much  fmaller  than  peas,  which  have  not  only 
descended  red-hot  through  the  water j  but  have  re- 
mained red-hot  at  the  bottom  of  the  bottle,  fur- 
rounded  by  the  water,  at  leaft  two  or  three  feconds ; 
and  a&ually  melted  the  glafs  on  which  they  repofed, 
(and  as  far  as  I  can  recoiled,)  without  producing 
.  the  fmalleft  appearance  of  fteam. 

The  water  could  not  be  decompofed,  for  the  iron 
was  already  faturated  with  oxygen. 

This  Experiment  will,  I  fancy,  be  confidered  as 
affording  an  indifputable  proof  that  interjfe  Heat 
may  exift*  at  leaft  for  a  fhort  time,  in  a  fmall  par- 
ticle  of  matter  furrounded  by  a  cold  Fluid. 

Now,  as  it  has  been  found  by  a&ual  Experiment, 
that  when  a  folution  of  nitro-muriate  of  gold  in 
water  is  expofed  to  the  a&ion  of  the  fun's  rays,  the 
gold  is  revived ;  and  as  it  is  known  that  an  oxydof 
gold  may  be  reduced  in  the  dry  way,  without 
addition,  or  merely  by  intenfe  Heat,  why  fhould  we 
not  conclude  that  it  is  merely  by  Heat  that  that 
metal  is  revived  in  the  cafe  under  confideration, — 
>  and  that  the  intenjity  of  the  Heat  by  which  this 
oxygenation  is  effected,  is  precifely  the  fame  in  both 
cafes? 

Should 
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Should  this  fuppofition  be  admitted,  we  might, 
perhaps,  venture  to  proceed  one  ftep  farther,  and 
confider  the  nature  and  progrefs  of  the  mechanical 
operations  which  take  place  in  difoxygenarion  of 
metals,  or  their  pfecipitatron  from  a  folutfon  of 
their  exyds,  when  that  operation  is  effected  by  m£ans 
of  Heat  generated, — not  by  light, — but  by  the  con- 
tact or  union  of  infinitely  fmall  particles  of  bodies, 
different  in  kind,  and  difpofed  to  generate  or  to 
abforb  fenfible  Heat  on  coming  together ;  which 
particles  being  difperfed  about  in  the  liquid  folution, 
and  in  the  fubftance  added  to  it  to  effett  the  preci- 
pitation, are  by  this  mixture  brought  into  contaft. 

This  would  naturally  lead  us  to  an  examination 
of  the  phenomena  of  folution, — and  thofe  clearly 
underftood  would,  no  doubt,  give  us  a  diftinft  view 
of  the  mechanical  operations  by  which  thofe  ten- 
dencies to  union  are  effected,  which  have  been 
defignated  under  the  name  eleftive  attraction. 

But  how  arduous  an  undertaking !  what  intenfe 
ftudy ! — what  efforts  of  the  imagination  would  be 
neceffary  to  trace  out  and  form  diftinft  ideas  of 
fuch  a  fucceffion  of  events,  all  perfe&ly  impercep- 
tible by  our  organs,  though  aflifted  by  all  the 
refources  of  art !  + 

Senfible  of  my  own  weaknefs,  I  dare  not  proceed 
any  farther.— Perhaps  it  will  be  thought  that  I 
have  already  advanced  much  too  far; — but  it  is 
right  that  I  fliould  acknowledge  fairly,  that  in  the 
prefent  cafe,  the  temerity  I  have  fhown  has  not* 
been  entirely  without  defign. 

CC4  There 
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There  are  two  ways  in  which  philofophers,  as 
well  as  other  men,  may  be  excited  to  action ;  and 
induced  to  engage  zealoufly  in  the  inveftigation  of 
9ny  curious  fubjeft  of  inquiry  >— they  may  b$ 
enticed, — and  they  may  be  provoked. 

It  will  probably  not  efcape  the  penetration  of  my 
reader,  that  I  have  endeavoured  to  ufe  both  theft; 
methods. — I  am  well  aware  of  the  danger  that 
attends  the  latter  of  them ;  but  the  paffiouate  fondr 
nefs  that  I  feel  fpr  the  favourite  objedls  of  my  pur- 
fuits  frequently  hurries  me  on  far  beyond  th$ 
bounds  which  prudence  would  mark  to  circuity 
fcribe  my  adventurous  excurfionsT 
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CHAP.    IV. 

<fln  Account  of  a  Variety  of  Mifcellaneous  Expert* 
merits. — Thermometers  <vpith  cylindrical  Bulbs  may 
be  ufed  tojhow  that  Liquids  are  Non-conductors  of 
Heat.-<-Ice~cold  Water  may  be  heated  and  made  to 
boiljlanding  on  Ice,— Remarkable  Appearances  aU 
tending  the  thawing  of  Ice  ^  and  the  melting  of  Tal- 
low, and  of  Bees' -Wax,  by  means  of  the  rpdiant  Heaf 
projefled  doivnwards  by  a  red-hot  Bullet. — Beautify! 
Cryftals  of  Sea-Salt  formed  in  Brine flandingon  Mer- 
cury.— Olive  Oilfoon  rendered colour  lefs  by  Expofur? 
to  the  Airjlanding  on  Brine. — An  Attempt  to  caufe 
radiant  Heat  from  a  redrhot  Iron  Bullet  to  defcend 
in  Oil.— Account  of  an  artificial  Atmofphere  in 
whicht  horizontal  Currents  were  produced  by  Heat. 
— Conjectures  refpeftipg  the  proximate  Caufes  of  thf 
Winds. 

Though  this  Effay  \§  alrea4y  grown  to  a  much 
larger  fize  than  I  originally  intended,  and 
even  larger  than  I  could  have  wilhed  j  —  (well 
knowing  how  gre^t  an  evil  a  great  Book  is  gene- 
rally thought  to  be ;) — I  could  not  bring  it  to  a 
coriclufipn  without  adding  one  Chapter  more.  In 
this  Chapter  the  reader  will  find  accounts  of  feverai 
Experiments,  fome  of  which  he  will  probably  con- 
.  fider  as  not  altogether  uninterefting.  To  take  up 
fis  little  of  his  time  as  poffible  I  fhall  be  very  brief 

in 
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in  thefe  accounts,  and  in  general  (hall  leave  the 
reader  to  draw  his  own  conclufions  from  the 
refults  of  the  Experiments  I  fhall  defcribe. 

5  i.  An  Account  of feveral ftmple  Experiments  *  which 
Jhow  that  Heat  does  not  defcend  in  Fluids. 

If  a  thermometer  conftru&ed  with  a  long  and 
narrow,  naked  cylindrical  bulb,— (6  inches  long, 
f<5r  inftance,  and  4  an  inch  in  diameter,) — and 
filled  with  mercury,  oil,  fpirits  of  wine,  or  any 
other  Fhiid  proper  for  that  purpofe,  with  which  it 
is  required  to  make  the  Experiment  in  queftlon ; 
fuch  thermometer  being  at  the  temperature  of  the 
air  in  fummer,  or  at  any  temperature  above  the 
point  of  freezing  water,  if  the  lower  end,  or  half, 
of  its  bulb  be  plunged  into  a  glafs  tumbler  filled 
quite  full  to  the  brim  with  pounded  ice  and  water, 
the  height  of  the  Fluid  in  the  tube  of  the  inftru- 
ment  will  (how  that  half  the  Fluid  in  the  cylindrical 
bulb  of  the  inflrument  is  ice-cold,   while  the  tem- 
perature of    the  other  half  of   it  remains   un- 
changed. 

The  refult  will  be  the  fame,  when,  *  to  prevent 
the  communication  of  Heat  from  the  air  during 
the  Experiment,  that  part  of  the  bulb  of  the  ther- 
mometer (the  fuperior  half  of  it)  whicfy  proje&s 
above  the  level  of  the  top  of  the  tumbler  is 
covered  with  -a  fheath  lined  with  foft  fur. 

When  more  or  lefs  than  half  of  the  bulb  of  the 

-  thermometer  is  plunged  into  the  ice  and  water,  the 

height  of  the  liquid  in  the  tube  of  the  inflrument 

will 
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will  (how  that  that  part  only  of  the  Fluid  in  the 
bulb  is  cooled  which  occupies  the  part  of  the  bulb 
that  is  immerfed  in  the  ice  and  water. 

§  2.  Ice-cold  Water >Jlanding  on  Iee^  may  be  heated  and 
made  to  boil  without  melting  the  Ice,  contrary  to  an 
Opinion  that  has  generally  prevailed. 

Take  a  thin  glafs  tube,  1  inch  in  diameter,  and 
about  8  of"  10  inches  long,  containing  about  two 
or  three  inches  of  water,  and  by  plunging  the  end 
of  the  tube  into  a  freezing  mixture  of  pounded  ice 
and  fea-falt  caufe  the  water  in  the  tube  to  congeal : 
this  being  done,  pour  two  or  three  inches  of  ice- 
cold  water  on  the  ice ;  and  wrapping  up  about  two 
inches,  of  the  lower  end  of  the  tube  with  a  piece 
of  flannel,  and  holding  it  inclined  at  an  angle  of 
about  450;  by  that  part  of  it  which  is  fo  covered, 
bring  that  part  of  the  tube  which  is  at  the  height 
of  the  furface  of  the  Fluid-water  to  be  juft  over 
the  point  of  the  flame  of  a  burning  candle,  and 
diftant  from  it  about  two  or  three  inches.  When 
the  water  in  that  part  of  the  tube  begins  to  boil, 
the  tube  may  be  advanced  flowly  over  the  flame  of 
the  candle ;  and  if  due  care  be  taken  to  prevent  a 
too  fudden  application  of  the  Heat,  all  the  water 
in  the  tube  to  within  one  quarter  of  an  inch  of  the 
ice  may  be  brought  into  the  moft  violent -ebullition 
before  the  ice  will  begin  to  be  melted,  and  at  laft 
will  appear  to  boil  even  at  the  very  furface  of  the 
ice, 

S  3< 
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§  3.  The  radiant  Heat  from  a  red-hot  Iron  Bullet  does 
not  appear  to  be  able  to  make  its  Way  downwards 
through  liquid  Water  >  nor  through  melted  Tallow, 
nor  melted  Wax. 

i/i  Experiment. — A  very  fmall  mercurial  ther* 
mometer,  with  a  naked  globular  bulb,  was  laid 
down  in  an  horizontal  pofition  on  two  (mall  pro- 
jections of  wax,  in  the  bottom  of  a.fhallow  wooden 
dtfh,  in  fuch  a  manger  that  the  engraved  fide  of  the 
fcale  of  the  thermometer  lying  upper  moft,  the  height 
of  the  mercury  in  its  tube  could  be  obferved.  This 
bong  done,  I  ppured  cold  water  into  the  difh  till  it 
flood  s*t  the  height  of  about  J  of  an  inch  above  the 
bulb  of  the  thermometer,  and  then  prefented  to 
the  thermometer  an  iron  bullet  about  i{  inches  ip 
diameter,  red-hot,  which  I  held  (by  means  of  a  fit 
handle)  dire&ly  over  its  bulb  »t  the  diilance  of 
about  an  inchf 

The  thermometer  feejned  to  take  very  little 
jiotice  of  the  vicipity  of  the  red-hot  iron, 

When  its  bulb  was  covered1  with  oil  the  refujt 
of  the  Experiment  was  much  the  fame  ;  but  when 
it  was  expofed  naked,  or  uncovered  by  a  liquid,  to 
the  rays  from  the  hot  iron,  it  appeared  to  acquire 
Heat  very  rapidly.  But  the  two  following  Experi- 
ments were  ftill  more  decifive  and  fatisfaftory. 

24  Experiment. — A  (hallow  earthen  difc,  about  3 

1  inches  deep  and  1 2  inches  in  diameter  at  its  brim, 

was  filled  with  water,  and  being  expofed  in  a  coltf 

room  in  winter,  the  water  was  frozen,  and  formed 

a  cake 
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&  cake  of  ice  at  its  furface,  about  an  inch  thick.  - 
Letting  the  diftl  remain  in  its  place,  in  order  that 
the  furface  of  the  ice  might  remain  perfe&ly  hori- 
zontal, (which  was  neceflary  to  the  complete  fuo* 
cefs  of  the  Experiment,  as  will  prefently  be  feen,) 
I  entered  the  room  with  a  chafing-difti  filled  with    . 
live  coals,  in  the  midft  of  "which  was  my  iron  bul- 
let, perfe&ly  red-hot  j  and  taking  out  the  bullet 
from  among  thofe  burning  coals,  I  held  it  over  the 
centre  of  this  horizontal  fheet  of  ice,  and  diftant 
from  it  about  ^  of  an  inch. 

The  ice  direttly  under  the  red-hot  bullet  wis 
fpon  thawed  j  but  the  depMi  •  to  tohich  it  was 
thawed  was'  very  inconfiderable :  the  water,  how* 
ever,  extended  itfelf  flowly  from  the  centre  towards 
the  circumference,  and  at  length  a  circular  fpot  1 
or  3  inches  in  diameter  in  the  centre  of  the  furface 
of  the  ice  was  covered  with  it,  though  but  to  a 
very  inconfiderable  depth. 

This  little  fpreading  fea  appeared  to  prey  on  the 
wall  of  ice  by  which  it  was  furrounded  on  every 
iide. 

The  particles  of  water  in  contaft  with  this  will, 
being  rendered  fpecifically  lighter  on  becoming 
ice-cold,  they  move  upwards,  and  making  way  for 
other  warmer  particles  to  advance  from  below, 
caufe  currents  in  oppofite  dire&ions  to  fet  between 
the  centre  (where  the  hot-iron  remains)  and  the 
circumference. — As  a  current  at  the  temperature 
of  410  muft  necefTarily  fet  downwards  at  the  mid- 
dle of  the  circle,  this  current  (hiking  againfl:  the 
middle  of  the  excavation  formed  in  the  ice  ought 

to 
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to  deepen  it  gradually  in  ttot  part,  though  but  flow* 
ly,— and  this  is  what  was  a&ually  found  to  be  the 
cafe ;  for  the  bottom  of  this  excavation  was  not 
perfe&ly  flat,  but  was  deeper  at  and  near  its  centre 
than  at  its  fides. 

$d  Experiment. — When  this  Experiment  was  va- 
ried by  ufing  a  flat  cake  of  tallow  inftead  of  a  cake 
of  ice,  a  very  extraordinary  appearance  indeed 
prefented  itfelf,  which  at  firft  furprifed  me  very 
ipuch9  but  which  I  foon  perceived  was  a  new,  and 
very  (hiking  proof  that  Fluids  are  non-condu&ors 
of  Heat. 

The  bottom  of  tj}f  circular  cavity  in  the  cake 
of  tallow  which  was  occupied  by  that  part  of  the 
tallow  that  had  been  melted  in  the  Experiment, 
inftead  of  being  concave,  as  I  had  found  that  in 
the  ice  to  be,— or  flat,— as  I  expe&ed  to  find 
this, — was  convex  in  the  middle,  or  rither  rofe  up 
)n  the  form  of  a  protuberance,  or  very  blunt  point, 
the  extremity  of  which  reached  almoft  to  the  fur- 
face  of  the  melted  tallow  !  As  the  iron  bullet  was 
held  as  near  as  poffible  to  the  tallow,  the  end  of 
this  proje&ion,  which  remained  unmelted,  was  cer- 
tainly not  more  than  TV  of  an  inch  diftant  from 
this  red-hot  ball !  Reflecting  on  the  unexpe&ed  re- 
fult  of  this  Experiment  I  was  much  (truck,  and  not 
a  little  humiliated,  with  the  proof  it  feemed  to  me 
to  afford  of  the  impoffibility  of  predi&ing  with 
certainty  any  event,  however  inevitable  it  may 
appear,  which  has  not  a&ually  been  feen  to 
happen* 

Though 
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Though  I  well  know  how  the  Heat  mud  ber 
communicated  under  the  given  circumftances,  and 
could  foretell  with  certainty  the  diredtions  of  the 
currents  it  mull  neceffarily  occafion  in  the  melting 
tallow ;  yet,  the  utmoft  efforts  of  my  intelleftual 
powers,  exercifed  as  they  were  by  much  meditation, 
were  not  fufficient  to  enable  me  to  forefee  that  the 
point  where  lead  Heat  would  be  communicated  was 
that  precifely  which  was  neareft  to  the  recUhot  bullet; 
and  that  a  protuberance  of  unmelted  tallow  would 
be  left  in  that  place. 

Let  thofe  be  very  cautious  who  fpeculate  on  the 
fuppofed  refults  of  Experiments  ^they  have  never 
made  ! 

On  repeating  this  Experiment,  and  varying  it  by 
ufing  a  cake  of  fine  bleached  bees-wax,  inftead  of 
tallow,  the  refult  was  much  the  fame :  the  protu- 
berance, however,  in  the  middle  of  the  circular 
cavity  occupied  by  the  melted  wax,  though  per- 
fectly perceptible,  was  lefs  coniiderable,  in  height, 
than  that  in  the  cake  of  tallow. 


§  4.  Beautiful  Cryficds  of  Sea-Salt  formed  in  Brine 
Jlanding  on  Mercury* 

A  fmall  quantity  of  ftrong  brine,  ftaftding  on 
mercury  in  an  open  glafs  tumbler,  having  by  ac- 
cident been  left  in  a  room  in  a  retired  part  of  the 
houfe,  I  obferved  at  the  end  of  about  fia?  months, 
that  two  beautiful  cryftals  of  fait,  perfe&ly  qua* 
drangular,  had  been  formed  in  it,  one  of  which 
was  -£4  of  an  inch  long,   ££  of  an  inch   wide, 

and' 
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and  7V  of  an  iftch  in  thicknefs ;  and  the  other  i£  ot 
an  inch  long,  *£  of  an  inch  wick,  and  44  of  an  inch 
thick. 

Did  the  Fluid  mercury  on  which  this  brine  re- 
pofed  contribute?— and  how? — to  the  regularity 
of  the  form,  and  the  uncommon  fize  of  thefe 
cryftals? — And  might  not  beautiful  cryftals  of 
other  falts  be  procured  by  fimilar  means  ? 

§  5.  Olive  Oil  tendered  eolourlefs  by  Expofufe  to  tU 
Air Jlanding  on  Brines 

A  quantity  of  olive  oil9  about  J  of  an  inch  in 
depth,  having  by  accident  been  left  (landing  in 
an  open  glafs  jar,  about  four  inches  in  diameter, 
on  about  a  quart  of  brine,  moderately  ftrong,  in 
a  retired  room,  where  the  fun's  rays  never  enter  y 
at  the  end  of  about  fix  months  I  obferved  that 
the  oil  had  become  perfectly  colourlefs,  and  ap- 
peared to  me  to  be  nearly  as  tranfparent  as  the 
pureft  water.  On  the  approach  of  winter  I  found 
that  this  oil  was  much  more  liable  to  be  congealed 
with  cold  than  oil  of  the  fame  kind  which  had 
flood  near  it  many  months  in  a  large-  glafs  bottle 
clofed  with  a  cork. 

§  6.  An  unfuccefsful  Attempt  to  caufe  radiant  Heat 
from  a  red-hot  Iron  Bullet  to  defcend  in  Oil. 

Having  poured  a  quantity  of  this  colourleft  oil 
into  a  glafs  tumbler,  and  caufed  it  to  congeal 
throughout,  I  prefented  to  its  upper  furface  a  red' 
hoc  iron  bullet,  if  inches  in  diameter,  and  held 

9  * 
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it  quite  clofe  to  the  oil,  feveral  minutes,  till  the 
bullet  ceafed  to  be  red-hot.     As  the  oil  feemed 
rather  to  be  merely  thickened  by  the  cold,  and  to 
have*  loft  its  tranfparency  in  confequence  of  the 
prefence  of  a  number  of  opaque  particles,  which 
were  everywhere  -difperfed  about  in  it,  than  to  be 
congealed  into  a  folid  mafs,  I  thought  that  if  it 
were  poflible  for  radiant  Heat  to  defcend  in  any 
Fluid  it  might  perhaps  be  in  this ;  and  if  this  fhould 
happen,  I  was  certain  to  make  the  difcovery  by 
the  manner  in  which  the  oil  recovered  its  tranfpa- 
rency ;  for  fhould  radiant  Heat  defcend,  the  form 
of  the  mafs  of  oil  firft  reftored  to  its  tranfparency 
mud  neceffarily  have  been  hemifpherical,  or  fomc 
fe&ion  of  a  fphere,  or  at  leaft  of  fome  convex 
figure :  but  the  under  part  of  that  part  of  the  oil 
which  was  reftored  to  its  tranfparency  in  this  Expe- 
riment was,  to  all  appearance,  as  perfectly  flat  and 
horizontal  as  the  upper  furfoce  of  it,  which  proves 
that  the  Heat,  by  which  the  congealed  oil  was 
thawed,  was  communicated  to  it, — not  immedi- 
ately  by  the   red-hot   bullet,  —  but  mediately  by 
means  of  the  Heat  abforbed  by  or  generated  in  the 
fides  of  the  tumbler.      This  Experiment  appears 
to  me  to  be  important  in  many  refpeds ;    but  it 
would  be  foreign  to  my  prefent  purpofe  to  engage 
in  an  investigation  of  the  fubjed  with  which  it  is 
mod  intimately  connected. 

I  cannot  finifli  this  Eflay  without  giving  my 
reader  an  account  of  one  more  Experiment,  the 
refult  of  which  was  not  only  quite  unexpected,  but 
uncommonly  interefting. 

vol.  iu  d  d  Happen* 
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Happening  accidentally  to  place  in  a  window 
the  little  inftrument  I  had  contrived  for  rendering 
vifible  the  internal  motions  which  are  occafioned 
in  water  when  Heat  is  propagated  in  that  Fluid*, 
as  it  was  winter,  and  the  room  was  warmed  by 
a  German  (love,  that  fide  of  the  inftrument  which 
happened  to  be  neareft  the  window  being  expofed 
to  a  current  of  cold  air,  while  the  inftrument  re- 
ceived Heat  continually  on  the  other  fide  from  the 
warmer  air  of  the  room,  the  liquid  in  the  inftru- 
ment was  thrown  into  motions  which  never  ceafed, 
and  afforded  a  very  interefting  fight. 
.  With  a  view  merely  to  amufe  myfelf,  and  the 
friends  who  fhould  happen  to  call  in  to  vifit  me,— 
and  without  the  fmalleft  expectation  of  making 
any  new  difcoveries,— I  contrived,  and  caufed  to 
be  executed,  the  inftrument  I  am  now  about  to 
defcribe,  which  I  thought  could  not  fail  to  render 
thefe  motions  perpetual,  and  exhibit  them  in  a 
(hiking  manner. 

A  flat  box  was  formed  of  two  equal  panes,  each 
13  inches  high,  and  104-  inches  wide,  of  finfc 
ground  glafs,  fitted  into  a  fiquare  frame  of  brafs 
in  fuch  a  manner,  that  thefe  two  panes  (which  are 
parallel  to  each  other)  are  at  the  diftance  of  1 
inch  from  each  other.  In*  the  middle  of  the  top 
of  this  brafs  frame  there  is  a  circular  opening 
about  4.  an  inch  in  diameter,  into  which  a  project- 
ing cylindrical  brafs  tube,  about  half  an  inch  in 
lengfh,  is  foldered ;  and  in  the  middle  of  the  bot- 

•  Fop  a  description  of  this  inftrument  fee  Chapter  II.  of  Part  I.  of 
thi»E%. 

torn 
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torn  of  the  frame  there  is  a  fimilar  tube  which 
proje&s  downward.  The  firft  of  thefe  openings 
ferves  for  introducing  into  the  flat  box  the  liquid 
with  which  it  is  filled ;  and  the  other  for  drawing 
it  off;  and  they  are  both  well  clofed  with  fit 
ftopples  of  cork. 

On  both  fides  of  this  brafs  frame  there  are 
deep  grooves  into  which  the  panes  of  glafs  are 
fitted,  and  the  box  was  made  water-tight  by  luting 
the  joinings  of  the  glaft  with  the  frame  with  glaJ- 
ziers  putty.  On  the  outfide  of  the  frame  there 
&re  thiri  projections  of  fheet  brafs,  by  means  of 
Which  the  box  wis  fixed  in  one  of  the  falhes  of  a 
Window  in  my  room,  where  it  occupied  the  place  of 
a  pane  of  glafs,  which  was  removed  to  make  way 
fofr  it.  This  window  fronts  the  fouth-eaft,  and 
cohfecjuently  is  expofed  to  the  fun  a  great  part  of 
the  day. 

Hiving  provided  a  fufiicient  quantity  of  the 
faline  folutioft,— (of  the  fame  kind  as  was  ufed  in 
cohftrufting  the  inftrument  above  mentioned,  con- 
trived for  rendering  vifible  the  internal  motions  in 
Fluids)  and  having  mixed  with  it  a  due  proportion 
of  pulverized  yellow  amber,  I  now  filled  the  box 
half  full  with  this  mixture ;  and  as  the  air  in  the 
room  was  confiderably  warmer  than  that  without, 
I  expe&ed  that  the  motions  in  the  liquid  occasioned 
by  the  paflage  of  the  Heat  would  immediately 
commence. 

-    This  actually  happened ; — but  how  great  was 
iny  furprife,  when,  inftfead  of  the  tertical  cur- 
rents I  expend,  I  difcovered  horizontal  currents, 
DD2  running 
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running  in  oppofite  dire&ions, — one  above  an- 
other,—or  regular  winds,— which,  fpringing  up 
in  the  different  regions  of  this  artificial  atmofphere, 
prevailed  for  a  long  time  with  the  utmoft  regula- 
rity ;— while  the  fmall  particles  of  the  amber  col- 
lecting themfelves  together,  formed  clouds  of  the 
mod  fantaftic  forms,  which  being  carried  by  the 
winds,  rendered  the  fcene  perfectly  fafcinating ! 

It  would  be  impoflible  to  defcribe  the  avidity 
9  with  which  I  gazed  on  thefe  enchanting  appear- 
ances. 

In  the  (late  of  enthufiafm  I  then  wa6,  it  really 
feemed  to  me  that  Nature  had  for  a  moment  drawn 
back  the  veil  with  which  flie  hides  from  mortal 
eyes  her  mod  fecret  and  mod  interefting  opera- 
tions j— and  that  I  now  faw  the  machinery  at  work 
by  which  winds  and  ftorms  are  raifed  in  the 
atmofphere ! 

Nothing  feemed  to  be  wanting  to  complete  this 
bewitching  fcene,  and  give  it  the  air  of  perfect  en- 
chantment, but  that  lightning,  in  miniature,  fliould 
burft  from  thefe  little  clouds :  and  they  were  fre- 
quently fo  thickened  up,  and  had  fo  much  the  ap- 
pearance of  preparing  for  a  ftorm,  that  had  that 
event  attually  taken  place,  it  could  hardly  have  in- 
creafed  my  wonder  and  ecftafy. 

There  were  feveral  accidental  circumftances  at- 
tending this  Experiment,  which  contributed  to  ren- 
der it  more  interefting.  The  fun,  which  happened 
xo  be  remarkably  bright,  fhone  full  upon  the  win- 
dow where  the  apparatus  was  placed ;  and  as  the 
grooves  in  the  frame  in  which  the  plates  of  glafs 

were 
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were  fixed  were  not  deep,  that  part  of  this  frame 
which  formed  the  narrow  bottom  of  the  box  being 
expofed  to  the  fun's  rays,  a  confiderable  quantity 
of  Heat  was  generated  by  them  in  that  place, 
as  appeared  by  the  motions  of  the  particles  of 
pulverized  amber  which  lay  on  the  bottom  of 
the  bo*,  or  jthofe  which  were  brought  there  by 
the  currents 

When  thefe  particles,  on  being  heated  by  the 
fun-beams,  began  to  move,  they  firft  arofe  up 
nearly  perpendicularly  ;  but  before  they  had  rifen 
to  any  confiderable  height,  they  were  carried  away 
obliquely,  and  nearly  in  an  horizontal  dire&ion,  by 
the  lower  current,  anfwering  to  the  wind  which, 
in  the  atmofphere,  prevails  at  the  furface  of  the 
earth. 

The  perpendicular  rife  of  thefe  particles  from 
the  bottom  of  the  box,  and  the  fubfequent  change 
of  their  direction,  called  to  my  remembrance  an 
appearance  very  common  in  hot  countries,  which 
I  recolle&ed  to  have  often  feen,  and  by  which 
I  had  often  been  amufed  in  my  youth  :  in  very  hot 
and  dry  weather,  when  the  wind  is  ftiil  and  the 
fun  very  powerful,  the  air  which  lies  on  the  ground 
often  appears  in  the  mod  violent  agitation,  refem- 
bling  that  of  a  boiling  liquid  ;  which  motion  is  molt 
rapid  at  the  furface  of  the  earth,  and  appears  to 
ceafe  at  the  height  of  five  or  fix  feet  above  the 
ground. 

Is  not  this  violent  agitation  occafioned  by  the 

conflict  which  takes  place  between  the  hot  and  the 

comparatively  cold  air  moving  vertically*,  and  in 

d  d  3  oppofite 
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oppofite  directions,  very  near  the  furface  of  the 
ground  ?  And  are  not  the  winds  which  prevail 
above,  occafioned  by  the  efforts  of  whokjlraia  of 
air  to  afcend  or  defcend  obliquely  ? 

The  currents  I  obferved  to  prevail  in  my  arti- 
ficial atmofphere  were  never  perfectly  horizontal ; 
and  if  my  fufpicions  with  refpeft  to  the  caufe  of 
the  winds  are  well  founded,  neither  can  thofe 
winds  be  horizontal  which  prevail  in  the  fupepor 
regions  of  the  atmofphere  of  the  earth,  though 
they  may  be  very  nearly  fo. 

The  greateft   velocity  of  the  currents  in   the 
faline  liquid  in  this  Experiment  was  nearly  two  inches 
in  a  minute,  but  their  motions  were  in  general 
much  flower.     As  the  windows  in  the  room  iq 
which  this  Experiment  was  made  are  double,  (as 
are  all  thofe  both  in  fumroer  and  winter  in  the 
apartment  I  inhabit,)  and  as  the  apparatus  above 
defcribed  occupied  the  place  of  a  pane  of  glafs 
belonging  to  the  infide  window,  it  was  in  my  power, 
by  opening  either  the  infide  window  or  the  outfide 
window,  to  caufe  the  Heat  on  the  two  oppofite  fides 
pf  the  box  to  be  either  equal  or  unequal  at  pleafure  -y 
,and  by  variations  which  that  arrangement  enabled 
me  to  make  in  the  Experiments  I  produced  feveral 
interesting  appearances. 

There  was  one  very  ftriking  appearance  indeed, 
which  never  failed  to  prefent  itfelf  regularly  every 
day  during  the  three  weeks  that  the  Experiment 
was  continued  #.     The  clouds.,  after  having  been 

*  An  end  was  put  to  the  Experiment  by  an  accident  5  the  box  be- 
ing broken  by  the  careleflnefs  of  a  lervant  in  (hutting  the  window- 
ftuuter. 

driven 
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driven  about  all  day  by  the  different  currents  \v\ 
the  liquid,  (of  which  there  were  fometimes  as  many 
as  fix  or  fevefc,  running  in.  oppofite  directions  at 
the  faipe  time,)  never  failed  to  colleft  themfelveg 
together  in  the  evening,  into  large  maffes  j  fojne- 
times  forming  only  oqe,  and  fometimes  twq  qr 
three Jlrata  at  different  heights,  ^vhere  they  remain- 
ed, to  all  appearance  perfectly  fliotionlefs,  during 
the  night. 

There  can  be  nq  qupftion  \gth  refpeQ:  to  the 
proximate  caufe  of  this  phaenotaenon :  for  it  w^$ 
undoubtedly  owing  to  a  diminution  or  total  ceffa- 
tion  of  the  operatipn  of  that  caufe, — of  thpfe 
caufes,— ror  of  fome  of  them, — by  which  an  ine? 
quality  of  temperature  in  the  liquid  was  produce^ 
and  continued  ; — but  it  would  be  highly  curious  tq 
investigate  the  more  remote  caufes  of  this  appear- 
ance, and  fee  how  far  light,  or  rather  the  abfenee 
of  it,  was  concerned  in  producing  it :  \mt  (hat 
difcu$qn  would  lead  me  into  a  very  abftrufe 
inquiry, — that  refpe&ing  radiant  Heat,— wfacfy 
would  take  up  more  time  than  I  am  at  prefent  able 
to  beftpw  on  it.  Perhaps  I  may  find  leifure  an4 
courage  at  fome  future  period  to  attempt  that 
moft  difficult  inveftigation.  My  reader  will  doubt-i 
lefs  have  obferved  that  I  have  hitherto  taken  paipq 
to  avpid  it. 

I  cannot  take  my  leave  of  the  Experiment  I  have 
been  defcribing  without  giving  my  reader  a  faithfu^ 
account  of  every  thing  I  can  recolledt  refpe&ing  it ; 
and  particularly  pf  one  accidental  circumftance, 
which,  it  is  poffible,  may  have  had  fome  fhare  in 

producing 
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producing  the  interefting  appearances   which  fo 
powerfully  attracted  my  attention. 

The  faline  liquor  and  the  pulverized  amber  were 
mixed  in  a  bottle,  and  were  not  put  into  the  flat 
box  till  after  it  had  been  fixed  in  the  fafh  or  frame 
of  the  window ;  but  when  I  came  to  pour  this 
mixture  into  the  box  I  found  that  I  had  not  pro- 
vided enough  of  it.  To  fupply  this  defed,  with- 
out the  trouble  of  emptying  the  box,  I  added,  at 
feveral  different  times,  pure  water,  and  a  ftrong  fo 
lution  of  pot-a(h,  in  fuch  proportions  as  I  knew  to 
be  proper  to  produce  the  fpecific  gravity  required ; 
and  then  endeavoured  to  mix  the  whole  as  inti- 
mately as  poflible  by  agitating  the  liquor  for  fome 
confiderable  time  by  means  of  a  long  and  ftrong 
quill,  the  end  of  whieh  I  thruft  down  into  the  box 
through  the  hole  by  which  the  liquor  was  intro* 
duced. 

Whether  thofe  different  portions  of  liquid  were 
in  fad  intimately  mingled  by  thefe  means,  I  cannot 
pofitively  determine.  They  certainly  had  every  ap- 
pearance of  being  fo ;  for  the  amber  was  evidently 
well  mixed,  and  very  equally  diftributed  in  every 
part  of  the  Fluid.  But  even  fliould  we  grant  that 
the  liquid  remained  divided  in  different  Jirata^  ar- 
ranged accotding  to  the  fpecific  gravities  of  the 
different  portions  of  it  that  were  poured  into  the 
box  at  different  times,  it  does  not  appear  to  riie 
that  the  refult  of  the  Experiment  would  be  lefs  in- 
terefting on  that  account,  or  the  application  of  it 
lefs  fatisfaftory  in  explaining  the  caufe  of  the  winds 
in  the'  atmofphere. 

lam, 
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I  am,  however,  far  from  being  defirous  that  much 
ftrefs  (hould  be  laid  on  this  fingle  Experiment,  be- 
ing perfectly  fenfible  that  others  may  be  cpntrived, 
the  refults  of  which  would  be  more  decifive  :  in  the 
mean  time  it  appears  to  me  that  the  hint  given  us 
is  too  plain  not  to  deferve  fome  attention.  If  it 
{hould  awaken  the  curiofity  of  experimental  philo- 
fophers,  and  excite  them  to  farther  inveftigation, 
the  end  I  had  principally  in  view, in  publifliing  this 
account  of  it  will  be  completely  anfwered. 
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DESCRIPTION  of  the  PLATES. 


PLATE    III. 

T?ig.  4.  This  Figure  reprefents  a  vertical  fefltion 
■^  of  the  apparatus  ufed  in  the  Experiment 
No.  55.  (fee  page  315),  in  which  an  attempt  was 
made  to  melt  the  top  of  a  proje&ing  point  of  ice 
by  Heat  tranfmitted  downwards  through  olive-oil 
communicated  by  a  folid  (Cylinder  of  iron,  heated 
in  boiling  water. 

In  this  Figure  the  tall  glafs  jar  (in  the  bottom  of 
which  the  cake  of  ice  was  frozen)  is  ftanding  in 
an  earthen  pan  filled  with  pounded  ice. 

The  oil  is  alfo  reprefented  ftanding  on  the  cake 
of  ice  in  the  jar  ;  and  the  iron  cylinder  in  its  (heath 
of  paper  fufpended  in  the  axis  of  the  jar  in  fuch  a 
manner  that  the  lower  end  of  this  cylinder,  which 
is  fiat,  is  direftly  over  the  pointed  proje&ion  of  ice, 
and  diftant  from  it  TV  of  an  inch. 


PLATE    IV. 

Fig.  5.  This  Figure  fhows  the  manner  in  which 

the  Experiment  No.  57. (fee  page  326)  was  made, 

when  pure  or  frefh  water  in  a  glafs  jar  was  made 

x  to 
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to  repofc  on  brine,  or  water  faturated  with  fea-falt, 
without  mixing  with  it* 

In  this  Experiment  the  fmaller  jar,  which  con* 
tained  the  brine,  the  pure  water,  and  a  quantity 
of  olive-oil  by  which  the  furface  of  the  pure  water 
wag  covered,  flood  in  a  larger  glafs  jar, — which  laft 
flood  in  a  (hallow  earthen  difh  filled  with  pounded 
ice  and  water. 

The  fpace  between  the  outfide  of  the  fmaller  jar 
and  the  infide  of  the  larger  jar  was  filled,  to  the 
height  of  about  an  inch  above  the  level  of  the  fur- 
face  of  the  oil  in  the  fmaller  jar,  with  pieces  of  ice 
nearly  as  large  as  walnuts,  and  ice-cold  water. 
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INTRODUCTION, 

i^pHK  Effay  contains  nothing  <hat  will  fee  **ew< 
*  to  phildfophical  *eadere  ^  for  &  Is  %ftle  snore 
than  the  filbftance  df  two  papers  *vhidh  have 
already  appeared  in  the  PhSofophicai  TDtfanlfe&ione 
of  the  Royal  Society  of  London  ^  one  in  «he  year 
1786;  juid  the  other  (for  which  the  Author  had 
the  honour  to  receive  from  the  Society  the  Copleian 
Annual  Medal)  in  the  year  1792. 

As  reference  has  frequently  been  made  to  thefe 
*  Papers  in  feveral  of  the  preceding  Effays ;  and  as 
many  of  the  Experiments  of  which  an  account  is 
given  in  them  are  not  only  interefting  in  themfelves, 
but  are  neceffary  to  be  known  in  all  their  details 
in  order  to  judge  of  feveral  important  conclufions 
that  have  been  founded  on  their  refults,  the  Author 
has  thought  that  it  would  not  be  improper  to 
republifli  them  under  the  prefent  form.  He  was 
alfo  defirous  of  adding  the  fubftance  of  thofe 
Papers  to  his  Sixth  and  Seventh  Effays,  in  order 
that  all  that  he  has  written  on  the  Science  of  Heat 
might  be  brought  together  in  one  volume. 

The  Effays  which  are  deftined  to  compofe  the 
next  volume  (many  of  which  are  already  in  great 
forwardnefs)  are  all  on  pra&ical  fubje&s  of  a  po- 
pular nature,  and  of  general  utility  j  and  on  that 
£  £  2  account 
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account  it  was  judged  belt  to  keep  them  feparate 
from  thofe  contained  in  this  volume,  which  par- 
take more  of  the  nature  of  abftrufe  philofophical 
inveftigationst 

Various  unforefeen  events  have  contributed  to 
retard  the  publication  of  the  promtfed  Eflays  on 
Kitchen  Fire-places— on  Cottage  Fire-places— and 
on  Clothing;  but  the  Author  has  well-founded 
hopes  of  being  able  to  bring  them  forward  in  the 
courfe  of  *  few  months. 


ESSAY     VIII. 

Ofc   THE   PROPAGATION    OF    HEAT  IN  VARIOUS 
SUBSTANCES. 


CHAR      h 


An  Account  of  the  Injlruments  that  were  prepared 
for  making  the  propofed  Experiments.— A  Ther- 
mometer is  conftrufted  whofe  Bulb  is  furrounded 
by  *  Torricellian  Vacuum.— ifotf  is  found 
to  pajs  in  a  Torricellian  Vacuum  with  greater  Diffi- 
culty than  in  Air. — Relative  conducing  Powers  of 
a  Torricellian  Vacuum  and  of  Air  with  regard  to 
Heat  determined  by  Experiment.— Relative  conduct- 
ing Powers  of  dry  Air  and  ofmoiji  Air.— Relative 
conducing  Powers  of  Air  of  different  Degrees  of 
t)enfity. ^-Relative  conducting  Powers  of  Mer- 
cury ;  Water  j  Airj  and  a  Torricellian 
Vacuum. 

[Read  before  the  Royal  Society,  March  9,  1786.] 

T72CAMININO  the  condu&ing  power  of  air,  and  of 
*-*  various  other  fluid  and  folid  bodies,  with  re- 
gard to  Heat,  I  was  led  to*  examine  the  conducting 
power  of  the  Torricellian  vacuum.  From  the  (hik- 
ing analogy  between  the  ele&ric  fluid  and  Heat 
refpefting  their  condu&ors  and  noa-condu&ors, 
e  e  3  (having 
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(having  found  that  bodies,  in  general,  which  are 
conductors  of  the  ele&ric  fluid,  are  likewife  good 
conductors  of  Heat,  andr  on:  the  contrary,  that 
ele&ric  bodies,  or  fuch  as  are  bad  conductors  of 
the  ele&ric  fluid,  are  likewife  bad  conductors  of 
Heat,)  I  was  led  to  imagine  that  the  Torricellian 
vacuum,  which  is  known  to  afford  fo  ready  a  paflage 
to  the  ele&ric  fluid,  would  alfo  have  afforded  a 
ready  paflage  to  Heat. 

The  common  experiment*  of  heating  and  cool- 
ing bodies  under  the  receiver  of  an  air-pump  I  con- 
ceived to  be  inadbquate  to  determining  this  queftion; 
not  only  on  account  of  the  impoflibility  of  making 
a  perfeft  void  of  air  by  means  of  the  pump  ;  but 
alfo  on  account  of  the  moid  vapour,  which  exhaling 
from  the  wet  leather  and  the  oil  ufed  in  the  ma- 
chine, expands  under  the  receiver,  and  fills  it  with 
a  watery  fluid,  which,  though  extremely  rare,  is 
yet  capable  of  conducting  a  great  deal  of  Hear:  I 
had*  recourfe  therefore  to  other  contrivances; 

I  took  a  thermometer,,  unfilled,  the  diameter  of 
whofe  bulb  (which  was  globular)  was  juft  half  an 
inch,  Paris  meafure,  and  fixed  it  in  the  center  of  a 
hollow  glafs  ball  of  the  diameter  of  i  J  Paris  inch, 
in  fuch  a  manner,  that  the  Ihort  neck  or  opening 
of  the  ball  being  foldered*  fad  to  the  tube  of  the 
thermometer  y\  lines  above  its  bulb,  die.  bulb  of 
the  thermometer  remained  fixed  in  the  center  of 
the  ball,  and  confequently  was  cut  off  from  all 
communication  with  the  external  air.    In  the  bot- 
tom of  the  glafs  ball  was  fixed-  a  fmall  hollow  tube 
or  point,  which  proje&ing  outwards  was  foldered 

to 
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to  the  end  of  a  common  barometer  tube' about  3a 
Inches  inlength,  and  by  means  of  this  opening:  the- 
fpace  between  the  internal  furface  of  the  glafs  ball 
and  the  bulb  of  the  thermometer  was  filled  with 
hot  mercury,  which  had  been  previously  freed  of 
air  and  moifture  by  boiling;  The  ball,  and  alfo 
the  barometrical  tube  attached  to  it,  being  filled 
•with  mercury,  the  tube  was  carefully  inverted*  and 
its  open  end  placed  in  a  bowl  in  which  there  was  a 
quantity  of  mercury.  The  inftrument  now  became 
a  barometer,  and  the  mercury  defcending  from  the 
ball  (which  was  now  upperpioft  J  left  the  fpace  furs- 
rounding  the  bulb  of  the  thermometer  free  of  air* 
The  mercury  having  totally  quitted  the  glafs  ball* 
and  having;  funk  in  the  tube  to  the  height  of  28' 
inches,  (being  the  height  of  the  mercury  in  the 
common  barometer  at  that  time)  with  a  lamp  and  a 
blow-pipe  I  melted  the  tube  together,  or  fealed  it 
hermetically,  about  three  quarters  of  an  inch  below 
the  ball,  and  cutting  it  at  this  place  with  a  fine  file* 
I  feparated  the  ball  from  the  long  barometrical  tube* 
The  thermometer  being,  afterwards  filled  with  mer* 
cury  in  the  common  way,  and  fumifhed  with  afcale*. 
I  now  poffefled  a  thermometer  whofe  bulb  Was  con- 
fined in  the  center  of 'a. TorrkelHim.  vacuum,  and 
which  ferved  at  the  fame  time:  as  the  body  to-be ' 
heated,,  and  as  the  inftrumenkfor  meafuring,  the 
Heat  communicated* 

Experiment,  N*  u 

With  this  inftxHiment  (fee  Fig,  i.)  t  made  the 

following  Experiment.    Having  plunged  it  into  a 

£  s  4r  veffel 
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veffel  filled  with  water,  warm  to  the    1 8th  degree 
of  Reaumur's   fcale,  and  fuffered  it   to  remain 
there  till  it  had  acquired  the  temperature  of  the 
water,  that  is  to  fay,  till  the  mercury  in   the  in- 
clofed  thermometer  flood  at  i8°,  I  took  it  out  of 
this  veffel  and  plunged  it  fuddenly  into  a  veffel  of 
boiling  water,  and  holding  it  in  the  water  (which 
was  kept  conftantly  boiling)  by  the  end  of  the  tube, 
in  fuch  a  manner  that  the  glafs  ball,  in  the  center 
of  which  was  the  bulb  of  the  thermometer,  was 
juft  fubmerged,  I  obferved  the  number  of  degrees 
to  which  the  mercury  in  the  thermometer  had 
arifen  at  different  periods  of  time,  counted  from  the 
moment  of  its  immerfion.     Thus,  after  it  had  re- 
mained in  the  boiling  water  i  min.  30  fee.  I  found 
the  mercury  had  rifen  from  1 8*  to  270.     -After  4 
minutes  had  elapfed,  it  had  rifen  to  440 A  J  and  at 
the  end  of  5  minutes  it  had  rifen  t0  48°TV* 

Experiment,  N°  a. 

Taking  it  now  out  of  the  boiling  water  I  fuSered 
it  to  cool  gradually  in  the  air,  and  after  it  had  ac- 
quired the  temperature  of  the  atmofphere,  which 
was  that  of  i5°R.  (the  weather  being  perfectly 
fine)  I  broke  off  a  little*  piece  from  the  point  of 
the  fmali  tube  which  remained  at  the  bottom  of  the 
glafs  ball,  where  it  had  been  hermetically  fealed, 
and  of  courfe  the  atmofpheric  air  rufhed  imme- 
diately into  the  balh  The  ball  furrounding  the 
bulb  of  the  thermometer  being  now  filled  with  air, 
(inftead  of  being  emptied  of  air*  as  it  was  in  the 
before-mentioned  Experiment,)  I  refealed  the  end 
6  ol 
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of  the  (mail  tube  at  the  bottom  of  the  glafs  ball 
hermetically,  and  by  that  means  cm  off  all  com- 
munication between  the  air  confined  in  the  ball  and 
the  external  air )  and  with  the  inftrument  fo  pre- 
pared I  repeated  the  Experiment  before-mentioned; 
that  is  to  fay,  I  put  it  into  water  warmed  to  18% 
and  when  it  had  acquired  the  temperature  of  the 
water,  I  plunged  it  into  boiling  water,  and  obferved 
the  times  of  the  afcent  of  the  mercury  in  the  ther- 
mometer.    They  were  as  follows  i 

Time  Meat 

elapfed.  acquired* 

Heat  at  the  moment  of  being  plunged  into  7  m  QQ  D 

the  boiling  water,      -        .        -        -C  lb   K* 

M.S.  6 

After  having  remained  in  the  boiling  water      c  4$  27 

*     o  34^5 

2  10  44^ 

2  40  48^, 

4    o  56^. 


5    o        60^ 


■5 


From  the  refult  of  thefe  Experiments  it  appears 
evidently,  that  the  Torricellian  vacuum,  which 
affords  fo  ready  a  paflage  to  the  elettric  fluid,  fa  far 
from  being  a  good  conduftor  of  Heat,  is  a  much 
worfe  conductor  of  it  than  common  air,  which  of 
itfelf  is  reckoned  among  the  worft :  for  in  the  laft 
Experiment,  when  the  bulb  of  the  thermometer  was 
furrounded  with  air,  and  the  inftrument  was 
plunged  into  boiling  water,  the  mercury  rofe  from 
1 8°  to  2  70  in  45  feconds  j  but  in  the  former  Ex- 
periment, when  it  was  furrounded  by  a  Torricellian 
vacuum,  it  required  to  remain  in  the«boiling  water  1 

minute 
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minute  30  feconds  r:  90  feconds,  to  acquire  that 
degree  of  heat.  In  the  vacuum  it  required  5 
minutes  to  rife  48  VW;  hut  in  air  it  rofe  to  that 
height  in  2  minutes  40  feconds ;  and  the  propor- 
tion of  the  times  in  the  other  observations  is  nearly 
the  fame,  as  will  appear  by  the  following  Table. 

The  bulb  of  the  thermometer  placed  in  the 
center  of  the  giafs  ball,  and 


f                                  furrounded  by  a 
Torricellian  vacuum. 

furrounded  by  air. 

(Exp. 

Tune 

N°i.) 

(Exp. 

N°2.) 

Heat 

Time 

Heat 

elapfed. 

acquired. 

elapfed.  acquired. 

Upon  being  plunged  into  1 
•  boiling  water     -        -J 

18° 

l8° 

M.S. 

o 

M.  S. 

• 

After  remaining  in  it            1  30 

*7 

0  45 

*7 



-, — 

I     O 

3°*S 

4    0 

44A 

2    IO 

44& 

5    0 

48^ 

2  40 

4«™ 





4    0 

56/3 

— 



5    0 

<*>T% 

Thefe  Experiments  were  made  at  Manhdm, 
upon  the  firfl  day  of  July  1785,  in  the  prefence  of 
Profeflbr  Hemmer,  of  the  Electoral  Academy  of 
Sciences  of  Manheim,  and  Charles  Artaria,  me- 
teorological inftrument  maker  to  the  academy,  by 
whom  I  was  affifted  in  making  them. 

Finding  the  conftruftion  of  the  inftrument  made 
life  of  in  thefe  Experiments  attended  with  much 
trouble  and  rifk,  on  account  of  the  difficulty  of 
foldering  the  glafs  ball  to  the  tube  of  the  thermo-  , 
meter  without  at  the  fame  time  either  doling  up, 
or  otherwife  injuring,  the  bore  of  the  tube,   I 

had 
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fead  recourfe  to  another  contrivance  much  mom 
commodious,  and  much  eafier  in  the  execu- 
tion. 

At  the  end  of  a  glafs  tube  or  cylinder  about 
eleven  inches  in  length,  and  near  three  quarters  of 
an  inch  in  diameter  internally,  I  caufed  a  hollow 
globe  to  be  blown  if  inch  in  diameter,  with  ait 
opening  in  the  bottom  of  it  correfponding  with  the 
bore  of  the  tube,  and  equal  to  it  in  diameter, 
leaving  to  the  opening  a  neck  or  fhort  tube,  about 
an. inch  in  length.  Having  a  thermometer  prepared; 
whofe  bulb  was  juft  half  an  inch  in  diameter,  and 
whofe  freezing  point  fell  at  about  i\  inches  above 
itsbulb,  I  graduated  its  tube  according  to  Reaumur's 
fcale^ beginning  at  o°,  and  marking  that  point,  and 
alfaeyeiy  tenth  degree  above  it  to  8o°,  with  threads 
of  fine  filk  bound  round  it,  which  being  moiftened 
with  lac  varnifh  adhered  firmly  to  the  tube.  This 
thermometer  I  introduced  into  theglafs  cylinder  and 
globe  juft  defcribed  by  the  opening  in  the  bottom 
of  the  globe,,  having  firft  choaked  the  cylinder  at 
about  2  inches  from  its  jun&ion  with  the  globe  by 
heating  it,  and  crowding  its  fides  inwards  towards 
its  axis,  leaving  only  an  opening  fufficient  to  admit 
the  tube  of  the  thermometer-  The  thermometer 
being  introduced  into  the  cylinder  in  fuch  a  man- 
ner that  the  center  of  its  bulb  coincided  with 
the  center  of  the  globe,  I  marked  a  place  in  the 
cylinder,  about  three  quarters  of  an  inch  above  the 
80th  degree  or  boiling  point  upon  the  tube  of  the 
inclofed  thermometer,  and  taking  out  the  thermos 
meter,  I  choaked  the  cylinder  again  in  this  place. 

Intro- 
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Introducing  now  the   thermometer   for  the  hi 
time,  I  clofed  the  opening  at  the  bottom  of  the 
globe  at  the  lamp,  taking  care  before  I  brought  it 
to  the  fire,  to  turn  the  cylinder  upfide  down,  and 
to  let  the  bulb  of  the  thermometer  fall  into  the 
cylinder  till  it  refted  upon  the  lower  choak  in  the 
cylinder*    By  this  means  the  bulb  of  the  thermo- 
meter was  removed  more  than  3  inches  from  the 
flame  of  the  lamp.    The  opening  at  the  bottom  of 
the  globe  being  now  clofed,  and  the  bulb  of  the 
thermometer  being  fuffered    to  return  into  the 
globe,  the  end  of  the  cylinder  was  cut  off  to  within 
about  half  an  inch  of  the  upper  choak*     This  being 
done,  it  is  plain,  that  the  tube  of  the  thermometer 
projected  beyond  the  end  of  the  cylinder.     Taking 
hold  of  the  end  of  the  tube,  I  placed  the  bulb  pf 
the  thermometer  as  nearly  as  poffible  in  the  center 
of  the  globe,  ,and  obferving  and  marking  a  point  m 
the  tube  immediately  above  the  upper  choak  of  the 
cylinder,  I  turned  the  cylinder  upfide  down,  and 
fuffering  the  bulb  of  the  thermometer  to  enter  the 
cylinder,  and  reft  upon  the  firft  or  lower  choak,  (by 
which  means  the  end  of  the  tube  of  the  thermo- 
meter came  further  out  of  the  cylinder)  the  end  01 
the  tube  was  cut  off"  at  the  mark  juft  mentioned, 
(care  having  firft  been  taken  to  melt  the  internal 
cavity  or  bore  of  the  tube  together  at  that  place) 
and  a  fmall  folid  ball  of  glafs,  a  little  larger  than 
the  internal  diameter  or  opening  of  the  choak, 
was  folderecl  to  the  end  of  the  tube,  forming  a 
little  button  or  knob,  which  refting  upon  the  upp^ 
choak  of  the  cylinder  ferved  to  fufpend  the  thermo 
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meter  in  fuch  a  manner  that  the  center  of  its  bulb 
coincided  with  the  center  of  the  globe  in  which  it 
^ras  (hut  up.  The  end  of  the  cylinder  above  the 
upper  choak  being  now  heated  and  drawn  out  to 
a  point,  or  rather  being  formed  into  the  figure  of 
the  fruftum  of  a  hollow  cone,  the  end  of  it  wa$ 
foldered  to  the  end  of  a  barometrical  tube,  by  the 
help  of  which  the  cavity  of  the  cylinder  and  globe 
containing  the  thermQmeter  was  completely  voided 
pf  air  with  mercury ;  when,  the  end  of  the  cylinder 
being  hermetically  fealed,  the  barometrical  tube 
was  detached  from  it  with  a  file,  and  the  thermo- 
meter was  left  completely  fhut  up  in  a  Torricellian, 
vacuum,  the  center  of  the  bulb  of  the  thermome* 
ter  being  confined  in  the  center  of  the  glafs  globe, 
without  touching  it  in  any  part,  by  means  of  the 
two  choaks  in  the  cylinder,  and:  the  button  upon 
fhe  end  of  the  tube.     (See  Fig.  2.) 

Of  thefe  inftruments  I  provided  myfelf  with  two, 
as  nearly  as  poffible  of  the  fame  dimenfions ;  the 
one,  which  I  fhall  call  N°  1.  being  voided  of  air, 
in  the  manner  above  defcribed ;  the  other,  N9  2# 
being  filled  with  air,  and  hermetically  {baled. 

With  thefe  two  inftruments  (fee  Fig.  2.)  I  made 
the  following  Experiments  upon  the  nth  of  July 
|aft  at  Manheim,  between  the  hours  of  ten  and 
twelve,  the  weather  being  very  fine  and  clear,  the 
mercury  in  the  barometer  {landing  at  27  inches  1 1 
lines,  Reaumur's  thermometer  at  15%  and  the 
fluill  hygrometer  of  the  academy  of  Manheim 

«479r 

Experiments, 
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Experiments,  No.  5, 4,  5,  and  6* 

Putting  both  the  inftruments  into  a  mixture  of 
pounded  ice  and  water,  I  let  them  remain  there  tfll 
the  mercury  in  the  inclofed  thermometers  lefLed  at 
the  point  0%  that  is  to  fay,  till  they  had  acquired 
iexa£Uy  the  temperature  of  the  cold  mixture;  ad 
then  .taking  them  out  of  it  I  plunged  them  fcd- 
ttariy  into  a  large  veffel  of  boiling  water,  and  ofc- 
Jenred  the  time  required  for  the  mercury  to  rife  ia 
ibe  thermometers  from  ten  degrees  to  ten  degree 
from  o°  to  8o°,  taking  care  to  keep  the  mter 
conflantly  boiling  during  the  whole  of  -this  time, 
and  taking  care  alfo  to  keep  the  inftruments  a* 
mcrfcd  to  the  fame  depth,  that  is  to  fay,  juftfc 
lieep  that  the  point  o°  of  the  incloifed  tbermometei 
was  even  with  the  furface  of  the  water. 

Thefe  Experiments  I  repeated  twice  with  the  1* 
anoft  care  j  jmd  the  following  Table  glues  the  J"^ 
itfthem. 
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API 


Thermometer  N°  i. 

Its  bulb  half  an  .inch  in  dia- 
meter,  fhut  up  in  the  center  of 
a  hollow  glafs  globe,  i£  inch  in 
diameter,  void  ^f  air,  and  -her 
metically  fealed. 

Taken  out  of  freezing  water, 
and  plunged  into  filing  water* 


Time  clapfcd. 
Exp.K»3.       Exp  ~.W.+ 


Thermometer  N  °  2 . 

Its  bulb  half  an  inch  in  dia- 
meter, ihut  up  in  the  center  of 
a  hollow  glafs  globe,  if  inch  in 
diameter  9 filled  with air ,and  her- 
metically fealed. 

Taken  mt  rf  freemng  water, 
and  plunged  into  Soiling  water. 


Heat 
acquired 


Exp.  N»  -s«   E«p.N°6. 


M.S. 
o  51 

59 

1 

18 

*4 
o 

3° 


11  41 


M.S. 
051 

0  59 

1  2 
I  22 
I  Z$ 

3  6 
10  27 


o° 

.<• 
10 
20 
30 
40 

50 
60 

70 

80 


Time  elapfed. 


Heat 
acquired. 


22  44      21     1  =  total  time 
of  heating  from  o°  to  8o°. 
Total  time  irom  o°  to  700; 

In  £xp.  N°  3.=,,     - 
In  Exp.  N°  4.=r,o  34 

Medium  sr  10  48* 


M.  S. 
o  30 
o  35 
o  41 

0  49 

1  j 
1  24 

*  4S 
9  10 


M.S. 
o  30 

0  37 
o  41 

0  53 
59 
20 

25 
38 


10 
ao 
30 
40 
50 
60 
70 
80 


r  I6  SS      17    j  =  total  time 
of  heating  from  0*  to  8o°. 
Total  time  from  o°  to  70°: 
M.  S. 
In  Exp.  N*  5.  =7  45 
In  Exp,  N°  6.zzj  25 


;         Medium  r:  7  3  c, 

It  appears  from  thefe  Experiments  that  the  con- 
duftmg  power  of  air  to  that  of  the  Torricellian  va- 
cuum,  under  the  circumftances  defcribed,  is  as  744 
to  *Q4|!  inwr&ly,.oras  1  poo  to  70a  nearly;  for  the 
Quantities  of  Heat  communicated  being  equal,  the 
jntenfity  of  the  communication  is  as  the  times 
myetfely. 

in  thefe  Experiments  the  Heat  paffed  through  the 
lurrounding  medium  into  the  bulb  of  the  thermo- 
meter : 
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meter :  in  order  to  reverfe  the  Experiment,  and 
make  the  Heat  pafs  out  of  the  thermometer,  I  put 
the  inftruments  into  boiling  water,  and  let  them 
remain  therein  till  they  had  acquired  the  tempera- 
ture of  the  water ;  that  is  to  fay,  till  the  mercury 
in  the  inclofed  thermometers  flood  at  8o°;  and 
then,  taking  them  out  of  the  boiling  water,  I 
plunged  them  fuddenly  into  a  mixture  of  water 
and  pounded  ice,  and  moving jthem  about  conti- 
nually in  this  mixture,  I  obferyed  the  times  em* 
ployed  in  cooling  as  follows ; 


Thermometer  N  °  I  • 
Surrounded  by  a  Torricellian 

1/4CUUM. 

Taken  out  of  boiling  water,  ana\Take\ 
plunged  into  freezing  water* 


Time  elapfed. 


Exp.  N°7.     Exp.  N°8. 


Heat  loft 


Thermometer  N°2. 

Surrounded  by  air* 

n  out  of  boiling  water,  *** 
plunged  into  freezing <wa\tt* 


Time  elapfed. 


Exp.  N°9-    Exp.N°io. 


Heat  loft. 


M.S. 
I      2 

0  58 

-I    47 

1  46 

*    5 

3  14 
5.4* 


M.S. 

0  54 

1  2 

1  18 

2  l6 

3  ip 
I  59 


8o° 

6 
70 
60 

SO 

40 

30 

S° 
IO 


Notobferved.  Notobferved.  o 


Total  time  of  cooling  from  8o( 
to  io°. 

M.S. 
In  Exp.  N°7.=i6  4 
JtnExp.  N°  8.=i6  16 


Medium=i6  10 


M.  S. 

©  33 
o  39 
o  44 

0  55 

1  17 


M.  S. 

0  33 
o  34 
o  44 

0  55 

1  18 


"57         I  $7 

3  44        3  40 
40  10  Not  obferved. 


80° 
♦ 

7° 
60 

5° 
4° 

3° 

%o 

io 

0 


Total  time  of  cooling  from  So 

to  io°. 

M.S. 

In  Exp.  N°    9=949 

In  Exp.  N°  io.=:9  41 

Medium  :=94L^ 


ft 
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.  By  thefe  Experiments  it  appears,  that  the  con- 
ducing power  of  air  is  to  that  of  the  Torricellian, 
vacuum  as  9*4  to-  i6-J4  inverfely,  or  as  1000  to 
603. 

To  determine  whether  the  fame  law  would  hold 
good  when  the  heated  thermometers,  inftead  of  be- 
ing plunged  into  freezing  water,  were  fuffered  to 
cool  in  the  open  air,  Imade  the  following  Experi- 
ments. The  thermometers  N°  i»  and  N°  2.  being 
again  heated  in  boiling  water,  as  in  the  laft  Experi- 
ments, I  took  them  out  of  the  water,  and  fufpended 
them  in  the  middle  of  a  large  room,  where  the  air 
(which  appeared  to  be  perfectly  at  reft*  the  windows 
and  doors  being  all  Ihut)  was  warm  to  the  16th 
degree  of 'Reaumur's  thermometer,  and  the  times 
of  cooling  were  obferved  as  follows : 


(Exp.N°n.) 
Thermometer  N° '  I.     - 
Surrounded  by  a  Torricellian 

vacuum, 
Heated  tt fSo°,  and  fufpended  in 
.    the  open  air  warm- to  i6°. 

(Exp.  N°  12.) 

Thermometer  N°  2. 

Surrounded  by  air. 

Heated  to  8o°,  and  fufpended  in 
the  open  air  warm  to  i6°. 

Time  elapfed.        Heat  Joft. 

—             8o° 

,  '           M.  S.                   ^ 

Not  obferved,         70 

*  24              66 

;    J  44              5° 
2  28              40 
4  16              30 

Time  elapfed.         Heat  loft* 
— — •'             8o° 
M.  S.                    0 
Not  obferved,          70 
051               60 
1     5               50 

.  *  34              40 
241               3o 

6  1 1  r=  total  time  em- 
ployedincoolingfrom70°t0  30°. 

10  12  ?=  total  time  em- 
ployed incooling  from  700  to  300. 

f  Here  the  difference  in  the  condu&ing  powers  of 

air  *nd  of  the  Torricellian  vacuum  appears  to  be 

vol.  11.  ff  nearly 
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nearly  the  fame  as  in  the  foregoing  Experiments, 
being  as  6-J4  to  io^£  inverfely,  or  as  iooo  to  605. 
I  Could  not  obferve  the  time  of  cooling  from  809 
to  70%  being  at  that  time  bufied  in  fufpending  the 
instruments. 

As  it  might  poffibly  be  obje&ed  to  the  coaclu* 
Cons  drawn  from  thefe  Experiments  that,  notwkh- 
ftanding  all  the  care  that  was  taken  in  the  con- 
ftrufting  of  the  two  inftruments  made  ufe  of  that 
they  flxmld  be  perfectly  alike,  yet  they  might  m 
reality  be  fo  far  different  either  in  fbape  or  fize,  as 
to  occafion  a  very  fenfible  error  in  the  refuk  of  the 
Experiments ;  to  remove  thefe  doubts  I  made  the 
following  Experiments : 

In  the  morning  towards  eleven  o'clock,  the  wea- 
ther being  remarkably  fine,  the  mercury  in  the  ba- 
rometer Handing  at  27  inches  1 1  lines,  Reaumur'* 
thermometer  at  15%  and  the  hygrometer  at  47°*  I 
repeated  the  Experiment  N°  3*  (of  heating  the  ther- 
mometer N°  i.  in  boiling  water,  &c.)  and  imme- 
diately afterwards  opened  the  cylinder  containing 
the  thermometer  at  its  upper  end,  where  it  W 
been  fealed,  and  letting  the  air  into  it,  I  ie-fealed 
it  hermetically,  and  repeated  the  Experiment  again 
with  the  fame  inftrument,  the  thermometer  being 
now  furrounded  with  ail,  like  the  thermometer 
N*  a.  ; 

The  refult  of  thefe  Experiments,  which  may  be 
feen  in  the  following  Table,  ihews  evidently,  thtf 
the  error  arifing  from  the  difference  of  the  fcape* 
or  dimenfions  of  the  two  inftrumeafc  in  <±w$oa 
waa  incoafiderable,  if  not  totally  hnp#Fcep{i|)}&  •& 


in  i/afhits  Buhfiamti. 


4** 


(fixp.N°«3r) 
TlerntMMter  f*°  1. 
Its  bulb  half  in  inch  in  dia- 
meter, (hut  up  in  the  center  of 
a  glaft  globe,  1J  incn  in  dia- 
mttef,  **idtd  pair,  iod  her. 
metically  fealed. 

Taken  out  of  freezing  water, 
arid  plunged  into  toiling  water. 

f(£xp.N**4.)    . 
the  fame  tkermtohtiir  (Ha  i.j 

the  glift  gldb*,  amtainirig 
the  bolE  of  the  thermometer, 
being  now  filled  with  air,  and 
hermetically  fealed. 

Tiftfor  m/  of  freezing  water, 
and  plunged  into  Btitidg  water. 

Time  dapfe<k      Heat  acquired. 

0° 

MS.                o 
o  55             io 

0  55             20 

1  7             3o 
1  15             46 
1  29             50 
22             00 
3  **             *• 

13  44             *> 

24  48  ==  total  time  of 
heating  from  o°  to  86°. 
Honl  time  from  o°  to  700  == 
11' 4\  ... 

Time  elipfed.     He*  acquired. 

— *-              o° 

M.  S.                   0 
D}i                10 
0  $2              2a 

0  43              3*> 

0  50              46 

1  1              50 

1  24              60 

2  38            "    JO 
IO  25                 80 

i»    5  =  tetaf  time  6f 
heating  from  o°  to  8o°, 
Total  time  from  o°  to  700  = 
,7  4?-,.. 

It  appears,  therefore,  from  thefe  Experiments, 
that  the  condu&ing  power  of  common  atmofpherio 
air  is  to  that  of  the  Torricelliart  vacuum  as  y£Z  td 
n^B-lnverfely,  or  as  1000  to  602;  which  differs 
but  very  little  from  the  refult  of  all  the  foregoing 
Experiments*. 

Notwithstanding  thfrt  it  appeared,  from  the  re- 
fult of  thiefe  laft  Experiments,  that  any  difference 
there. might  poflibly  have  been  in  the  forms  or 
dimenfions  of  the  inftrpments  N°  1.  and  ,N°  2. 
could  hardly  have  produced  any  fenfible. error 
in  the  refult  of  the  Experiments  in  queftionj  | 
was  willing,  however,  to  fee  towifsif  r^py^qpn- 
f  f.  2  v      dderable 
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fiderable  alterations  of  fize.  in  the  inftrument . 
would  affed  the  Experiment :  I  therefore  provided 
myfelf  with  another  inftrument  which  I  fhall  call 
Thermometer  N°  3,  different  from  thofe  already  de- 
fcribed  in  fize,  and  a  little  different  in  its  con- 
ftru&ion. 

The  bulb  of  the  thermometer  was  of  the  fame 
form  and  fize  as  in  the  inftruments  N°  1.  and  N°  2. 
that  is  to  fay,  it  was  globular,  and  half  an  inch 
in  diameter ;  but  the  glafs  globe,  in  the  center  of 
which  it  was  confined,  was  much  larger,  being 
3  inches  7£  lines  in  diameter ;  and  the  bore  of 
the  tube  of  the  thermometer  was   much    finer, 
and  confequentiy  its  length,  and  the  divifions  of 
its  fcale,  were  greater.     The  diyifions  were  marked 
upon  the  tube  with  threads  of  filk  of  different 
colours  at  every  tenth  degree,  from  o°  to  8o°, 
as    in   the    before-mentioned  inftruments.      The 
1  tube  or  cylinder  belonging  to  the  glafs  globe  was 
8  lines,  in  diameter,  a  little  longer  than  the  tube 
tof  the  thermometer,  and  perfectly  cylindrical  from 
its  upper  end  to  its  jun&ion  with  the  globe,  being 
without  any  choak ;  the  thermometer  being  con- 
fined in  the  center  of  the  globe  by  a  different  con- 
trivance, which  was  as  follows.     To  the  opening 
of  the  cylinder  was  fitted  a  ftopple  of/dVy1  wood, 
covered  toith  a  coating  of  hard  varnifli,  through 
the  centgfr  or  axis  of  which  .paSec^  the  end  of  the 
tube  of  the  thermometer :  this'ftbrijile  confuted  the 
tube  iri  the  afcis  of  the  cyliiidfer^at  its'  up^er  end. 
To  cbtifyne  it  at  its  lower  en$  there  was  fitted  to  it 
i  fnikH  :fteel  fprtngi1  a  liffle  bilbw  the  point  o°;; 
tiJt&thS  bfeing*  fa'flrehed  to  the  tuba'  of.  tK4"  thermos 

meter, 
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istietef,  had  three  elaftic  points  projecting  outwards,^ 
which  preffing  againft  the  infide  of  the  cylinder, 
confined  the  thermometer  in  its  place!     The  torn 
length  of  this  inftrument,  from  the  bottom  of  the 
globe  to  the  upper  end  of  th£  cylinder,  was'iJ 
inches,  and  the  freezing  point  upon  the  thermometer, 
fell  about  3  -inches  above  the  bulb;  confequently 
this  point  lay  about  if  inch  above  the  junction  0$ 
the  cylinder  with  the  globe,  when  the  thermometer 
was  confined  in  its  place,  the  center  of  its  bulk 
coinciding  with  the  center  of  the  globe.    Through 
the  ftopple  which  clofed  the  -end- of  the  cylinder, 
paffed  two  fmall  glafs  tubes,  about  a  line  in  dia-j 
meter,  which  being  about  a  line  longer  than  the! 
ftopple  were  clofed  occafionally  with  fmall  floppies 
fitted  to  their  bores.  .  Thefe  tubes  (which  were 
fitted  exattly  in  the  holes  boted-in  the  great  ftopple 
bf  the  cylinder  to  receive  them,  and  fixed  in  their 
places  with  cement)  ferved ,  to  convey  air,  or  any 
other  fluid,  into  the  glafs  ball,  without  its  being 
neceffary  to  remove  the  ftopple  clofing  the  end  of , 
the  cylinder ;  which  ftopple,  in  order  to  prevent 
the  pofkion  of  the  thermometer  from  being  eafily 
deranged,  was  cemented  in  its  place. 
■    I  have  been  the  more  particular  in  the  defcription 
of  thefe  inftruments,  as  I  conceive  it  to  be  ab- 
solutely neceffary  to  have  a  perfect  idea  of  them  in 
prder  to  judge  of  the  Experiments  made  with  them, 
and  of  their  refults. 

With  the  inftrumerit  laft  defcribed  (which  I  have 

(Jailed  Thermometer  N0.3.)  I  made  the  following 

ff  3  Experi* 
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Experiment.  It  vas  upon  tfcf  ;  9th  of  JiiJy  15/$$, 
i>  tfrg  #n^n,  tbt  weather  variable,  alternate 
flowls  wid  fan-fcine ;  mpd  ftroag  at  S.  £#  with 
sow  and  thea  a  fprinkling  of  raia ;  barometer  at 
f7  ipchef  i pi  foe*,  thermometer  at  ig9|,  and  *j- 
grometpr  variable  from  44°  to  extreme  moiihjf  0. 

la  order  to  prepare  the  refiilt  of  the  Experiment 
Dade  with  this  inftrument  wifk  thofe  made  witl*  die 
thermometer  N?  1. 1  have  pfeoed  together  ia  the 
iiime  Table  the  different,  Experiments  made  wkh 
*hfm. 


•■■J«ip.iH.M  J 

|U  bulb  half  an  inch  io  dia- 
■icter,  4mt  up  u)  the  center  of 
11  §!*<•  tk***  3  i«*b«  yj  lines 
In  d**mctsr,  and  forroundcd  by 

Taken  out  of  freezing  Hotter^  and 


<    Thermal*  V°  a. 
Its  bulb  half  an  iiij; h  in  diameter,  (hut 
uj>  in  tbcctnttrof  a  gUts  globe,  i£  a 
in  diwneurr,  and  furrpundcd  by  air. 
Taken  out  of  fretting  %omter9  andptungtd  otfi 


Time  elapfed. 

o  33 
o  3§ 

°  54 

2  aS 
9    © 


Heat  acquired 
oo 

o 
10 

30 

4* 


£ 

70 
80 


Time  clapfccj. 


Heat 


acquired- 
Exp.  No  4.  Exp.  No  5.  Me4ium. 

jyT§._        l£T  * 

o  30  o  30  10 

•  S7  4  3^  ^° 

o  41  o  41  30 

on        o  51  40 

0  59  10  50 

1  io  tit  60 
*  35  7Q 
9  *4  So 


116  59=totaI  time  of  heat* 
ing  from  c*  tp  8o». 
Time  front  qQ  to  70t>:=7/  59". 


o  30 

•35 

0  41 

1  t 
«  H 
*  45 

9  10 


9  3* 


16  55. 


16  59  =  total 


«7    3 
time  of  heating  fam  <f>  tq  $09. 
Time  from  o°  to  700=  -f  31". 


If  the  agreement  of  thefe  Experiments  with  the 

thermometers  N°  a.  aqd  N°  3.  ftirprifed  me,  I  wa* 

not  left  furprifed  with  thei?  difagreement  in  the 

Experiment  which  follows : 

ExftrU 
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Experiment,  N0  16. 

Taking  the  thermometer  N°  3.  out  of  the  boiling 

water,  I  immediately  fufpended  it  in  the  middle  of 

j  a  large  room,  where  the  air,  which  was  quiet,  was 

,  at  the  temperature  of  i8°|  R.  and  obfervcd  the 

,  times  of  cooling  as  follows : 


ne  elapfed. 

Heat  loft. 

1   .i   ■ 

8oa 

M.S. 

• 

1  55 

76 

0  12 

60 

1  33 

50. 

*  15 

40 

4     0 

30 

9  55  r:  total  time  of  cooling  from  8o°  to  300. 
Time  from  7o°to  30°:=  8'  o"j  but  in  the  Experi- 
ipent  N°  12.  with  the  thermometer  N°  a.  the 
time  employed  in  cooling  from  70*  to  30°  was 
only  6'  11".  In  this  Experiment,  with  the  ther- 
mometer N°  3.  the  time  employed  in  cooling  from 
6o°  to  300  was  7'  48";  but  in  the  above-mentioned 
Experiment,  with  the  thermometer  N°  2%  it  was 
only  5'  20".  It  is,  true,  the  air  of  the  room 
was  fomewhat  cooler  when  the  former  Experiment 
was  made,  than  when  this  latter  was  made,  with 
the  thermometer  N°  3. ;  but  this  difference  of  tem- 
perature, which  was  only  2°J,  (in  the  former  cafe 
the  thermometer  in  the  room  (landing  at  16% 
and  in  the  latter  at  i8°J,)  certainly  could  not  have 
f  f  4  occa-. 
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occafioncd  the  whole  of  the  apparent  difference  in 
the  refults  of  th?  Experiments* 

Does  air  receive  Heat  more  readily  than  it  parts 
with  it?  This  is  a  queftion  highly  deferring  of 
further  inveftigation,  and  I  hope  to  be  able  to  give 
it  a  full  examination  in  the  courfe  of  my  proje&ed 
inquiries ;  but  leaving  it  for  the  prefent,  I  (hall  pro* 
ceed  to  give  an  account  of  the  Experiments  which  I 
have  already  made. 

Conceiving  it  to  be  a  ftep  of  confiderable  import- 
ance towards  coming  at  a  further  knowledge  of  the 
nature  of  Heat,  to  afcertain,  by  indifpijtable  evi- 
dence, its  paffage  through  the  Torricellian  vacuum, 
and  to  determine,  with  as  much  precifiqn  as  pof- 
fible,  the  law  of  its  motions  in  that  medium  ;  and 
being  apprehenfive  that  doubts  might  arife  with  re- 
fped  to  the  Experiments  before  defcribed,  on  ac- 
count of  the  contad  of  the  tubes  of  the  inclofed 
thermometers  in  the  inftruments  made  ufe  of  with 
the  containing  glafs  globes,  or  rather  with  thei* 
cylinders :  by  means  of  which  (it  might  be  fufpe&ed) 
that  a  certain  quantity,  if  not  all  the  Heat  acquired, 
might  poffibly  be  communicated ;  to  put  this  mat* 
ter  beyond  all  doubt,  I  made  the  following  Expe-> 
rjment. 

.  In  the  middle  of  a  glafs  body,  of  a  pear-like 
form,  about  8  inches  long,  and  i\  inches  in  its 
greateft  diameter,  I  fufpended  a  fmall  mercurial 
thermometer,  5f  inches  long,  by  a  fine  thread  of 
ftlk,  in  fuch  a  manner  that  neither  the  bulb  of  the 
thermometer,  nor  its  tube,  touched  the  contain- 
ing glafs  body  in  any  part,    The  tube  of  the  ther* 

mometer 


in  various  Subftances.  41* 

mometer  was  graduated,  and  marked  with  fiinp 
threads  of  (ilk  of  different  colours,  bound  round 
it,  as  in  the  thermometers  belonging  to  the  other 
inftruments  already  defcribed ;  and  the  thermomei 
ter  was  fufpended  in  its  place  by  means  of  a  fmall 
fteel  fpring,  to  which  the  end  of  the  thread  of  (ilk 
which  held  the  thermometer  being  attached,  it 
(the  fpring)  was  forced  into  a  fmall  globular  pro- 
tuberance  or  cavity,  blown  in  the  upper  extremity 
of  the  glafs  body,  about  half  an  inch  in  diameter, 
where  the  fpring  remaining,  the  thermometer  ne- 
ceffarily  remained  fufpended  in  the  axis  of  the  glaft 
body.  There  was  an  opening  at;  the  bottom  of 
the  glafs  body,  through  which  the  thermometer 
was  introduced ;  and  a  barometrical  tube  being 
foldered  to  this  opening,  the  infide  of  the  glafs 
body  was  voided  of  air  by  means  of  mercury '$ 
iand  this  opening  being  afterwards  fealed  herroe* 
tically,  and  the  barometrical  tube  being  taken  away, 
the  thermometer  was  left  fufpended  in  a  Torricellian 
vacuum. 

In  this  inftrument,  as  the  inclofed  thermometer 
did  not  touch  the  containing  glafs  body  in  any  part, 
on  the  contrary,  being  diftant  from  its  internal 
furface  an  inch  or  more  in  every  part,  it  is  clear, 
that  whatever  Heat  paffed  into  or  out  of  the  ther* 
mometer  mud  have  paffed  through  the  furrounding 
Torricellian  vacuum:  for  it  cannot  be  fuppofed, 
that  the  fine  thread  of  filk,  by  which  the  ther* 
mometer  was  fufpended,  was  capable  of  conduft- 
uig  any  Heat  at  all,  or  at  lead  any  fenfible  quantity, 
I  therefore  flattered  myfelf  with  hopes  of  being 

able, 
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tfelc,  with  the  affiftance  of  this  inftramau,  f 
determine  pofitively  wkh  regard  to  the  paflagc 
ef  Heat  in  the  Torricellian  vacuum :  and  this,  I 
think,  I  have  done,  notwithstanding  an  unfortunate 
accident  that  put  it  out  of  my  power  to  putfue  die 
Experiment  fo  far  as  1  intended* 

This  inftrument  being  fitted  to  a  fmall  ftand  or 
foot  of  wood,  in  fuch  a  manner  that  the  glafe  body 
remained  in  a  perpendicular  fituation,  I  placed  it  in 
my  room,  by  the  fide  of  another  inclofed  ther- 
mometer (N°  2.)*  which  was  furrounded  by  air, 
and  obferved  the  effe&s  produced  on  it  by  the 
variation  of  Heat  in  the  atmofphere.     I  foon  dif- 
covered,  by  the  motion  of  the  mercury  in  the  in- 
clofed thermometer,  that  the  Heat  pafied  through 
the  Torricellian  vacuum  ;  but  it  appeared  plainly 
frpm   the  fluggifhnefs,    or  great   infenfibilky  of 
the  thermometer,  that  the  Heat  pafied  with  much 
greater  difficulty  in  this  medium  than  in  common 
air.    I  nofr  plunged  both  the  thermometers  into  a 
bucket  of  cold  water ;  and  I  obferved  that  the 
mercury  in  the  thermometer  furrounded  by  air 
defcended  much  falter  than   that   in   the   ther- 
mometer furrounded  by  the  Torricellian  vacuum. 
I  took  them  out  of  the  cold  water,  and  plunged 
them  into  a  veflel  of  hot  water  (having  no  con- 
veniencies  at  hand  to  repeat  the  Experiment  in 
due  form  with  the  freezing  and  with  the  boiling 
water)";  and  the  thermometer  furrounded  by  the 
Torricellian  vacuum  appeared  ftill  to  be  much 
more  infenfible  or  iluggifh  than  that  furrounded  by 
air. 

Thefe 


Thefe  triftls  were  quite  fufl5?ient  to  wnviae*  me 
pf  the  p^ffagg  of  Heat  in  the  Torricelliaa  vronim, 
qn4  «ifp  of  the  g rf ater  difficulty  of  it*  ptfage  i» 
that  medium  thai}  in  commpn  sir ;  but,  not  fattf* 
fied  tp  reft  my  inquiries  here,  I  topk  the  fifft  op- 
portunity that  pffered,  &»d  fet  myfelf  to  repett  the 
Experiments  which  I  had  before  made  with  the 
inftruments  NA  1  and  N°  %.    I  plunged  this  ioftru? 
megt  iptp  a  misfurg  of  pounded  ice  fmd  water, 
where  I  let  it  remain  till  the  mercury  in  the  in* 
elpfed  thermometer  h^d  defended  too0;  when, 
taking  out  of  (his  cold   mixture,  I  plunged  if 
fiiddenty  into  a  veffei  of  boiling  water,  and  pre* 
pared  myfelf  tp  obferve  the  afcent  of  the  mercury 
in  the  inclofed  thermometer,  as  m  the  foregoing 
Experiments;  but  unfortunately  the  moment  the 
ffld  of  tbeglafs  body  touched  the  boiling  water,  it 
tracked  with  the  Heat  at  the  point  where  it  had 
been  hermetically  felled,  and  the  water  rufhing  into* 
the  bpdy,  fpoiled  the  Experiment:  and  I  have  not 
froee  had  m  opportunity  of  providing  myfelf  with 
another  inftrument  to  repeat  it. 

Jt  having -been  ray^imention  from  the  beginning 
to  examine  the  conducing  ppwers  of  the  artificial 
9ifs  pr  gaffes,  the  thermometer  N°  3.  was.  con-T 
ftrp&$d  Wth  a  view  to  thqfe  Experiments;  and 
having  pow  provided  myfelf  with  a  ftock  of  thofe 
different  kinds  of  airs,  I  began  withyW  air,  with 
which,  by  means  of  water,  I  filled  the  globe  and 
cylinder  containing  the  thermometer ;  and  flopping 
up  the  two  holes  in  the  great  ftopple  doling  the 
end  of  the  cylinder,  I  exppfed  the  inftrument  in 

freezing 
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freezing  water  till  the  mercury  in  the   inclofed 
thermometer  had  defcended  to  o° ;  when,  taking 
it  out  of  the  freezing  water,  I  plunged  it  into  a 
large  veffel  of  boiling  water,  and  prepared  myfetf 
to  obferve  the  times  of  heating,  as  in  the  former 
cafes ;  but  an  accident  happened,  which  Suddenly 
put  a  ftop  to  the  Experiment.    Immediately  upon 
plunging  the  inftrument  into  the  boiling  water,  the 
mercury  began  to  rife  in  the  thermometer  with 
fuch  uncommon  celerity,  that  it  had  pafled  the  firft 
divifion  upon  the  tube  (which  marked  the  ioth 
degree,  according  to  Reaumur's  fcale)  before  I 
was  aware  of  its  being  yet  in  motion ;  and  having 
thus  miffed  the  opportunity  of  obferving  the  time 
elapfed  when  the  mercury  arrived  at  that  point,  I 
was  preparing  to  obferve  its  paffage  of  the  next, 
when  all  of  a  fudden  the  ftopple  clofing  the  end  of 
the  cylinder  was  blown  up  the  chimney  with  a 
great  explofion,  and  the  thermometer,  which,  be- 
ing cemented  to  it  by  its  tube,  was  taken  along 
with-k,  and  was  broken  to  pieces,  and  deftroyed  in 
its  fall. 

This  unfortunate  Experiment,  though  it  put  a 
ftop  for  the  time  to  the  inquiries  propofed,  opened 
the  way  to  other  refearches  not  lefs  interefting* 
Sufpe&ing  that  the  explpfion  was  occafioned  by  the 
rarefa&ion  of  the  water  which  remained  attached 
to  the  infide  of  the  globe  and  cylinder  after  the 
operation  of  .filling  them  with  fixed  air;  and 
thinking  it  more  than  probable,  that  the  uncom- 
mon celerity  with  which  the  mercury  rofe  in  the 
thermometer  was  principally  owing  to  the  fame 

caufej 
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£aufe,  I  was  led  to  examine  the  condu&iag  power 
of  m^lft  air9  or  air  faturated  with  water. 
v   For  this  Experiment  I  provided  myfelfwitha 
new  thermometer  N°  4.  the  bulb  of  whiqh,  being 
of  the  fame  form  as  thofe  already  described  {viz. 
globular),  was  alfo  of  the  fame  fize,or  half  an  inch 
in  diameter.    To  receive  this  thermometer  aglafs 
cylinder  was  provided,  8  lines  in  diameter,,  and 
about  14  inches  long,  and  terminated  at  one  end 
by  a  globe  if  inch  in%  diameter.  t  In  the  center  of 
this  globe  the  bulb  of  the  thermometer  was  con* 
jfined,  by  means  of  the  (topple  which  clofed  the 
<end  of  the  cylinder  j  which  ftopple,  being  near 
2  inches  long,  received  the  end  of  the  tube  of 
ihe  thermometer  into  a  hole  bored  through,  its 
center  or  axis,  and  confined  the  thermometer  in  its 
place,  without  the  afliftance  of  any  other  appara- 
tus. .  Through  this  ftopple  •  two  other .  fmail  Jiolei 
$vere  bored,  and  lined  with  thin  glafs  tubes,  as, in 
the  thermometer  N°  3.  opening  a  paflage  into  the 
cylinder,  which  holes  were  occafionally  flopped  up 
with  floppies  of  cork ;  but  to  prevent  accidents, 
fuch  as  I  have  before  experienced  from  an  ex- 
plofion,  great  care  was  taken  not  to  prefs  thefe 
floppies  into  their  places  with  any  confiderable  force* 
that  they  might  the  more  eafily  be  blown  out  by  any 
confiderable  effort  of  the  confined  air,  or  vapour. 

Though  in  this  inftrument'  the  thermometer 
was  not  altogether  fo  fteady  in  its  place  as  in  the 
thermometers  N*  1,  N°  2,  and  N°  3.  the  elafticity 
of  the  tube,  and  the  weight  of  the  mercury  in  the 
bulb  of  the   thermometer,   occafioning   a  fmall 

vibration 
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(Exp.  N°  19.) 

Thermometer  N°  4. 
Sarroonded  by  moift  air* 
Taken  out    of  boiling    water, 
and. plunged  into  freezing  water, 


(Exp.  N°  10.) 

Thermometer  N°  2- 

Surrounded  by  dry  aif. 

Taken    out    of  boiling  water, 

and  plunged  into  freezing  water. 


Time  efepfed. 


M.S. 

o  4 
14 
3i 

22 

3 

2 


Heat  loft. 

8o° 

• 

70 

60 

5° 
4° 
30 
20 
10 


Time  elapfed. 

M.S. 
o  33 
o  34 

0  44 

©  55 

1  18 

»  57 
3  40 


Heat  loft. 
8o° 
o 

70 
60 

5° 
40 
30 
20 
10 


98=  total  time  of  9  12  =  total  time  of 

cooling  from  80 °  to  io°. (cooling  from  8o°  to  1  o° • 


Though  the  difference  of  the  whole  times  of 
cooling  from  8o°  to  io°  in  thefe  two  Experiments 
appears  to  have  been  very  fmall,  yet  the  difference 
of  the  times  taken  up  by  the  firft  twenty  or  thirty 
degrees  from  the  boiling  point  is  very  remarkable, 
and  fhows  with  how  much  greater  facility  Heat 
paffes  in  moift  air  than  in  dry  air.     Even  the  flow- 
nefs  with  which  the  mercury  in  the  thermometer 
N°  4.  defcended  in  this  Experiment  from  the  30th 
to  the  20th,  and  from  the  20th  to  the  10th  degree, 
I  attribute  in  fome  meafure  to  the  great  conducting 
power  of  the  moift  air  with  which  it  was  fur- 
rounded  ;  for  the  cylinder  containing  the  thermo- 
meter and  the  moift  air,  being  not  wholly  fubmerged 
in  the  freezing  water,  that  part  of  it  which  remained 
out  of  the  water  was  neceffarily  furrounded  by  the 

air 
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air  of  the  atmofphere ;  which  being  much  warmer 
than  the  water,  communicated  a  part  of  its  Heat  to 
the  glafs ;  which,  palling  from  thence  into  the  con- 
tained moid  air  as  foon  as  that  air  became  colder 
than  the  external  air,  was,  through  that  medium, 
communicated  to  the  bulb  of  the  inclofed  thermo- 
meter, which  prevented  its  cooling  fo  feft  as,  it 
would  otherwife  have  done.  But  when  the  weather 
becomes  cold,  I  propofe  to  repeat  this  Experiment 
with  variations,  in  fuch  a  manner  as  to  put  the  mat- 
ter beyond  all  doubt.  In  the  mean  time  I  cannot 
help  obferving,  with  what  infinite  wifdom  and  good- 
nefs  Divine  Providence  appears  to  have  guarded  us 
againft  the  evil  effetts  of  exceffive  Heat  and  Cold 
in  the  atmofphere ;  for  if  it  were  poffible  for  the 
air  to  be  equally  damp  during  the  fevere  cold  of  the 
winter  months  as  it  fometitaes  is  in  fummer,  its 
conducing  power,  and  confequently  its  apparent 
coldnefs,  when  applied  to  our  bodies,  would  be  fo 
much  increafed,  by  fuch  an  additional  degree  of 
moifture,  that  it  would  become. quite  intolerable; 
but,  happily  for  us,  its  power  to  hold  water  in  fo- 
lutipn  is  diminifhed,  and  with  that  its  power  to  rob 
us  of  our  animal  heat,  in  proportion  as  its  coldnefs 
is  increafed. 

Every  body  knows  how  very  difagreeable  a 
moderate  degree  of  cold  is  when  the  air  is  very 
damp ;  and  from  hence  it  appears,  why  the  thermo- 
meter is  not  always  a  juft  meafure  of  the  apparent 
or  fenfible  Heat  of  the  atmofphere. 

If  colds  or  catarrhs  are  occafioned  by  our 
bodies  being  robbed  of  our  animal  heat,  the  reafon 
is  plain  why  thofe  diforders  prevail  raoft  during  the 

vol.  11.  g  g  .  cold 
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eold  autumnal  rain*,  and  upon  the  breaking  up  of 
the  fraft  in  the  fpring.  It  is  Ukewife  plain  from 
whence  it  is  that  Seeping  in  damp  beds,  and  in- 
habiting damp  houfes  is  fo  very  dangerous  *  and 
why  the  evening  air  is  fo  pernicious  in  fumraer  and 
in  autumn,  and  why  it  is  not  fo  during  the  hard 
frofts  of  winter. 

k  has  puzzled  many  very  able  philofophers  and 
phyficians  to  account  for  the  manner  in  which  the 
extraordinary  degree  or  rather  quantity  of  Heat  is 
generated  which  an  animal  body  is  fuppofed  to  lofe, 
when  expofed  to  the  cold  of  winter,  above  what  it 
communicates  to  the  furrounding  atmofphere  in 
warm  fummer  weather ;  but  is  it  not  more  than 
probable,  that  the  difference  of  the  quantities  of 
Heat,  a&ualiy  loft  or  communicated,  is  infinitely 
lefs  than  what  they  have  imagined  ? 

Thefe  inquiries  are  certainly  very  interefting; 
and  they  are  undoubtedly  within  the  reach  of  well 
contrived  and  well  conducted  Experiments,  But 
taking  my  leave  for  the  prefent  of  this  curious  fub- 
je&  of  inveftigation,  1  haften  to  the  fequel  of  my 
Experiments. 

Finding  fo  great  a  difference  in  the  condu&ing 
powers  of  common  air  and  of  the  Torricellian  va- 
cuum, I  was  led  to  examine  the  conducting  powers 
of  common  air  of  different  degrees  of  denfity. 
For  this  Experiment  I  prepared  the  thermometer. 
N°  4.  by  flopping  up  one  of  the  fmaii  glafs  tubes 
paffing  through  the  (topple,  and  opening  a  paffage 
into  the  cylinder,  and  by  fitting  a  valve  to  the  ex- 
ternal aperture  of  the  other.  The  inftrument,: 
thus  prepared,  being  put  under  the  receiver  of  an , 

air- 
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air-pump,  the  air  paffed  freely  out  of  the  globe  and 
cylinder  upon  working  the  machine,  but  the  valve 
above  defcribed  prevented  its  return  upon  letting 
air  into  the  receiver.  The  gage  of  the  air-pump 
ihowed  the  degree  of  rarity  of  the  air  under  the  Te* 
ceiver,  and  confequently  of  that  filling  the  globe  and) 
cylinder,  and  immediately  furrounding  the  ther- 
mometer. 

With  this  inftrument,  the  weather  being  clear 
and  fine,  the  mercury  in  the  barometer  (landing 
at  27  inches  9  lines,  the  thermometer  at  150,  and 
the  hygrometer  at  470,  I  made  the  following  Ex- 
periments. 


(Exp.  No  20.) 

thermometer  N°  4. 

Surrounded  hy   com- 

mon      air,      barometer 

{landing    at    27  inches 

9  lines. 

Taken  out  of  /reeving 
water,  and  plunged  into 
boiling  water. 


(Exp.  No  21.) 
Thermometer  N©  4. 
Surrounded  by  air  ra- 
refied by  pumping  till  the 
barometer-gage  flood  at 
6  inches  1 1}  lines. 

Taken  out   of  freezing 
water,    and  plungec 
boiling  water* 


Time 
elapfed. 


(Exp.  No  22.) 
Thermometer  No  4. 
Surrounded  by  air  ra- 
refied by  pumping  till  the 
barometer- gage  flood  at 
z  inch  2  lines. 

Taken  out  of  freezing 
water,  and  plunged  into 
boiling  water. 


Time 
elapfed, 

M.S. 
o  31 
o  38 
o  44 

0  51 

1  7 

1  19 

2  27 
10  21 


Heat 
acquired. 
00 
o 

10 
20 
30 
40 

5° 
60 
70 
80 


7  36  n  total  time  7  37  =  total  time 

of  heating   from  o°  to  of   heating  from  o°  to 

70°.     I700.  


Time 
elapfed. 

M.S. 
o  29 
o  36 

0  49 

1  1 

1  1 
x  24 

2  31 
not  obferved. 


Heat 
acquired. 
00 
o 
10 
20 
30 
40 

50 
60 
70 
80 


751=  total  time 
of  heating  from  0°  to 
To!: 


The  refult  of  thefe  Experiments,  I  confefs,  fur- 

prifed  me  not  a  little ;  but  the  difcovery  of  truth 

o  o  2  being 
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being  the  fole  objeCt  cf  my  inquiries  (having  no 
favourite  theory  to  defend)  it  brings  no  difappoint- 
ment  along  with  it,  utider  whatever  unexpected 
fcape  it  may  appear.  I  hope  that  further  Experi- 
ments may  lead  to  the  difcovery  of  the  caufe  why 
there  is  fo  little  difference  in  the  conducing  powers 
of  air  of  fuch  very  different  degrees  of  rarity,  while 
there  is  fo  great  a  difference  in  the  conducting 
powers  of  air,  and  of  the  Torricellian  vacuum.  At 
prefent,  I  (hall  not  venture  any  conjectures  upon 
the XubjeCt ;  but  in  the  mean  time  I  dare  to  aflert, 
that  the  Experiments  I  have  made  may  be  de- 
pended on. 

The  time  of  my  flay  at  Manheim  being  expired 
(having  had  the  honour  to  attend  thither  his  molt 
Serene  Highnefs  the  Eleftor  Palatine,  reigning 
Duke  of  Bavaria,  in  his  late  journey),  I  was  pre- 
vented from  purfuing  thefe  inquiries'  further  at 
that  time ;  but  I  fhall  not  fail  to  recommence  them 
the  firft  leifure  moment  I  can  find,  which  I  fancy 
will  be  about  the  beginning  of  the  month  of  No- 
vember. In  the  mean  time,  to  enable  myfelf  to 
purfue  them  with  effeft,  I  am  fparing  neither  la- 
bour nor  expence  in  providing  a  complete  apparatus- 
necefTary  for  my  purpofe ;  and  his  Electoral  High- 
nefs has  been  gracioufly  pleafed  to  order  M.  Ar- 
taria  (who  is  in  his  fervice)  to  come  to  Munich 
to  affift  me.  With  fuch  a  Patron  as  his  moft  Se- 
rene Highnefs,  and  with  fuch  an  afliftant  as  Ar- 
taria,  I  fliall  go  on  in  my  purfuits  with  chearful- 
nefs.    Would  to  God  that  my  labours  might  be 

as 
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as  ufeful  to  others  as  they  will  be  pleafant  to 
me! 


I  (hall  conclude  this  chapter  with  afhort  account 
of  fome  Experiments  I  have  made  to  determine  the 
conducing  powers  of  water  and  of  mercury ;  and 
with  a  table,  (bowing  at  one  view  the  conducing 
powers  of  all  the  different  mediums  which  I  have 
examined. 

Having  filled  the  glafs  globe  inclofing  the  bulb 
of  the  thermometer  NQ  4,  firft  with  water,  and  then 
with  mercury,  I  made  the  following  Experiments, 
to  afcertain  the  conducting  powers  of  thofe  two 
Fluids, 


(Exp.  N°  24,  25,  and  26.) 

Thermometer  N°  4. 

Surrounded  by  mercury. 

out  of  freezing  water,  and  plunged  into 

//oiling  water* 


(Exp.  No  23.) 

Thermometer  N°  4. 

Surrounded  by  water* 

Taken  out  of  freezing  water,  and  Taken 

plunged  into  boiling  water* 


Time  clapfed.     Heat  acquired, 


S. 

19 
8 

9 

XI 

*S 
21 

34 
*3 


00 

o 
10 
20 

30 
40 

5° 
60 
70 
80 


1  57r=total  time  of  heat- 
ing from  o°  to  70°.        


Time  elapfcd. 


Ex.  No  24.  Ex.  No  25.  Ex.  N©  26 


Heat 

acquired, 


M.S. 
5 

4 

2 

4 
4 
7 
o  15 


M.  S, 

o    5 
o    2 

o    * 

°    5 
o    4 

o    4 
o    9 


M.  S. 
0    5 


o 

o 
o 
o 
o 
o  14 


00 

10 
'20 

30 
40 
50 
60 

70 


Notobferved.o  58     Nctobferved.    80 

o  41        o    31  o  48  =  total 

times  of  heating  from  00  to  70°. 


The  total  times  of  heating  from  o°  to  700  in  the 

three  Experiments  with  mercury  being  41  feconds, 

g  g  3  31  fe- 
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31  feconds,  and  48  feconds,  the  mean  of  thefe 
times  is  364-  feconds ;  and  as  in  the  Experiment 
with  water  the  time  employed  in  acquiring  the 
feme  degree  of  Heat  was  1'  57"  =  117  feconds,  it 
appears  from  thefe  Experiments,  that  the  conduc- 
ing power  of  mercury  to  that  of  water,  under  the 
cxrcumftances  defcribed,  is  as  364  to  1 17  inverfely, 
or  as  1000  to  313.  And  hence  it  is  plain,  why 
mercury  appears  fo  much  hotter,  and  fo  much 
colder,  to  the  touch  than  water,  when  in  fa&  it  is 
of  the  fame  temperature  :  for  the  force  or  violence 
of  the  fenfation  of  what  appears  hot  or  cold  depends 
not  entirely  upon  the  temperature  of  the  body  ex- 
citing in  us  thofe  fenfations,  or  upon  the  degree  of 
Heat  it  a&ually  pofleffes,  but  upon  the  quantity  of 
Heat  it  is  capable  of  communicating  to  us,  or  re- 
ceiving from  us,  in  any  given  fliort  period  of  time, 
or  it  is  as  the  intenjity  of  the  communication ;  and 
this  depends  in  a  great  meafure  upon  the  conducting 
powers  of  the  bodies  in  queftion. 

The  fenfation  excited  in  us  when  we  touch  any 
thing  that  appears  to  us  to  be  hot  is  the  entrance 
of  Heat  into  our  bodies  j  that  of  cold  is  its  exit ; 
and  whatever  contributes  to  facilitate  or  accelerate 
this  communication  adds  to  the  violence  of  the 
fenfation.  And  this  is  another  proof  that  the  ther- 
mometer cannot  be  a  juft  meafure  of  the  intenfity 
of  the  fenjible  Heat,  or  Cold,  exifting  in  bodies  ;  or 
rather,  that  the  touch  does  not  afford  us  a  juft  in* 
dication  of  their  real  temperatures. 

A  Table 
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A  Table  of  the  conducting  Powers  of  the  under- 
mentioned  Mediums  as  determined  by  the  foregoing 
'Experiments. 


Therm. 

No  i. 

Thermometer  N°  4. 

Taken  out  of  f nesting  water,  and  plunged  into  both 

»£  water. 

Time  elapfed. 

t  o 

.b  *  d 

£n*1 

#<•■* 
i-*-** 

^  °° 

«*» 

*-? 

■6 

Torricellian 
cuum  (Exp. 
3,4.  and  1 3. 

ct  fj   « 

m  II 

•3  >  « 

■s    & 

CS55 

1-    •• 

.'3 

s 

_— 



o« 

M.S. 

M.S. 

M.S. 

M.S.    " 

M.S. 

M  S. 

M.S. 

0 

0  51 

0  31 

0  31 

0  29 

0    6 

0  19 

0    5, 

10 

058 

0  40 

0  38 

0  36 

0    4 

0     8 

0    3} 

20 

1     3 

0  41 

0  44 

049 

0    5 

0    9 

0    2* 

30 

1  t% 

0  47 

0  51 

1     1 

0    2 

0  11 

0    4§ 

40 

1  25 

1    4 

?     7 

1     1 

0  18 

0  15 

0     5, 

50 

»5* 

1  25 

1   19 

1  24 

0  26 

0  21 

0    6| 

60 

3  19 

2  28 

2  27 

2  31 

0  43 

0  34 

0  is} 

70 

it  57 

10  17 

IO.  21 



7  45 

2  13 

c  58 

80 

10  S3         7  36         7  37         7  51         1  51 

*  57 

0  36}=total 

times  of  heating  from  o°  to  70°. 

In  determining  the  relative  conducing  powers 
of  tfaefe  mediums,  1  have  compared  the  times 
of  the  heating  of  the  thermometers  from  o°  to  700 
inftead  of  taking  the  whole  times  from  o°  to  80% 
and  this  I  have  done  on  account  of  the  fmall  vari- 
ation in  the  Heat  of  the  boiling  water  arifing  from 
the  variation  of  the  weight  of  the  atmofphere,  and 
alfo  on  account  of  the  very  flow  motion  of  thfe 
mercury  between  the  70th  and  the  80th  degrees, 
and  the  difficulty  of  determining  the  precife  mo- 
g  g  4  mfent 
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njcnt    when    the  mercury  arrives  at  the    8oth 
degree. 

Taking  now  the  conducting  power  of  mercury 
=1000,  the  conducing  powers  of  the  other  me- 
diums, as  determinedly  thefe  Experiments,  will  be 
as  follows,  viz. 


Mercury       ... 

1000 

Moift  air 

33° 

Water 

3*3 

Common  air,  denfity=i 

80AV 

Rarefied  air,  denfity=J 

80^ 

Rarefied  air,  denfity=T'T 

78 

The  Torricellian  vacuum 

SS 

And  in  thefe  proportions  are  the  quantities  of  Heat 
which  thefe  different  mediums  are  capable  of  tranf- 
mitting  in  any  given  time ;  and  confequently  thefe 
numbers  exprefs  the  relative  fenftble  temperatures 
of  the  mediums,  as  well  as  their  conducing 
powers.  How  far  thefe  decisions  will  hold  good 
under  a  variation  of  circumftances  experiment 
only  can  determine.  This  is  certainly  a  fubjeft 
of  inveftigation  not  lefs  curious  in  itfelf  than  it 
is  interefting  to  mankind ;  and  I  wifh  that  what  I 
have  done  may  induce  others  to  turn  their  atten- 
tion to  this  long  negle&ed  field  of  experimental 
inquiry.  F01:  my  own  part,  I  am  determined  not 
to  quit  it. 

In  the  future  profecution  of  thefe  inquiries,  I  do 
not  mean  to  confine  myfelf  folely  to  the  determin- 
ing 
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ing  of  the  conducing  powers  of  Fluids ;  on  the 
contrary,  folids,  and  particularly  fuch  bodies  as 
are  made  ufe  of  for  cloathing,  will  be  principal 
fubje&s  of  my  future  Experiments.  I  have  indeed 
already  begun  thefe  refearches,  and  have  made  fome 
progrefs  in  them;  but  I  forbear  to  anticipate  a 
matter  which  will  be  the  fubjed  of  .a  future  com- 
munication. 
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CHAP.    II. 

The  relative  Warmth  of  various   Subjiances    ufed 
in  making  artificial  Cloathing,  determined  by  Ex- 
periment.—Relative  Warmth  of  Coverings  of  the 
fame  Tbicknefs,  and  formed  of  the  fame  Subftaneey 
but  of  different  Denfities. — Relative  Warmth  of 
Coverings  formed  of  equal  Quantities  rf  the  fame 
Sub/lance,    difpofed  in  different  Ways. — Experi- 
ments made  with  a  View  to  determine  how  far  the 
Power   which   certain  Bodies  poffefs  of  confining 
Heat  depends  onr  their  chemical  Properties. — Ex- 
periments  with  Charcoal— with  Lampblack — with 
Wood-afhes— Striking  Experiments  with  Semen. 
Lycopodii.— All  thefe  Experiments  indicate  that  the 
Air  which  occupies  the  Interjlices  of  Subjiances 
ufed  informing  Coverings  for  confining  Heat,  ails  a 
very  important  Part  in  that  Operation. — Thofe  Sub- 
jiances appear  to  prevent  the  air  from  conducing 
the  Heat. — An  Inquiry  concerning  the  Manner  in 
which  this  is  effected. — This  Inquiry  leads  to  a 
decijive  Experiment  from  the  Refult  of  which  it 
appears  that  Air  is  a  perfeft  Non-condu£tor  of 
Heat. — This  Dif cover y  affords  the  Means  of  ex- 
plaining  a  Variety  of  inter ejling  Phenomena  in  the 
(Economy  of  Nature. 

[Read  before  the  Royal  Society,  January  19, 1792.3 

r-pHE  confining  and  dire&ing  of  Heat  are  obje&s 

■*•    of  fuch  vaft  importance  in  the  ceconomy  of 

human  life,  that  I  have  been  induced  to  confine  my 
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refearches  chiefly  to  tbofe  points,  conceiving  that 
very  great  advantages  to  mankind  could  not  fail  to 
be  derived  from  the  difcovery  of  any  new  fa&s  .re- 
lative to  thefe  operations. 

If  the  laws  of  the  communication  of  Heat  £k>ra 
one  body  to  another  were  known,  meafures  might 
be  taken  with  certainty,  in  all  cafes,  for  confi&kfg 
it,  and  directing  its  operations,  and  this  would  not 
only  be  produ&ive  of  great  oeconomy  in  the  articles 
of  fuel  and  clothing,  but  would  likewife  greatly 
increafe  the  comforts  and  conveniences  of  life; 
objefts  of  which  the  philofophe*  fhould  never  iofe 
fight. 

The  route  which  I  have  followed  in  this  inquiry 
is  that  which  I  thought  bid  faireft  to  lead  to-ufe&JL 
difcoveries.  Without  embarraflingunyfelf  with  any 
particular  theory,  I  have  formed  tomyfelf  a  plan  of 
experimental  inveftigation,  which  I  conceived  would 
conduft  me  to  the  knowledge  of  certain  fafls,  of 
which  we  are  now  ignorant,  or  very  imperfe&ly  in- 
formed, and  with  which  it  is  of  confequence  that  we 
ihould  be  made  acquainted. 

The  firft  great  objeft  which  I  had  in  view  in  this 
inquiry  was  to  afcertain,  if  poffible,  the  caufe  of  the 
warmth  of  certain  bodies;  or  the  circtwnftaacai 
upon  which  their  power  of  confining  Heat  depends* 
This,  in  other  words,  is  no  other  than  to  determine 
the  caufe  of  the  conducing  and  non-condufting 
power  of  bbdies,  with  regard  to  Heat. 

To  this  end  I  began  by  determining  by  aftual 
experiment  the  relative  conducting  powers  of  va- 
rious 
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rious  bodies  of  very  different  natures,  both  fluids 
and  folids,  of  fome  of  which  Experiments  I  have 
already  given  an  account  in  the  Paper  above  men- 
tioned, which  is  publifhed  in  the  Tranfaftions  of 
the  Royal  Society  for  the  year  1786;  I  fhall  now, 
taking  up  the  matter  where  I  left  it,  give  the  con- 
tinuation  of  the  hiftory  of  my  refearches. 

Having  difcovered  that  the  Torricellian  vacuum 
is  a  much  worfe  conductor  of  Heat  than  common 
air,  and  having  afcertained  the  relative  conducting 
powers  of  air,  of  water,  and  of  mercury,  under  dif- 
ferent circumftances,  I  proceeded  to  examine  the 
condu&ing  powers  of  various  folid  bodies ,  and  par- 
ticularly of  fuch  fubftances  as  are  commonly  made 
ufe  of  for  clothing. 

The  method  of  making  thefe  Experiments  was  as 
follows:  a  mercurial  thermometer,  (fee  Fig.  4.) 
whofe  bulb  was  about  T5A  of  an  inch  in  diameter, 
and  it6  tube,  about  10  inches  in  length,  was  fuf- 
pended  in  the  axis  of  a  cylindrical  glafs  tube,  about 
J  of  an  inch  in  diameter,  ending*  with  a  globe  i^ 
inch  in  diameter,  in  fuch  a  manner  that  the  centre 
of  the  bulb  of  the  thermometer  occupied  the  centre 
of  the  globe ;  and  the  fpace  between  the  internal 
furface  of  the  globe  and  the  furface  of  the  bulb  of 
the  thermometer  being  filled  with  the  fubftance  the 
condufting  power  of  which  was  to  be  determined, 
the  inftrument  was  heated  in  boiling  water,  and 
afterwards  being  plunged  into  a  freezing  mixture  of 
pounded  ice  and  water,  the  times  of  cooling  were 
obferved,  and  noted  down. 

The 
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The  tube  of  the  thermometer  was  divided  at 
every  tenth  degree  from  0%  or  the  point  of  freezing, 
to  80%  that  of  boiling  water,  and  thefe  divifions 
being  marked  upon  the  tube  with  the  point  of  a 
diamond,  and  the  cylindrical  tube  being  left  empty, 
the  height  of  the  mercury  in  the  tube  of  the  ther- 
mometer was  feen  through  it. 

The  thermometer  was  confined  in  its  place  by 
means  of  a  ftopple  of  cork,  about  1  £  inch  long, 
fitted  to  the  mouth  of  the  cylindrical  tube,  through 
the  centre  of  which  ftopple  the  end  of  the  tube  of 
the  thermometer  paffed,  and  in  which  it  was  ce- 
mented. 

The  operation  of  introducing  into  the  globe  the  t 
fubftances  the  conducting  powers  of  which  are  to  be 
determined,  is  performed  in  the  following  manner  : 
the  thermometer  being  taken  out  of  the  cylindri- 
cal tube,  about  two-thirds  of  the  fubftance  which  is 
to  be  the  fubjeft  of  the  Experiment  are  introduced 
into  the  globe ;  after  which,  the  bulb  of  the  ther- 
mometer is  introduced  a  few  inches  into  the  cylin- 
der ;  and,  after  it,  the  remainder  of  the  fubftance 
being  placed  round  about  the  tube  of  the  thermo- 
meter; and  laftly,  the  thermometer  being  intro- 
duced farther  into  the  tube,  and  being  brought  into 
its  proper  place,  that  part  of  the  fubftance  which, 
being  introduced  laft,  remains  in  the  cylindrical 
tube  above  the  bulb  of  the  thermometer,  is  puflied 
down  into  the  globe,  and  placed  equally  round 
the  bulb  of  the  thermometer  by  means  of  a 
brafs  wire  which  is  paffed  through  holes  made  for 
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that  purpofe  in  the  ftopple  clofing  the  end  of  the 
cylindrical  tube. 

As  this  inflrument  is  calculated  merely  for  mea- 
suring the  paflage  of  Heat  in  the  fubftance  the  con- 
ducing power  of  which  is  examined,  I  fhall  give  it 
the  name  of  pajage-tbermomefer,  and  I  fhall  apply  the 
fame  appellation  to  all  other  inftruments  conftru&ed 
upon  the  fame  principles,  and  for  the  fame  ufe, 
*frhich  I  may  in  future  have  occafion  to  mention ; 
and  as  this  inftrument  has  been  fo  particularly  de- 
fcribed,  both  here,  and  in  my  former  Paper  upon 
the  fubjeft  of  Heat,  in  fpeaking  of  any  others  of  the 
fame  kind  in  future  it  will  not  be  neceflary  to  enter 
into  fuch  minute  details.     I  fhall,  therefore,  only 
mention  their  Jizes,  or  the  diameters  of  their  bulbs, 
the  diameters  of  their  globes,  the  diameters  of  their 
cylinders,  and  the  lengths  and  divifions  of  then- 
tubes,  taking  it  for  granted  that  this  will  be  quite 
Sufficient  to  give  a  clear  idea  of  the  inftrument. 

In  molt  of  my  former  Experiments,  in  order  to 
afcertain  the  condu&ing  power  of  any  body,  the 
body  being  introduced  into  the  globe  of  the  pafTage- 
thermometer,  the  inftrument  was  cooled  to  the 
temperature  of  freezing  water,  after  which,  being 
taken  out  of  the  ice  water,  it  was  plunged  fuddenly 
into  boiling  water,  and  the  times  of  heating  from 
ten  to  ten  degrees  were  obferved  and  noted ;  and  I 
laid  that  thefe  times  were  as  the  conducting  power 
of  the  body  inverfely ;  but  in  the  Experiments  of 
which  1  am  now  about  to  give  an  account,  I  have 
in  general  reverfed  the  operation ,  that  is  to  fay, 
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inftead  of  obferving  the  times  of  heating,  I  have 
firft  heated  the  body  in  boiling  water,  and  then 
plunging  it  into  a  mixture  of  pounded  ice  and  ice- 
cold  water,  I  have  noted  the  times  taking  up  in  cooling. 

I  have  preferred  this  laft  method  to  the  former, 
not  only  on  account  of  the  greater  eafe  and  conveni- 
ence with  which  a  thermometer,  plunged  into  a  mix- 
ture of  water,  may  be  obferved,  than  when  placed  in 
a  vefTel  of  boiling  water,  and  furrounded  by  hot 
fteam,  but  alfo  on  account  of  the  greater  accuracy 
of  the  Experiment :  For  the  heat  of  boiling  water 
varying  with  the  variations  of  the  preffure  of  the 
atmofphere,  the  Experiments  made  upon  different 
days  will  have  different  refults,  and  of  courfe,  ftri&ly 
fpeaking,  cannot  be  compared  together ;  but  the 
temperature. of.  pounded  ice  and  water  is  ever  the 
fame,  and  of  courfe  the  refults  of  the  Experiments 
are  uniform. 

In  heating  the  thermometer,  I  did  not  in  general 
bring  it  to  the  temperature  of  the  boiling  water, 
becaufe  this  temperature,  as  Ihave juft  obferved,  is 
variable;  but  when  the  mercury  had  attained  the  750 
of  its  fcale,  I  immediately  took  it  out  of  the  boiling 
water,  and  plunged  it  into  the  ice  and  water ;  or, 
which  I  take  to  be  ftill  more  accurate,  fuffering  the. 
mercury  to  rife  a  degree  or  two  above  75°,  and  then 
taking  it  out  of  the  boiling  water,  I  held  it  over  the 
veflel  containing  the  pounded  ice  and  water,  ready 
to  plunge  it  into  that  mixture  the  moment  the  mer- 
cury, defcending,  paffed  the  750. 

Having  a  watch  at  my  ear  which  beat  half  fe- 
conds  (which  I  counted),  I  noted  the  time  of  the 
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pafiage  of  the  mercury  over  the  divifions  of  the 
thermometer,  marking  700  and  every  tenth  degree 
from  it,  defcending  to  1  o°  of  the  fcale.  I  continued 
the  cooling  to  o°,  or  the  temperature  of  the  ice  and 
water,  in  very  few  inftances ;  as  this  took  up  much 
time,  and  was  attended  with  no  particular  advantage, 
the  determination  of  the  times  taking  up  in  cooling 
60  degrees  of  Reaumur's  fcale,  that  is  to  fay,  from 
700  to  10%  being  quite  fufficient  to  afcertain  the 
conducing  power  of  any  body  whatever. 

During  the  time  of  cooling  in  ice  and  water,  the 
thermometer  was  constantly  moved  about  in  this 
mixture  from  one  place  to  another ;  and  there  was 
always  fo  much  pounded  ice  mixed  with  the  water, 
that  the  ice  appeared  above  the  furface  of  the  water ; 
the  veffel,  which  was  a  large  earthen  jar,  being  firft 
quite  filled  with  pounded  ice,  and  the  water  being 
afterwards  poured  upon  it,  and  frelh  quantities  of 
pounded  ice  being  added  as  the  occafion  required. 

Having  defcribed  the  apparatus  made  ufe  of  in 
thefe  Experiments,  and  the  manner  of  performing 
the.  different  operations,  I  fliall  now  proceed  to  give 
an  account  of  the  Experiments  themfelves. 

My  firft  attempt  was  to  difcover  the  relative  con- 
ducing powers  of  fuch  fubftahces  as  are  commonly 
made  ufe  of  for  clothing ;  accordingly,  having  pro- 
cured a  quantity  of  rawjilk,  as  fpun  by  the  worm; 
jheep's  wool;  cotton  wool;  linen  in  the  form  of  the 
fined  lint,  being  the  fcrapings  of  very  fine  Irifh 
linen ;  the  fined  part  of  the  fur  of  the  beaver ,  fepa- 
rated  from  the  (kin,  and  from  the  long  hair ;  the 
fineft  part  of  the  fur  of  a  white  Rufftan  hare  ;  and 
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Eider  down;  I  introduced  fucceflively  16.  grains  in 
weight  of  each  of  thefe  fubftances  into  the  globe  of 
the  paflage-thermometer,  and  placing  it  carefully 
and  equally  round  the  bulb  of  the  thermometer,  I 
heated  the  thermometer  in  boiling  water,  as  before 
defcribed,  and  taking  it  out  of  the  boiling  Water, 
plunged  it  into  pounded  ice  and  water,  and  ob- 
ferved  the  times  of  cooling. 

But  as  the  interfaces  of  thefe  bodies  thus  placed 
in  the  globe  were  filled  with  air,  I  firft  made  the 
Experiment  with  air  alone,  and  took  the  refult  of 
that  Experiment,  as  a  ftandard  by  which  to  com- 
pare all  the  others  j  the  refults  of  three  Experi- 
ments with  air  were  as  follow : 


The  bulb  of  the  thermometer  furrounded  by  air. 

Heat  loft. 

Exp.  No.  1 .  Exp.  No.  1. 

Hat 
acquired. 

Exp.  No.  3. 

1 
Time 
elapfed. 

Time 
elapfed. 

Time 

elapfed. 

6o° 

'    5°° 
¥>° 
30° 

20° 

10° 
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46 

59 

80 
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79 
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70° 
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43 
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Total  times. 

57&      1     574 

— 
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The  following  Table  (Hows  the  refalts  of  the 
Experiments,  with  the  various  fubftances  therein 
mentioned : 
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Now  the  warmth  of  a  body,  or  its  power  to  con- 
fine Heat,  being  as  its  power  of  refitting  the  paflage 
of  Heat  through  it,  (which  I  fhall  call  its  non-con- . 
dutting  power,)  and  the  time  taken  up  by  any  body 
in  cooling,  which  is  furrounded  by  any  medium 
thrqugh  which  the  Heat  is  obliged*  to  pafs,  being, 
catefis  paribus,  as  the  refiftance  which  the  medium 
oppofes  to  the  paflage  of  the  Heat,  it  appears  that 
the  warmth  of  the  bodies  mentioned  in  the  fore* 
going  Table  are  as  the  times  of  cooling j  the  con- 
cluding powers  being  inverfely  as  thpfe  times,  as 
I  have  formerly  fhowm 

From  the  refults  of  the  foregoing  Experiments 
it  appears,  that  of  the  feven  different  fubftances 
made  ufe  of,  hare's  fur  and  Eider  down  were  the 
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warmeft ;  after  thefe  came  beaver's  fur j  raw  filk  j 
(beep's  wool ;  cotton  wool ;  and  laftly,  lint,  or  the 
fcrapings  of  fine  linen ;  but  I  acknowledge  that  the 
differences  in  the  warmth  of  thefe  fubftances  were 
much  left  than  I  expe&ed  to  have  found  them. 

Sufpe&ng  that  this  might  arife  from  the  vo- 
lumes or  folid  contents  of  the  fubftances  being 
different,  (though  their  ^eights  were  the  fame,) 
arifing  from  the  difference  of  their  fpecific  gravities ; 
and  as  it  was  not  eafy  to  determine  the  fpecific  gra- 
vities of  thefe  fubftances  with  accuracy ;  in  order  to 
fee  how  far  any  known  difference  in  the  volume 
or  quantity  of  the  fame  fubftance,  confined  always 
in  the  fame  fpace,  would  add  to  or  diminifh  the 
time  of  cooling,  or  to  the  apparent  warmth  of  the 
covering,  I  made  the  three  following  Experi- 
ments. 

In  the  firft,  the  bulb  of  the  thermometer  was  fur- 
rounded  by  16  grains  of  Eider  down;  in  the 
fecond  by  32  grains;  and  in  the  third  by  64 
grains ;  and  in  all  thefe  Experiments  the  fubftance 
was  made  to  occupy  exa&ly  the  fame  fpace,  vL& 
the  whole  internal  capacity  of  the  glafs  globe,  in 
the  centre  of  which  the  bulb  of  the  thermometer 
was  placed ;  confequently  the  thicknefs  of  the 
covering  of  tbe  thermometer  remained  the  fame^ 
while  its  denfity  was  varied  in  proportion  to  the 
numbers  1,  2,  and  4.  * 

The  refults  of  thefe  Experiments  were  as  follow : 
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The  bulb  of  the  thermometer  being  fur  rounded 
by  Eider  down. 

Heat  loft. 

16  grains. 

32  grains. 

64  grains. 

(Exp.  No.  11.) 

(Exp.  No.  12.) 

(Exp.  No.  1 3.) 
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Without  flopping  at  pf'efent  to  draw  any  par- 
ticular tonclufions  from  the  refults  of  thefe  Ex- 
periments, I  (hall  proceed  to  give  an  account  of 
fome  others,  which  will  afford  us  a  little  further 
infight  into  the  nature  of  fome  of  the  circumftances 
upon  which  the  warmth  of  covering  depends. 

Finding,  by  the  laft  Experiments*  that  the  denfity 
of  the  covering  added  fo  confiderably  to  the 
warmth  of  it,  its  thicknefs  remaining  the  fame,  I 
was  now  defirous  of  difcovering  how  far  the  inter- 
nal ftruclure  of  it  contributed  to  render  it  more  or 
lefs  pervious  to  Heat,  its  thicknefs  and  quantity 
of  matter  remaining  the  fame.  By  internal  ftruc- 
ture,  I  mean  the  difpofition  of  the  parts  of  the 
Tubftance  which  forms  the  covering;  thus  they 
may  be  extremely  divided,  or  very  fine,  as  raw 
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lilk  as-  fpun  by  the  worms,  and  they  tiiay  be 
equally  diftributed  through  the  whole  (pace  they 
occupy ;  or  they  may  be  coarfer,  or  in  larger 
mattes,  with  larger  interftices,  as  the  ravelings  of 
cloth,  or  cuttings  of  threads. 

If  Heat  pafled  through  the  fubftances  made  ufe 
of  for  covering,  and  if  the  warmth  of  the  covering 
depended  folely  upon  the  difficulty  which  the  Heat 
meets  with  in  its  paffage  through  the  fubftances,  or 
J olid  parts,  of  which  they  are  compofed}  in  that 
■  cafe,  the  warmth  of  covering  would  be  always, 
cateris  paribus,  as  the  quantity  of  materials  of 
which  it  is  compofed ;  but  that  this  is  not  the 
cafe,  the  following*  as  well  as  the  foregoing  Expe- 
riments clearly  evince. 

Having,  in  the  Experiment  NQ  4,  afcertained 
the  warmth  of  16  grains  of  raw  filk,  I  now  re- 
peated tjie  Experiment  with  the  fame  quantity, 
or  weight,  of  the  ravelings  of  white  taffety,  and 
afterwards  with  a  like  quantity  of  common  fewing 
Silk,  cut  into  lengths  of  about  two  inches. 

The  following  Table  fhows  the  refults  of  thefe 
three  Experiments : 
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Here,  notwithftanding  that  the  quantities  of  the 
filk  were  the  fame  in  the  three  Experiments,  and 
though  in  each  of  them  it  was  made  to  occupy  the 
fame  fpace,  yet  the  warmth  of  the  coverings  which 
were  formed  were  very  different,  owing  to  the  di£ 
ferent  difpolition  of  the  material. 

The  raw  filk  was  very  fine,  and  was  very  equally 
diftributed  through  the  fpace  it  occupied,  and  U 
formed  a  warm  covering. 

The  ravelings  of  taffety  were  alio  fine,  but  not 
fo  fine  as  the  raw  filk,  and  of  courfe  the  interfaces 
between  its  threads  were  greater,  and  it  was  lefs 
warm ;  but  the  cuttings  of  fewing  filk  were  very 
coarfe,  and  confequently  it  was  very  unequally  difc 
tributed  in  the  fpace  in  which  it  was  confined ;  and 
it  made  a  very  bad  covepog  for  confining  Heat. 

It 
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It  is  cleat  from  the  refults  of  the  five  faft  Experi- 
ments, that  the  air  which  occupies  the  interdict 
of  bodies,  made  ufe  of  for  coytring,  afts  a  very 
important  part  in  the  operation  of  confining  Heat ; 
yet  I  fhall  poftpone  the  examination  of  that  ?ircum- 
ftance  till  I  (hall  have  given  an  account  of  feveral 
other  Experiments,  which,  I  think,  will  throw  ftili 
more  Hght  upon  that  fubjed. 

But,  before  I  go  any  further,  I  will  give  an  ac- 
count of  three  Experiments  which  I  made,  or 
rather  the  feme  Experiment  which  I  repeated  three 
times  the  fame  day,  in  order  to  fee  how  far  Expe- 
riments of  this  kind  may  be  depended  on,  as  being 
regular  in  their  refults. 

The  glafs  globe  of  the  paflage-thermometer 
being  filled  with  16  grains  of  cotton-wool,  the 
inftrument  was  heated  and  cooled  three  times  fuc- 
ceffively,  when  the  times  of  cooling  were  obferved 
as  follows : 


Hedt  loft. 

Exp.  16. 

Exp.  17. 

Exp.  18. 

70° 

6o° 

82" 

74" 

83" 

50° 

40° 
3*° 

20° 

96 

Il8 

22t 

95 
117 

>S3 
221 

116 

'S» 

220 

io° 

38O 

377 

377 

Total  times. 

IO49 

.  »°47 

1042 

The  difference  of  the  times  of  cooling  in  thefe 

three  Experiments^ was  extremely  fmall;  but  re- 

h  h  4  .    .  gular 
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gular  as  thefe  Experiments  appear  to  have  been  in 
their  refults,  they  were  not  more  fo  than  the  other 
Experiments  made,  in  the  fame  way,  many  of  which 
were  repeated  two  or  three  times,  though,  for  the 
fake  of  brevity,  I  have  put  them  down  as  fingle 
Experiments. 

But  to  proceed  in  the  account  of  my  inveftiga- 
tions  relative  to  the  caufes  of  the  warmth  of  warm 
clothing.  Having  found  that  the  finenefs  and  equal 
diftribution  of  a  body  or  fubftance  made  ufe  of  to 
form  a  covering  to  confine  Heat,  contributes  fo 
much  to  the  warmth  of  the  covering,  I  was 
defirous,  in  the  next  place,  to  fee  the  effeft  of  con- 
denfing  the  covering,  its  quantity  of  matter  remain- 
ing the  fame,  but  its  thicknefs  being  diminiihed  in 
proportion  to  the  increafe  of  its  denfity. 

The  Experiment  I  made  for  this  purpofe  was  as 
follows :— I  took  1 6  grains  of  common  fewing 
filk,  neither  very  fine  nor  very  coarfe,  and  winding 
it  about  the  bulb  of  the  thermometer  in  fuch  a 
manner  that  it  entirely  covered  it,  and  was  as 
nearly  as  pofiible  of  the  fame  thicknefs  in  every 
part,  I  replaced  the  thermometer  in  its  cylinder  and 
globe,  and  heating  it  in  boiling  water,  cooled  it  in 
ice  and  water,  as  in  the  foregoing  Experiments. 
The  refult  of  the  Experiment  may  be  feen  in  the 
following  Table;  and  in  order  that  it  may  be 
compared  with  thofe  made  with  the  fame  quantity 
of  filk  differently  difpofed  of,  I  have  placed  thofe 
Experiments  by  the  fide  of  it ; 
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Exp.  No.  4- 

Exp.  No.  14. 

Exp.  No.  1 5. 

Exp.  No.  19. 

1      7o° 

— — 

•  _ 

,  * 

—         i 

6o° 

94- 

OO 

67" 

46" 

-  .    50° 

no 

lOO           t 

79 

62      : 

40- 

»33 

128 

99 

«S 

K 

1&5 

172 

135 

121 

20° 

273   . 

246 

'95 

191 

io° 

489 

427 

342 

399 

Total  tLner. 

1214. 

ii6q 

917 

90* 

It  is  not  a  little  remarkable,  that,  though  the 
covering  formed  of  fewing  filk  wound  round  the 
bulb  of  the  thermometer  in  the*  19th  Experiment, 
appeared  to  have  fo  little  power  of  confining  the 
Heat  when  the  inftrument  was  very  hot,  or  when 
it  was  firft  plunged  into  the  ice  and  water,  yet 
afterwards,  when  the  Heat  of  the  thermometer  ap- 
proached much  nearer  to  that  of  the  furrounding 
medium,  its  power  of  confining  the  Heat  which 
remained  in  the  bulb  of  the  thermometer  appeared 
to  be  even  greater  than  that  of  the  filk  in  the 
Experiment  N°  15,  the  time  of  cooling  from  200  to 
io°  being  in  the  one  399",  and  in  the  other  342". 
The  fame  appearance  was  obferved  in  the  following 
Experiments,  in  which  the  bulb  of  the  thermome- 
ter was  furrounded  by  threads  of- wool,  of  cottony 
juifl  of  linen,  or  jlax,  wound  round  it,  in  the  like 

manner 
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manner- as  the  fewing  filk  was  wound  round  it  in 
the  laft  Experiment. 

The  following  Table  fhoWs  the  refuits  of  theft 
Experiments,  with  the  threads  of  various  kinds ; 
and  that  they  may  the  more  eafily  be  compared 
with  thofe  made  with  the  fame  quantity  of  the  fame 
fubftances  in  a  different  form,  I  have  placed  the  ac- 
counts of  thefe  Experiments  by  the  fide  of  each 
other.  I  have  alfo  added  the  account  of  an  Expe- 
riment, in  which  16  grains  of  fine  linen  cloth  were 
wrapped  round  the  bulb  of  the  thermometer,  going 
round  it  nine  times,  and  being  bound  together 
at  the  top  and  bottom  of  it,  fo  as  completely  to 
cover  it. 
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f*xp.*3- 

Exp.  5. 

E*.  10. 

E*p.6, 

Ex.*i. 

Eip.7, 

Ex*  it. 

700 

600 

79" 

+6" 

83" 

45" 

go 

46" 
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500 

,?I 
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95 

60 
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6* 

56 

40° 

*9 
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*3 
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74 

30° 
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378 
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3*S 

338 

Total  times. 

mS 

914- 

1046 

8*a  •  1031 

8-71  1       783 

That  thread  wound  light  round  the  bulb  of  the 
thermometer  fliould  form  a  covering  lefs  warm 
than  the  fame  quantity  of  wool,  or  other  raw 

materials 
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materials  of  which  the  thread  is  made,  furrbtmdmg 
the  bulb  of  the  thermometer  in  a  more  loofe  man- 
lier, and  consequently  occupying  a  greater  fpace, 
is  no  more  than  what  I  expe&ed,  from  the  idea  I 
had  formed  of  the  caqfes  of  the  warmth  of  cover- 
ing ;  but  I  confefs  I  was  much  furprifed  to  find 
thai  there  is  fo  great  a  difference  in  the  relative 
warmth  of  thefe  two  coverings,  when  they  are  em- 
ployed to  confine  gr;eat  degrees  of  Heat,  and  when 
the  Heat  they  confine  is  much  Iefs  in  proportion  to 
the  temperature  of  the  furrounding  medium.  This 
difference  was  very  remarkable  j  in  the  Experi- 
ments with  (beep's  wool,  and  with  Woollen  thread, 
the  warmth  of  the  covering  formed  of  16  grains  of " 
the  former,  was  to  that  formed  of  16  grains  of  the 
latter,  when  the  bulb  of  the  thermometer  was 
heated  to  70*  and  cooled  to  6b°,  as  79  to  46  (the 
furrounding  medium  being  at  o°) ;  btft  afterwards, 
when  the  thermometer  had  only  fallen  from  200  to 
10*  of  Heat,  the  warmth  of  the  wool  was  to  that 
of  the  woollen  thread  only  as  426  to  410  ;  and  ia 
the  Experiments  with  lint,  and  with  linen  thread, 
when  the  Heat  was  much  abated,  the  covering  of 
the  thread  appeared  to  be  even  warmer  than  that 
of  the  lint,  though  in  the  beginning  of  the  Experi- 
ments, when  the  Heat  was  much  greater,  the  lint 
was  warmer  than  the  thread,  in  the  proportion  of 
80X0  46. 

From  hence  it  fliould  feem  that  a  covering  may, 
under  certain,  chrcumftances,  be  very  good  for  coil- 
fining  fmail  degrees  of  warmth,  which  would  be 
jby t  very  indifferent  when  made  ufe  of  for  confining 

a  more 
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a  more  intenfe  Heat,  and  vice  verfa.  This,  I  be- 
lieve, is  &  new  fa& ;  and,  I  think  the  knowledge  of 
it  may  lead  to  further  difcoveries  relative  to  the 
caufes  of  the  warmth  of  coverings,  or  the  manner 
in  which  Heat  makes  its  paffage  through  them. 
But  I  forbear  to  enlarge  upon  this  fubjeft,  till  I 
fhall  have  given  an  account  of  feveral  other  Expe- 
riments, which  I  think  throw  more  light  upon  it, 
and  which  will  confequently  render  the  inveftigation 
eafier  and  more  fatisfa&ory. 

With  a  view  to  determine  how  far  the  power 
which  certain  bodies  appear  to  poffefs  of  confining 
Heat,  when  made  ufe  of  as  covering,  depends 
upon  the  natures  of  thofe  bodies,  confidered  as 
chymical  fubftances,  or  upon  the  chymical  prin- 
ciples of  which  they  are  compofed,  I  made  the 
following  Experiments. 

As  charcoal  is  fuppofed  to  be  compofed  almoft 
entirely  of  phlogifton  *,  I  thought  that,  if  that  prin- 
ciple was  the  caufe  either  of  the  condu&ing  power, 
or  the  non-conduding  power  of  the  bodies  which 
contain  it,  I  fhould  difcover  it  by  making  the  Expe- 
riment with  charcoal,  in  the  manner  as  I  had  done 
with  various  other  bodies*  Accordingly,  having 
filled  the  globe  of  the  paffage-thermometer  with  176 
grams  of  that  fubftance  in  very  fine  powder,  (it 
having  been  pounded  in  a  mortar,  and  fifted  through 
a  fine  fieve,)  the  bulb  of  the  thermometer  being 
furrounded  by  this  powder,  the  instrument  was 
heated  in  boiling   water,    and  being  afterwards 

•  This  was  written  in  the  year  17S7,  when  Pbfogiftw  was  by  many 
fuppofed  to  have  a  real  exitftnee. 

j  .  plunged 
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plunged  into  a  mixture  of  pounded  ice  and  water, 
the  times  of  cooling  were  obferved  as  mentioned  in 
the  following  Table.  I  afterwards  repeated  the 
Experiment  with  lampblack,  and  with  very  pure 
and  very  dry  wood  aflies  >  the  refuits  of  which 
Experiments  were  as  under-mentioned ; 


The  bulb  of  the  thermometer  furrounded  by 

• 

176  grains  of 

176  grams  of 

195  grains  of 

307  grains  of 

Heat  loft. 

fine  powder 

fine  powder 

laropblack:. 

pure  dcy 

of  charcoal. 

of  charcoal. 

wood  aflies. 

Exp.  No.  24. 

Exp.  No.  25. 

Exp.  No.  26. 

Exp.  No.  27. 

•     70° 

— 

— 

— 

— 

6o° 

79 

91" 

124" 

96- 

K 

.       9S 

9' 

Il8 

92 

4°° 

100 

109 

I34 

107 

3°* 

139 

133 

164 

136 

2O0   ; 

196 

192 

'        237 

.   »»s 

10° 

33» 

321 

394 

3" 

Total  times. 

940 

937 

1171 

9*7 

The  Experiment  N°  25  was  fimply  a  repetition 
of.  that  numbered  24,  and  was  made  immediately 
after  it ;  but^  in  moving  the  thermometer  about  in 
the  former  Experiment,  the  powder,  of  charcoal 
which  filled  the  globe  was  (haken  a  little  together, 
and  to  this  circumftance  I  attribute  the  difference 
in  the  refuits  of  the  two  Experiments. 

In  the  Experiments  with  lampblack,  and  with 
wood  afhes,  the  times  taken  up  in  cooling  from 
700  to  6o°  were  greater  than  thofe  employed  in 
cooling  from  6o°  to  50*  j  this  mod  probably  arofe 

from 
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from  the  confiderable  quantity  of  Heat  contained 
by  thefe  fubftances,  which  was  firft  to  be  difpofed 
of,  before  they  could  receive  and  communicate  to 
the  furrounding  medium  that  which  was  contained 
by  the  bulb  of  the  thermometer. 

The  next  Experiment  I  made  was  with  femen 
lycopodiiy  commonly  called  witch-meal,  a  fubftance 
which  poflcffes  very  extraordinary  properties.  It  is 
almoft  impoifible  to  wet  it ;  a  quantity  of  it  ftrewed 
upon  the  furface  of  a  bafin  of  water,  not  only 
fwims  upon  the  water  without  being  wet,  but  it 
prevents  other  bodies  from  being  wet  which  art 
plunged  into  the  water  through  it ;  fo  that  a  piece 
of  money,  or  other  folid  body,  may  be  taken  from 
the  bottom  of  the  bafin  by  the  naked  hand,  with- 
out wetting  the  hands ;  which  is  one  of  the  tricks 
commonly  fliown  by  the  jugglers  in  this  country 
(Bavaria) :  this  meal  covers  the  hand,  and  defend- 
ing along  with  it  to  the  bottom  of  the  bafin, 
defends  it  from  the  water.  This  fubftance  has  the 
appearance  of  an  exceeding  fine,  light,  and  very 
moveable  yellow  powder,  and  it  is  very  inflammable; 
fo  much  fo,  that  being  blown  out  of  a  quill  into  the 
flame  of  a  candle,  it  flaihes  like  gunpowder,  and  it 
is  made  ufe  of  in  this  maimer  in  our  theatres  for 
imitating  lightning. 

Conceiving  that  there  muft  have  been  a  ftrong 
attraction  between  this  fubftance  and  air,  and  fuf- 
peding,  from  fome  circumftances  attending  fbme 
of  the  foregoing  Experiments,  that  the  warmth  of 
a  covering  depends  not  merely  upon  the  fi&cnefs  of 

the 
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the  fubftance  of  which  the  covering  is  formed,  and 
the  difpofition  of  its  parts,  but  that  it  arifes  in  fomc 
meafure  from  a  certain  attraction  between  the  fub- 
ftance and  the  air  vwhich  fills  its  interftices,  I  thought 
that  an  Experiment  with  femen  lycopodii  might  pof- 
fibly  throw  fome  light  upon  this  matter ;  and  in 
this  opinion  I  was  not  altogether  miftaken,  as  will 
appear  by  the  refults  of  the  three  following  Expe? 
riments. 


#  The  bulb  of  the  thermometer  far  rounded  by 
256  grs.  of  femen  lycopodii. 

Heat  loft. 

Cooled. 

Cooled. 

Heat 

acquired. 

Heated. 

Exp.  No.  a8. 

Exp.  No.  29. 

Exp.  No.  30. 

7O0 
6o° 
50° 

30° 

20° 
40° 

I46" 

.    161 

»75 
209 
284 
50* 

160 
170 
203 
288 

5'3 

IO° 

20° 

30° 

40° 

50° 
6o° 

70° 

23V 
68 

63 

70 

121 

316 

iS8S 

Total  times. 

1478 

1491 

2-«99 

In  the  laft  Experiment  (N°3o)  the  refult  of> 
which  was  fo  very  extraordinary,  the  inftrument 
was  cooled  to  o°  in  thawing  ice,  after  which  it  was 
plunged  fuddenly  into  boiling  water,  where  it  re- 
mained till  the  inclofed  thermometer  ljiad  acquired 
the  Heat  of  700,  which  took  up  no  lqfs  than  245ft 
feconds*  or  above  40  minutes }  and  it  bad  remained 
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in  the  boiling  water  full  a  minute  and  an  half  before 
the  mercury  in  the  thermometer  Jhowed  the  leaji 
Jign  of  riftng.  Having  at  length  been  put  into  mo- 
tion, it  rofe  very  rapidly  40  or  50  degrees,  after 
which  its  motion  gradually  abating  became  fo  flow, 
that  it  took  up  1585  feconds,  or  fomething  more 
lhan  26  minutes,  in  rifing  from  6o°  to  700,  though 
the  temperatureof  the  medium  in  which  it  was  placed 
during  the  whole  of  this  time  was  very  nearly  890; 
the  mercury  in  the  barometer  (landing  but  little 
ihort  of  27  Paris  inches. 

All  the  different  fubftances  which  I  had  yet-made 
ufe  of  in  thefe  Experiments  for  furrounding  or 
covering  the  bulb  of  the  thermometer,  fluids  ex- 
cepted, had,  in  a  greater,  or  in  a  lefs  degree  confined 
the  Heat,  or  prevented  its  palling  into  or  out  of  the 
thermometer  fo  rapidly  as  it  would  have  done,  had 
there  been  nothing  but  air  in  the  glafs  globe,  in  the 
centre  of  which  the  bulb  of  the  thermometer  was 
fufpended.  But  the  great  queftion  is,  how,  or  ia 
what  manner,  they  produced  this  effeft  ? 

And  firft,  it  was  not  in  confequence  of  their  own 
non-condufting.  powers,  fimply  confidered ;  for,  if 
inftead  of  being  only  bad  conductors  of  Heat,  we 
fuppofe  them  to  have  been  totally  impervious  to 
*  Heat,  their  volumes  or  folid  contents  were  fo  ex- 
ceedingly fmall  in  proportion  to  the  capacity  of  the 
globe  in  which  they  were  placed,  that,  had  they 
had  no  effeft  whatever  upon  the  air  filling  their  in- 
terftices,  that  3ir  would  have  been  fufficient  to  have 
condufted  all  the  Heat  communicated,  in  lefs  time 
than  was  a&ually  taken  up  in  the  Experiment* 

The 
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"the  diameter  of  the  globe  being  1,6  inches,  its 
Contents  amounted  to  2,14466  cubic  inches;  and 
the  contents  of  the  bulb  of  the  thermometer  being 
only  0,087.1 1  of  a  cubic  inch^  (its  diameter  being 
0,55  of  an  inch,)  the  fpace  between  the  bulb  of  the 
thermometer  and  the  internal  furface  of  the  globe 
amounted  to  2,14466—0,08711=2,05755  cubic 
inches;  the  whole  of  which  fpace  was  occupied 
by  the  fubftances  by  which  the  bulb  of  the  ther- 
mometer was-  ftirrounded  in  the  Experiments  in 
queftion. 

But  though  thefe  fubftances  occupied  this  fpace, 

they  were  far  bona  filling  it;  by  much  the  greater 

part  of  it  being  filled  by  the  air  which  occupied  the 

interftices  of  the  fubftances  in  queftion.     In  the    - 

Experiment  N*  4,  this  fpace  was  occupied  by  16 

grains  of  raw  filk ;  and  as  the  fpecific  gravity  of  raw 

ftlk  is  to  that  of  water  as  1734  to  1000,  the  volume 

of  this  filk  was,  equal  to  the  volume  of  9,4422 

grains  of  water j  and  as  1  cubic  inch  of  water  weighs 

253,185  grains,  its  volume  was  equal  to  ^f^f^f* 

=0,037294 of  a  cubic  inch;   and,  as  the  fpace 

k  occupied  aiftpunted  to  2,05755  cubic  inches,  it . 

appears  that  the  filk  filled  no  more  than  about  -^ 

part  of  the  fpace  in  which  it  was  confined,  the 

reft  of  that  fpace  being  filled  with  air. 

In  the  Experiment  N°  1,  when  the  fpac*  between 
the  bulb  of  the  thermometer  and  the  gltft  globe, 
in  the  centre  of  which  it  was  confined,  w$ s  filled 
with  nothing  but  air,  die  time  taken  up  by  the 
thermometer  in  cooling  from  ?Q*  X9  io°  was 
vol.  11.  1 1  57$ 
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576  feconds  ;  but  in  the  Experiment  N°  4,  when 
this  fame  fpace  was  filled  with  54  parts  air,  and 
1  part  raw  filk,  the  time  of  cooling  was  12S4 
feconds. 

Now,  fuppofmg  that  the  filk  had,  been  totally  in- 
capable of  conducing  any  Heat  at  all,  if  we  fuppofc, 
at  the  fame  time,  that  it  had  no  power  to  prevent 
the  air  remaining  in  the  globe  from  conducing  it, 
in  that  cafe  its  prefence  in  the  globe  could  only  have 
prolonged  the  time  of  cooling  in  proportion  to  the 
quantity  of  the  air  it  had  difplaced  to  the  quantity 
remaining,  that  is  to  fay,  as  1  is  to  54,  or  a  little 
more  than  10  feconds-.  But  the  time  of  cooling 
was  actually  prolonged  708  feconds  (for  in  the4 
Experiment  N°  1,  it  was  576  feconds,  and  in  the  Ex- 
periment  N°4,  it  was  1284  feconds,  as  has  juft 
been  obferved) ;  and  this  fiiows,  that  the  filk  not 
only  did  not  conduct  the  Heat  itfelf,  but  that  it  pre- 
vented the  air  by  which  its  interftices  were  filled 
from  condu&ingit  j  or,  at  leaftj  it  greatly  weakened 
its  power  of  conducting  it. 

The  next  queftion  which  arifes  is,  how  air  can 
be  prevented  from  conducting  Heat  ?  and  .  this 
neceffarily  involves  another,  which  is,  how  does 
air  umduft  Heat? 

If  air  condufted  Heat,  as  it  is  probable  that  the 
metatavjand  water,  and  all  other  folid  bodies  and. 
unelaftk  fluids  conduft  it,  that  is  to  fay,  if  its  par- 
licks  Remaining  in  their  places,  the  Heat  pafled 
#ronX  ofl£  particle  to  another,  through  the  whole 
;     v-;    .  *  '  jnafs, 
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Jtiafs,— as  there  is  no  reafon  to  fuppofe  that  the 
propagation,  of  Heat  is  neceffarily  in  right  lines,— ^ 
I  cannot  conceive  how  the  interpofition  of  fo  fmall 
a  quantity  of  any  folid  body  as  T*T  part  of  the 
volume  of  the  air  could  haVe1  effe&ed  fo  remarkable 
a  diminution  of  the  condufting  power  of  the  air, 
as  appeared  in  the  Experiment  (N°  4)  with  raw 
filkj  above  mentioned. 

If  air  and  water  conduced  Heat  in  the  fame 
manner  >  it  is  more  than  probable  that  their  con- 
ducing powers  might  be  impaired  by  the  fame 
means;  but  when  I  made  the  Experiment  with 
.water,  4by  filling  the  glafs  globe,  in  the  centre  of 
which  the  bulb  of  the  thermometer  was  fufpended, 
with  that  fluid,  and  afterwards  Varied  the  Expert 
ment,  by  adding  16  grains  of  raw  filk  to  the 
water,  I  did  not  find  that  the  conducting  power 
of  the  water  was  fenfibly  impaired  by  .the  prefence 
of  the  filk*. 

But  we  have  juft  feen  that  the  fame  filk,  mixed 
with  an  equal  volume  of  air,  diminifhed  its  con- 
ducing power  in  a  very  remarkable  degree ;  con- 
sequently, there  is  great  reafon  to  conclude  that 
water  and  air  conduct  Heat  in  a  different  manner. 

But  the  following  Experiment,  I  think,  puts 
the  matter  beyond  all  doubt. 

*  The  Experiment  here  mentioned  was  made  in  the  year  17875 
but  the  refult  of  a  more  careful  inttftigation  of  the  fubjecl  has  fince 
Jhown  that  Heat  is  not  propagated  in  water  in  the  msnntr  here 
fuppofed.    (Sec  Effay  VII.) 

II  2  It 
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It  is  well  known,  that  the  power  which  aif 
poflefles  of  holding  water  in  folution  is  augmented 
by  Heat,  and  diminifhed  by  cold,  and  that,  if  hot 
air  is  faturated  with  water,  and  if  this  air  is  after- 
wards cooled,  a  part  of  its  water  is  neceffarily 
depofed. 

I  took  a  cylindrical  bottle  of  very  clear  trans- 
parent glafs,  about  8  inches  in  diameter,  and  12 
inches  high,  with  a  fhort  and  narrow  neck,  and 
fufpending  a  fmall  piece  of  linen  rag,  moderately 
Wet,  in  the  middle  of  it,  I  plunged  it  into  a  large 
veffel  of  water,  warmed  to  about  ioo°  of  Fahren- 
heit's thermometer,  where  I  fuffered  it  to  remain 
till  the  contained  air  was  not  only  warm,  but  tho- 
roughly faturated  with  the  moiflure  which  it  at- 
traded  from  the  linen  rag,  the  mouth  of  the  bottle 
being  well  flopped  up  during  this  time  with  a  good 
cork ;  this  -being  done,  I  removed  the  cork  for 
a  moment,  to  take  away  the  linen  rag,  and  flopping 
up  the  bottle  again  immediately,  I  took  it  out  of 
the  warm  water,  and  plunged  it  into  a  large  cylin- 
drical jar,  about  12  inches  in  diameter,  and  16 
inches  high,  containing  jufl  fo  much  ice-cold  water, 
that,  when  the  bottle  was  plunged  into  it,  and  quite 
covered  by  it,  the  jar  was  quite  full 

As  the  jar  was  of  very  fine  tranfparent  glafs,  as 
well  as  the  bottle,  and  as  the  cold  water  contained 
in  the  jar  was  perfettly  clear,  I  could  fee  what 
paffed  in* the  bottle  mod  diftindtly;  and  having 
taken  care  to  place  the  jar  upon  a  table  near  the 

window, 
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window,  in  a  very  favourable  light,  I  fet  myfelf  to 
obfcrve  the  appearances  which  fhould  take  place, 
with  all  that  anxious  expectation  which  a  convi&ion 
that  the  refult  of  the  Experiment  mud  be  decifive, 
naturally  infpired* 

I  was  certain,  that  the  air  contained  in  the  bottle 
could  not  part  with  its  Heat,  without  at  the  fame 
time,  that  is  to  fay,  at  the  fame  moment,  and  in  the 
fame  place,  parting  with  a  portion  of  its  water ;  if, 
therefore,  the  Heat  penetrated  the  mafs  of  air  from 
the  centre  to  the  fur  face,  or  pajfed  through  it  from 
particle  to  particle,  in  the  fame  manner  as  it  is  pro- 
bable that  it  paffes  through  water,  and  all  other 
unelaftic  fluids*,  by  far  the  greateft  part  of  the  atr 
contained  in  the  bottle  would  part  with  its  Heat, 
when  not  actually  in  contaft  with  the  glafs9  and  a 
proportional  part  of  its  water  being  let  fall  at  the 
fame  time,  and  in  the  fame  place,  would  necefiarily 
defcend  in  the  form  of  rain ;  and,  though  this  rain 
might  be  too  fine  to  be  vifible  in  its  defcent,  yet  I 
was  fure  I  fhould  find  it  at  the  bottom  pf  the  bottle, 
if  not  in  vifible  drops  of  water,  yet  in  that  kind  of 
cloudy  covering  which  cold  glafs  acquires  from  % 
contaft  with  hot  fteam  or  watery  vapour*   , 

But  if  the  particles  of  air,  inftead  of  communi- 
cating their  Heat  from  one  to  -another,  from  the 
centre  to  the  furface  of  the  bottle,  each  in  its  turn, 
and  for  itfelf,  came  to  the  furface  of  the  bottle,  and 

*  This  opinion  refpe&ing  the  manner  in  which  Heat  is  propagated 
in  water,  and  other  unelaftic  fluids,  was  afterwards  found  to  be  erro- 
neous, as  hat  been  foewn  in  the  preceding  EJFay, 

1 1  3  there 
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there  depofited  its  Heat  and  its  water,  I  concluded 
that  the  cloudinefs  occafioned  by  this  depofit  of 
water  would  appear  all  over  the  bottle,  or,  at  lead, 
not  more  of  it  at  the  bottom  than  at  the  fides, 
but  rather  lefs ;  and  this  I  found  to  be  the  cafe 
in  fa&. 

The  cloudinefs  firft  made  its  appearance  upon 
the  fides  of  the  bottle,  near  the  top  of  it;  and 
from  thence  it  gradually  fpread  itfelf  downwards, 
till,  growing  fainter  as  it  defcended  lower,  it  was 
hardly  vifible  at  the  diftance  of  half  an  inch  from 
the  bottom  of  the  bottle ;  and  upon  the  bottom 
itfelf  which  was  nearly  flat,  there  was  fcarcety  the 
fmallefi  appearance  of  cloudinefs. 

Thefe  appearances,  I  think,  are  eafy  to  be  ac-t 
counted  for.  The  air  immediately  in  contaft  with 
the  glafs  being  cooled,  and  having  depofited  a  part 
of  its  water  upon  the  furface  of  the  glafs,  at  the; 
fame  time  that  it  communicates  to  it  its  Heat, 
Aides  downwards  by  the  (ides  of  the  bottle  in  con? 
fequence  of  its  increafed  fpecific  gravity,  and, 
taking  its  place  at  the  bottom  of  the  bottle,  forces 
the  whole  mafs  of  hot  air  upwards ;  which,  in  its 
turn  coming  to  the  fides  of  the  bottle,  there  de- 
pofits  its  Heat  and  its  water,  and  afterwards  bend- 
ing its  courfe  downwards,  this  circulation  is  con- 
tinued till  all  the  air  in  the  bottle  has  acquired  the 
exaft  temperature  of  the  water  in  the  jar. 

From  hence  it  is  clear  why  the  firft  appearance 
of  condenfed  vapour  is  near  the  top  of  the  bottle, 
as  alfo  why  the  grgateft  9p,Ue£tfon  of  vapour  is  in 

that 
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that  part,  and  that  fo  very  fmall  a  quantity  of  it  is 
found  nearer  the  bottom  of  the  bottle. 
•  This  Experiment  confirmed  me  in  an  opinion 
yjhich  I  had  for  fome  time  entertained,  that,  though 
the  particles  of  air,  individually,  or  each  for  itfelf, 
are  capable  of  receiving  and  tranfporting  Heat,  yet 
air  in  a  quiefcent  (late,  or  as  a  fluid  whofe  parts  are 
at  reft  with  refpeft  to  each  other,  is  not  capable  of 
conducing  it,  or  giving  it  a  paffage ;  in  fhort,  that 
Heat  is  incapable  of  pajjtng  through  a  mafs  of  air, 
penetrating  from  one  particle  of  it  to  another,  and 
that  it  is  to  this  circumftance-  that  its  non-condu£t- 
ing  power  is  principally  owing. 

It  is  alfo  to  this  circumftance,  in  a  great  meafure, 
that  it  is  owing  that  its  non-condu&ing  power,  or 
its  apparent  warmth  when  employed  as  a  covering 
for  confining  Heat,  is  fo  remarkably  increafed  upon 
its  being  mixed  with  a  fmall  quantity  of  any  very 
fine,  light,  folid  fubftance,  .fuch  as  the  raw  filk, 
fur,  Eider,  down,  &c.  in  the  foregoing  Experi- 
ments :  for,  as  I  have  already  obferved,  though 
thefe  fubftances,  in  the  very  fmall  quantities  in 
which  they  were  made  ufe  of,  could  hardly  have 
prevented,  in  any  confiderable  degree,  the  air  from 
conducting,  or  giving  a  paffage  to  the  Heat,  had  it 
been  capable  of  paffing  through  it,  yet  they  might 
very  much  impede  it  in  the  operation  of  tranfport- 
ing  it. 

But  there  is  another  circumftance  which  it  is 

neceffaiy  to  take  into  the  account,  and  that  is  the 

*rtra£tion  which  Albftfts  between  air  and  the  bodies 
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above-mentioned,  and  other  like  fubftaacee,  confti- 
tuting  natural  and  artificial  clothing :  for,  though 
the  incapacity  of  air  to  give  a  paflage  to  Heat  in  the 
manner  folid  bodies  permit  it  topafs  through  them, 
may  enable  us  to  account  for  its  warmth  under  cer- 
tain circumftances,  yet  the  bare  admiffion  of  thi» 
principle  does  not  Teem  to  be  fufScient  to  account 
for  the  very  extraordinary  degrees  of  warmth  which 
we  find  in  furs  and  in  feathers,  and  in  various  other 
kinds  of  natural  and  artificial  clothing ;  nor  even 
that  which  we  find  in  fnow ;  for  if  we  fuppofe  the 
particles  of  air  to  be  at  liberty  to  carry  cfthc  Heat 
which  thefe  bodies  are  meant  to  confine,  without 
any  other  obftru&ion  or  hindrance  than  that  arifing 
from  their  vis  inertia,  or  the  force  neceflary  to  put 
them  in  motion,  it  feems  probable  that  the  fuccef- 
fion  of  frefh  particles  of  cold  air,  and  the  confe- 
quent  lofs  of  Heat,  would  be  much  more  rapid  than 
we  find  it  to  be  in  fad. 

That  an  attraction,  and  a  very  ftrong  one, 
a&ually  fubfifts  between  the  particles  of  air,  and 
the  fine  hair  or  furs  of  beads,  the  feathers  of -birds, 
wool,  &c.  appears  by  the  obftinaty  with  tfhich 
thefe  fubftances  retain  the  air  which  adheres  to 
them,  even  when  immerfed  in  water,  and  put 
under  the  receiver  of  an  air  pump ;  and  that  this 
attraction  is  effential  to  the  warmth  of  thefe  bodies, 
I  think  is  very  eafy  to  be  demonftrated. 

In  furs,  for  inftance,  the  attraction  between  the 
particles  of  air,  and  the  fine  hairs  in  which  it  is 
concealed,  being  greater  than  the  increafed  elas- 
ticity, 
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tidty,  or  repulfion  of  thofe  particles  with  regard 
to  each  other,  arifing  from  the  Heat  communicated 
to  them  by  the  animal  body,  the  air  in  the  furf 
though  heated,  is  not  eafily  difplaced;  and  this 
coat  of  confined  air  is  the  real  barrier  which  de- 
fends the  animal  body  from  the  external  cold* 
This  air  cannot  carry  off  the  Heat  of  the  animal* 
becaufe  it  is  itfelf  confined,  by  its  attraction  to  the 
hair  or  fur ;  and  it  tranfmits  it  with  great  difficulty, 
if  it  tranfmits  at  all,  as  has  been  abundantly  (hewn 
by  the  foregoing  Experiments. 

Hence  it  appears  why  thofe  fur9  which  are  the 
fined:,  longeft,  and  thickeft,  are  likewife  the  warm- 
eft  ;  and  how  the  furs  of  the  beaver ',  of  the  otter f 
and  of  other  like  quadruped's  which  live  much  ia 
water,  and  the  feathers  of  water-fowls,  are  able  to 
confine  the  Heat  of  thofe  animals  in  winter,  not- 
withftanding  the  extreme  coldnefs  and  great  con- 
ducing power  of  the  water  in  which  they  fwim., 
The  attra&ion  between  thefe  fubftances,  and  the 
ait  which  occupies  their  interfaces,  is  fo  great,  that 
this  air  is  not  diflodged  even  by  the  contaft  of 
water,  but  remaining  in  its  place,  it  defends  the 
body  of  the  animal  at  the  fame  time  from  being 
wet, 'and  from  being  robbed  of  its  Heat  by  the  fur- 
rounding  cold  fluid;  and  it  is  poffible  that  the 
preffure  of  this  fluid  upon  the  covering  of  air  con- 
fined in  the  interftices  of  the  fur,  or  feathers,  may 
vat  the  fame  time  increafe  its  warmth,  or  non-con- 
du&ing  power,  in  fuch  a  manner  that  the  animal 
may  not,  in  fad,  lofe  more  Heat  when  in  water,  than 

when 
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when  in  air :  for  we  have  feen  by  the  foregoing 
Experiments,  that,  under  certain  circumftances, 
the  warmth  of  a  covering  is  increafed,  by  bringing 
its  component  parts  nearer  together,  or  by  in- 
creafing  its  denfity  even  at  the  expence  of  its  thick- 
nefs.  But  this  point  will  be  further  inveftigated 
hereafter. 

Bears,  wolves,  foxes,  hares,  and  other  like 
quadrupeds,  inhabitants  of  cold  countries,  which 
do  not  often  take  the  water,  have  their  fur  much 
thicker  upon  their  backs  than  upon  their  bellies. 
The  heated  air  occupying  the  interftices  of  the 
hairs  of  the  animal  tending  naturally  to  rife  up* 
wards,  in  confequence  of  its  increafed  elafticiry, 
would  efcape  with  much  greater  eafe  from  the 
backs  of  quadrupeds  than  from  their  bellies,  had 
not  Providence  wifely  guarded  againft  this  evil  by 
mcreafing  the  obftru&ions  in  thofe  parts,  which 
entangle  it  and  confine  it  to  the  body  of  the  animal. 
And  this,  I  think,  amounts  almoftto  a  proof  of 
the  principles  affumed  relative  to  the  manner  in 
which  Heat  is  carried  off  by  air,  and  the  caufes  of 
the  non-condu&ing  power  of  air,  or  its  apparent 
warmth,  when,  being  combined  with  other  bodies, 
it  a£ts  as  a  covering  for  confining  Heat. 

The  fnows  which  cover  the  furface  of  the  earth 
in  winter,  in  high  latitudes,  are  doubtlefs  defigned 
by  an  all-provident  Creator  as  a  garment  to  defend 
it  againft  the  piercing  winds  from  the  polar  regions, 
which  prevail  during  the  cold  feafon. 

Theft 
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Thefe  winds,  notwithftanding  the  vaft  tra&sof 
continent  over  which  they  blow,  retain  their  (harp* 
Mefs  as  long  as  the  ground  they  pafs  over  is  covered 
with  fnow;  and  it  is  not  till  meeting  with  the 
ocean,  they  acquire,  from  a  contafl:  with  its  waters, 
the  Heat  which  the  fnows  prevent  their  acquiring 
from  the  earth,'  that  the  edge  of  their  coldnefs  is 
taken  off,  and  they  gradually  die  away  and-  arc 
loft. 

The  winds  are  always  found  to  be  much  colder 
when  the  ground  is  covered  with  fnow  than  when 
it  is  bard,  and  this  extraordinary  coldneft  is  vul- 
garly fuppofed  to  be  communicated  to  the  air  by 
the  fjnow ;  but  this  is  an  erroneous  opinion ;  for 
thefe  winds  are  in  general  much  colder  than  the 
fnow  itfelf. 

.  They  retain  their  coldnefs,  becaufe  the  fixpw  pre- 
vents them  from  being  warmed  at  the  expence  of 
the  earth ;  and  this  is  a  ftriking  proof  of  the  ufe  of 
the  fnows  in  preferving  the  Heat  of  the  earth 
during  the  winter  ia  cold  latitudes. 

It  is  remarkable  that  thefe  winds  feldom  blow 
from  the  poles  dire&ly  towards  the  equator,  but 
from  the  land  towards  the  fea.  Upon  the  eaftera 
coaft  of  North  America  the  cold  winds  come  from 
tjie  north- weft;  but  upon  the  weft  era  coaft  of 
Europe,  they  blow  from  the  north-eaft. 

That  they  fhpuld  blow  towards  thofe  parts  where 
thpy  can  moft  eafily  acquire  the  Heat  they  are  in 
fearch  of,  is  not  extraordinary ;  and  that  they 
fliould  gradually  ceafe  and  die  away,  upon  being 

warmed 
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warmed  by  a  cental  with  the  waters  of  the  ocean, 
is  likewife  agreeable  to  the  nature  and  caufes  of 
their  motion ;  and  if  I  might  be  allowed  a  conjec- 
ture refpe&ing  the  principal  ufe  of  the  feas9  or  the 
reafon  why  the  proportion  of  water  upon  the  fur- 
fece  of  our  globe  is  fo  great,  compared  to  that  of 
the  land,  it  is  to  maintain  a  more  equal  temperature 
in  the  different  climates^  by  heating  or  cooling  the 
winds  which  at  certain  periods  blow  from  the  great 
continents. 

That  cold  winds  a&ually  grow  much  milder 
upon  palling  over  the  fea,  and  that  hot  winds  are 
refrelhed  by  a  contaQ:  with  its  waters,  is  very  cer- 
tain j  and  it  is  equally  certain  that  the  winds  from 
the  ocean  are,  in  all  climates,  much  more  temperate 
than  thofe  which  blow  from  the  land. 

In  the  iflands  of  Great  Britain  and  Ireland,  there 
is  not  the  Ieaft  doubt  but  the  great  mildnefs  of  the 
climate  is  entirely  owing  to  their  feparation  from 
the  neighbouring  continent  by  fo  large  a  trad 
of  fea ;  and  in  ali  fimilar  fituations,  in  every  part  of 
the  globe,  fimilar  caufes  are  found  to  produce 
fimilar  efFe&s* 

The  cold  north-weft  winds,  which  prevail  upon 
the  coaft  of  North  America  during  the  winter,  fel- 
dom  extend  above  100  leagues  from  the  fhore,  arid 
they  are  always  found  to  be  lefs  violent,  and  lefe 
piercing,  as  they  are  further  from  the  land. 

Thefe  periodical  winds  from  the,  continents  of 
Europe  and  North  America  prevail  moil  towards 
the  end  of  the  month  of  February,  and  in  the  month 

of 
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of  March;  and  I  conceive  that  they  contribute 
very  eflentially  towards  bringing  on  ah  early  fpring, 
and  a  fruitful  fummer,  particularly  when  they  are 
very  violent  in  the  month  of  March  r  and  if  at  that 
time  the  ground  is  well  covered  with  fnow.  The 
whole  atmofphere  of  the  polar  regions  being,  as  it 
were,  tranfported  into  the  ocean  by  thefe  winds,  is 
there  warmed  and  faturated  with  water:  and,  a 
great  accumulation  of  air  upon  the  fea  being  the 
neceffary  confequence  of  the  long  continuance  of 
thefe  cold  winds  from  the  fhore,  upon  their  ceafing 
.  the  warm  breezes  from  the  fea  neceflarily  com- 
mence, and,  fpreading  themfelves  upon  the  land 
far  and  wide,  aflift  the  returning  fun  in  difmantlihg 
the  earth  of  the  remains  of  her  winter  garmenr, 
and  in  bringing  forward  into  life  all  the  manifold 
beauties  of  the  new-born  year. 

This  warmed  air  which  comes  in  from  the  fea, 
having  acquired  its  Heat  from  a  contact  with  the 
ocean,  is,  of  courfe,  faturated  with  water  ^  and 
hence  the  warm  fhowers  of  April  and  May,  fo 
neeefTary  to  a  fruitful  feafon. 

The  ocean  may  be  confidered  as  the  great  refer* 
voir  and  equalizer  of  Heat;  and  its  benign  in- 
fluences in  preferving  a  proper  temperature  in  the 
atmofphere  operate  in  all  feafons  and  in  all  cli- 
mates. 

The  parching  winds  from  the  land  under  the 
torrid  zone  are  cooled  by  a  contadt  with  hi  waters, 
and,  in  return,  the  breezes  from  the  fea,  which  at 
certain  hours  of  the  day  come  in  to  the  fhores  in 
almoft  all  hot  countries,  bring  with  them  refrefli- 

ment. 
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ment,  and,  as  it  were,  new  life  and  vigour  both  to 
the  animal  and  vegetable  creation,  fainting  and 
melting  under  the  exceflive  Heats  of  a  burning 
fun.  What  a  vaft  traft  of  country,  now  the  mod 
fertile  upon  the  face  of  the  globe,  would  be  abfo- 
lutely  barren  and  uninhabitable  on  account  of  the 
exceflive  Heat,  were  it  not  for  thefe  refrefhing 
fea-breezes !  And  is  it  not  more  than  probable, 
that  the  extremes,  of  heat  and  of  cold  in  the  difc 
JFerent  feafons  in  the  temperate  and  frigid  zones 
would  be  quite  intolerable,  were  it  not  for  the  in- 
fluence of  the  ocean  in  preferving  an  equability  of 
temperature  ? 

And  to  thefe  purpofes  the  ocean  is  wonderfully 
well  adapted,  not  only  on  account  of  the  great 
power  of  water  to  abforb  Heat,  and  the  vaft  depth 
and  extent  of  the  different  feas  (which  are  fuch 
that  one  fummer  or  one  winter  could  hardly  be 
fuppofed  to  have  any  fenfible  effeft  in  heating  or 
cooling  this  enormous  mafs) ;  but  alio  on  account 
of  the  continual  circulation  which  is  carried  on  in 
the  ocean  itfelf,  by  means  of  the  currents  which 
prevail  in  it.  The  waters  under  the  torrid  zone 
being  carried  by  thefe  currents  towards  the  polar 
regions,  are  there  cooled  by.  a  contact .  with  the 
cold  winds,  and,  having  thus  communicated  their 
Heat  to  thefe  inhofpitable  regions,  return  towards 
the  equator,  carrying  with  them  refrefhment  for 
thofe  parching  climates. 

The  wifdom  arid  goodnefs  of  Providence  have 

often  been  called  in  queftion  with  regard  to  the 

diftribution  of  land  and  water  upon  the  furface  of 

<  our 


in  various  Sub/lances.  465 

our  globe,  the  vaft  extent  of  the  ocean  having 
been  confidered  as  a  proof  of  the  little  regard  that 
has  been  paid  to  man  in  this  diftribution.  But, 
the  more  light  we  acquire  refpe&ing  the  real  con- 
fiitution  of  things,  and  the  various  ufes  of  the 
different  parts  of  the  vifible  creation,  the  lefs  we 
(hall  be  difpofed  to  indulge  ourfelves  in  fuch  frivo- 
lous criticifms.  •  - 


END   OF  THE    EIGHTH   ESSAY. 
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ESSAY      IX. 

An  Inquiry  concerning  the  Soorce  of  the 
Heat  which  is  excited  by  Friction. 

[Read  bcfpre  tlie  JIoyaj,  Society,  January  25, 1798.] 


«it  frequently  happens,  that  in  the  ordinary  affairs 
*  and  occupations  of  life,  opportunities  prefent 
themfelves  of  contemplating  fome  of  the  moft 
curious  operations  of  Nature  ;  and  very  interefting 
philofophical  experiments  might  often  be  made, 
almoft  without  trouble  or  expence,  by  means  of 
machinery  contrived  for  the  mere  mechanical  pur- 
pofes  of  the  aits  and  manufa&ures. 

I  have  frequently  had  occafion  to  make  this  ob- 
fervation ;  and  am  perfuaded,  that  a  habit  of  keep- 
ing the  eyes  open  to  every  thing  .that  is  going  on 
in  the  ordinary  courfe  of  the  bufmefs  of  life  has 
oftener,  led,  as  it  were  by  accident,  or  in  the  play- 
ful excurfions  of  the  imagination,  put  into  a&iori 
by  contemplating  the  moft  common  appearances,  to 
ufeful  doubts,  and  fenfible  fchemes  for*  inveft igation 
*  x  K  2  and 
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and  improvement,  than  all  the  more  intenfe  medi- 
tations of  philofophers,  in  the  hours  exprefsly  fet 
apart  for  ftudy. 

It  was  by  accident  that  I  was  led  to  make  the  Ex- 
periments of  which  I  am  about  to  give*  an  account ; 
and,  though  they  are  not  perhaps  of  fufficient  im- 
portance to  merit  fp  formal  an  introduction,  I  canT 
not  help  flattering  myfelf  that  they  will  be  thought 
curious  in  feveral  refpects,  and  worthy  of  the  honour 
of  being  made  known  to  the  Royal  Society. 

Being  engaged,  lately,  in  fuperintending  the  bor- 
ing of  cannon,  in  the  workfhops  of  the  military 
arfenal  at  Munich,  I  was  ftruck  with  the  very  con- 
fiderable  degree  of  Heat  which  a  brafs  gun  acquires, 
in  a  fhort  time*  in  being  bored  ;  and  wijth  the  ftill 
more  intenfe  Heat  (much  greater  than  that  of  boil- 
ing water,  as  I  found  by  experiment)  of  the  metallic 
chips  feparated  from  it  by  the  borer.  * 

The  more  I  meditated  on  thefe  phenomena,  the; 
more  they  appeared  to  me  to  be  curious  and  inte- 
reftmg.  A  thorough  inveftigation  of  them  feemed 
even  to  bid  fair  to  give  a  farther  infight  into  the 
hidden  nature  of  Heat ;  and  to  enable  us  to  form 
fome  reafonable  conjectures  refpefting  the  exiftence, 
or  non-exiftence,  of  an  igneous  fluid :  a  fubjeft  on 
which  the  opinions  of  philofophers  have,  in  all  ages* 
been  much  divided. 

In  order  that  the  Society  may  have  clear  and 
diftindt  ideas  of  the  fpeculations  and  reafonings  to 
which  thefe  appearances  gave  rife  in  my  mind,  and 
alio  of  the  fpecific  objefts  of  philofophical  invefti* 
' *  gation 
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Ration  they  ftiggefted  to  me,  t  xnuft  beg  leave 
to  ftate  them  at  fome  length,  and  in  fiich  man* 
Her  as  1  Khali  think  beft  fuited  to  anfwer  this 
purpofe.  - 

From  'whence  tome's  thfe  Heat  a&u&lly  produced  in 
the  meehanical  operation  above  mentioned  ? 

Is  it  furnifoed  by  the  metallic  chips  which  are 
feparated  by  the  borer  from  the  folid  mafs  of 
metal  ? 

If  this  were  the  cafe,  then,  according  to  the 
modern  doftrines  of  latent  Heat,  and  of  caloric, 
the  capacity  for  Heat  of  the  parts  of  the  metal,  fo 
reduced  to  chips,  ought  not  only  to  be  changed, 
but  the  change  undergone  by  them  fhctuld  be 
fufficiently  great  to  account  for  all  the  Heat 
produced. 

But  no  fucb  change  had  taken  place  j  for  I 
found,  upon  taking  equal  quantities,  by  weighty 
of  thefe  chips,  and  of  thin  flips  of  the  fame  block 
of  metal  feparated  by  means  of  a  fine  faw,  and  put- 
ting them,  at  the  fame  temperature,  (that  of  boiling 
water,)  into  equal  quantities  of  cold  water,  (that 
is  to  fay,  at  the  temperature  of  59°^  F.)  the  portion  v 
of  water  into  which  the  chips  were  put  was  not,  to 
.all  appearance,  heated  either  lefs  or  more  than  the 
other  portion,  in  which  the  flips  of  metal  were 
put.  * 

.  This  Experiment  being  repeated  feveral  times, 

the  refuks  were  always  fo  nearly  the  fame^  that  I 

could  not  determine  whether  any,  br  what  change, 

had  been  produced  fa  the  metal,  in  regard  jo  its 

kkj  capacity 
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capacity  for  Heat,  by  being  reduced  to  chips  by  th* 
borer*. 

From  hence  it  is  evident,  that  the  Heat  produced 
could  not  poffibly  have  been  furnilhed  at  the  ex- 
pence  of  the  latent  Heat  of  the  metallic  chips.  Kit, 
not  being  willing  to  reft  fatisfied  with  thefe  trials, 
however  coaclufive  they  appeared  to  me  to  be, 
I  had  recourfe  to  the  following  ftiU  more  decifivc 
Experiment : 

Taking  a  cannon,  (a  brafs  fix-pounder,)  cad 
folid,  and  rough  as  it  came  from  the  foundry,  (fee 
Fig.  i,  lab.  IV*)  and  fixing  it  (horizontally)  i& 

*  As  thefe  Experiments  are  Important,  it  may  perhaps  be  agreeable 
to  the  Society  to  be  made  acquainted  with  them  in  their  details. 

One  of  them  was  as  follows : 

To  4590  grains  of  water,  at  the  temperature  of  $9°t  F.  (an  allow- 
ance as  compenfation,  reckoned  in  water,  for  the  capacity  for  Heat  of 
the  containing  cylindrical  tin  veflel,  being  included,)  were  added 
1016}  grains  of  gun-metal  in  thin  flips,  fepmrated  from  the  gun  by 
means  of  a  fine  few,  being  as  the  temperature  of  sio°F.  When 
they  had  remained  together  1  minute,  and  had  been  well  ftirred  about, 
by  means  of  a  fmall  rod  of  light  wood,  the  Heat  of  the  mixtue  was 
found  to  be  =763°. 

From  this  Experiment,  x\\tjf4cijk  Heat  of  the  metal,  calcolafcd  ac- 
cording td  the  rule  given  by  Dr.  CRAWFORD,  turns  out  to  be 
so. s  100,  that  of  water  being  zzi.ooo. 

An  Experiment  was  afterwards  made  with  the  metallic  chips,  » 
follows:        ' 

To  the  fame  quantity  of  water  as  was  ufed  in  the  Experiment  abort 
mentioned,  at  the  fame  temperature,  (viae.  59°$,)  and  in  the  ft*' 
cylindrical  tin  veffel,  were  now  put  101 6 1  grains  of  metallic  chips  of 
gun- metal,  bored  out  of  the  fame  gun.  from  which  the  flips  ufed  is 
the  foregoing  Experiment  were  taken,  and  at  the  fame  temperttore 
(aio0).  The  Heat  of  the  mixture,  at  the  end  of  i  minute,  was  }«* 
630,  as  before  3  consequently  the  fgepfic  Heat  of  thefe  metallic  chip* 
was  —o.iioo.  Each  of  the  above  Experiments  was  repeated  three 
times,  and  always  with  nearly  the  fameWults, 
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the  machine  ufed  for  boring,  and  at  the  fame  time 
finifhing  the  outfide  of  the  cannon  by  turning,  (fee 
Fig.  2.)  I  caufed  its  extremity  to  be  cut  off;  and, 
fay  turning  down  the  metal  in  that  part,  a  folid  cy- 
linder was  formed,  jl  inches  in  diameter,  and  9A 
inches  long ;  which,  when  finifliedj  remained  joined 
to  the  reft  of  the  metal  (that  which,  properly  fpeak- 
ing,  conftituted  the  cannon)  by  a  fmall  cylindrical 
neck,  only  24  inches  in  diameter,  and  3  A  inches 
long* 

This  fhort  cylinder,  which  was  fupported  in  its 
horizontal  poiition,  and  turned  round  its  axis,  by 
means  of  the  neck  by  which  it  remained  united  to 
the  cannon,  was  now  bored  .with  the  horizontal 
borer  ufed  in  boring  cannon  ;  but  its  bore,  which 
was  3.7  inches  in  diameter,  inftead  of  being  con- 
tinued through  its  whole  length  (9.8  inches)  was 
only  7.2.  inches  in  length ;  fo  that  a  folid  bbttom 
was  left  to  this  hollow  cylinder,  which  bottom  was 
2.6  inches  in  thicknefs. 

This  cavity  is  reprefented  by  dotted  lines  in 
Fig.  2;  as  alfo  in  Fig.  3.  where,  the  cylinder  is> 
reprefented  on  an  enlarged  fcale. 

This  cylinder  being  defigned  for  the  exprefs 
purpofe  of  generating  Heat  by  friftion,  by  having  a 
blunt  borer  forced  againft  its  folid  bottom  at  the 
fame  time  that  it  fhould  be  turned  round  its  axis  by 
the  force  of  horfes,  in  order  that  the  Heat  accumu- 
lated in  the  cylinder  might  from  time  to  time  be 
meafured,  a  ftnall  round  hole,  (fee  d>  e9  Fig.  3)  0.37 
of  an  inch  only  in  diameter,  and  4.2  inches  in 
x  k  4  depth, 
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depth,  for  the  purpofe  of  introducing  a  fmaH 
cylindrical  mercurial  thermometer,  was  made  in  it, 
On  one  fide,  in  a  dire&ion  perpendicular  to  the  axis 
of  the  cylinder,  and  ending  in  the  middle  of  the 
folid  part  of  the  metal  which  formed  the  bottom  of 
its  bore* 

The  folid  contents  of  this  hollow  cylinder,  ex- 
clusive of  the  cylindrical  neck  by  which  it  remained 
united  to  the  cannon,  were  385$  cubic  inches, 
Englifh  meafure;  and  it  weighed  1.13.131b.  Avoir- 
dupois :  as  I  found,  on  weighing  it  at  the  end  of 
the  courfe  of  Experiments  made  with  it,  and  after 
it  had  been  feparated  from  the  cannon  with  which, 
during  the  Experiments,  it  remained  conne&ed*. 

Experiment ,  N°  1. 

This  Experiment  was  made  in  order  to  afcertain 

how  much  Heat  was  actually  generated  by  fti&ion, 

when  a  blunt  fteel  borer  being  fo  forcibly  fhoved 

(by  means  of  a  ftrong  fcrew)  againft  the  bottom  of 

•*  For  fear  I  (hould  "be  fufpecled  of  f>rodija!ity  \n  the  profecutio* 
of  my  philofophical  researches,  I  think  it  neceflary  to  inform  the 
Society,  that  the  cannon  I  made  ufe  of  in  tbi*  Experiment  was  not 
faciificed  to  it.  The  fhort  hollow  cylinder  which  was  formed  at  the 
end  of  it,  was  turned  out  of  a  cylindrical  mafs  of  metal,-  about  »  feet 
in  length,  projecting  beyond  the  muzzle  of  the  gun,  called  in  the 
German  language  the  verlcmer  hpf,  (the  head  of  the  cannon  to  be 
thrown  away),  and  which  is  reprefented  in  Fig.  1. 

This  original  projection,  which  is  cut  off  before  the  gun  is  bored,  is 
always  caft  with  it,  in  order  that,  by  means  of  the  preflfure  of  its 
weight  on  the  metal  in  the  lower  part  of  the  mould*  during  the  time 
it  U  cooling,  the  gun  may  be  the  more  compact  in  the  neighbourhood 
of  the  muzzle  j  where,  without  this  precaution!  the  metal  would  be 
apt  to  be  porous,  or  full  of  honeycombs. 

.  '-.\  the 
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the  bore  of  the  cylinder,  that  the  preffure  againft 
it  was  requal,  to  the  weight  of  about   ioooolb*< 
Avoirdupois,  the  cylinder  was  turned  round  on  its 
axis  (by  the  force  of  horfes)  at  the  rate  of  about 
.  31  times  in  a  minute* 

This  machinery,  as  it  was  put  together  for  the 
Experiment,  is  reprefented  by  Fig.  2.  W  is  a 
flrohg  horizontal  iron  bar,  conne&ed  with  proper 
machinery  carried  round  by  boffes,  by  means  of 
which  the  cannon  was  made  to  turn  round  its  axis* 
...  To  prevent,  as  far  as  poffible,  the  lofs  of  any 
part  of  the  Heat  that  was. generated  in  the  Experi- 
ment, the  cylinder  was  well  covered  up  with  a  fit 
coating  of  thick  and  warm  flannel,  which  was  care* 
fully  wrapped  round  it,  and  defended  it  on  every 
'fide  from  the  cold  air  of  the  atmofphere.  Thfo 
covering  is  not  reprefented  in  the  drawing  of  the 
apparatus,  Fig.  2. 

I  ought  toJmention,  that  the  borer  was  a  flat 
piece  of  hardened  fteel,  0.63  of  an  inch  thick,  4 
inches  long,  and  nearly  as  wide  as  the  cavity  of 
the  bore  of  the  cylinder,  namely,  3  f  inches.  Its 
corners  were  rounded  oflf  at  its  end,  fo  as  to  make 
it  fit  the  hollow  bottom  of  the  bore ;  and  it  was 
firmly  faftened  to  the  iron  bar  (m)  which  kept  it 
in  its  place.  The  area  of  the  furface  by  which  its 
end  was  in  contaft  with  the  bottom  of  the  bore  of 
;he  cylinder  was  nearly  2^  inches.  This  bprer, 
yhich  is  diftinguifhed  by  the  letter  »,  is  reprefented 
fin  moft  of  the  figures. 

At 
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At  the  beginning  of  the  Experiment,  the  tempe- 
rature of  the  air  in  the  fhade,  as  alfo  that  of  the 
cylinder,  was  juft  6o°F. 

At  the  end  of  30  minutes,  when  the  cylinder 
had  made  960  revolutions  about  its  axis,  the  horfo 
being  flopped,  a  cylindrical  mercurial  thermometer, 
whofe  bulb  was  T%V  of  an  inch  in  diameter,  and 
3  J  inches  in  length,  was  introduced  into  the  hole 
made  to  receive  it,  in  the  fide  of  the  cylinder, 
when  the  mercury  rofe  almoft  inftantly  to  130°. 

Though  the  Heat  could  not  be  fuppofed  to  be 
quite  equally  diftributed  in  every  part  of  die  cy- 
linder, yet,  as  the  length  of  the  bulb  of  the  ther* 
mometer  was  fuch  that  it  extended  from  the  axis 
of  the  cylinder  to  near  its  furface,  the  Heat  indi- 
cated by  it  could  not  be  very  different  from  that  of 
the  mean  temperature  of  the  cylinder }  and  it  was  on 
this  account  that  a  thermometer  of  that  particular 
form  was  chofen  for  this  Experiment. 

To  fee  how  feft  the  Heat  efcaped  out  of  the  cy* 
Under,  (in  order  to  be  able  to  make  a  probable  con* 
jefture  refpe&ing  the  quantity  given  off  by.it,  dur* 
ing  the  time  the  Heat  generated  by  the  fri&ion  was 
accumulating,)  the  machinery  (landing  ftill,  I  fuf* 
fered  the  thermometer  to  remain  in  its  place  near 
three  quarters  of  an  hour,  obferving  and  noting 
down,  at  fmall  intervals  of  time,  the  height  of  tb« 
temperature  indicated  by  it. 


Thus, 
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.Thus,  at  the  end  of  '3?2SiSTi 

4  minutes    *    -    - ■  *-    -  126* 
after  5  minutes,  always  reckon- 
ing from  the  firft  ob* 

fervation*    -    -    -     -  t2$° 

at  the  end  of  7  minutes    -----  123* 

12  ■    -----  120* 

14 -----  119* 

16 -----  n8$ 

20  ■  -    .    -    .    .  n69 

24 .....  n5* 

28 -■-_-.  114* 

31 : — **3* 

34 1120 

371 : — *"* 

and  when  41  minutes  had  elapfed      -  no° 


Having  taken  away  the  borer,  I  now  removed 
the  metallic  duft,  or  rather  fcaly  matter,  which 
had  been  detached  from  {he  bottom  of  the  cylinder 
by  the  blunt  fteel  borer,  iri  this  Experiment j  and, 
having  carefully  weighed  it,  I  found  its  weight  to 
be  837  grains  Troy* 

Is  it  poffible  that  the  very  confiderable  quantity 
of  Heat  that  was  produced  in  this  Experiment  (a . 
quantity  which  addally  raifed  the  temperature  of 
above  1131b.  of  gun- metal  at  leaft  70  degrees  of 
Fahrenheit's  thermometer,  and  which,  of  courfe, 
would  have  been  capable  of  melting  6  fib.  of  ice, 
ox  of  caufiflg  near  51b.  of  ice-cold  water  to  boil) 

could" 
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could  have  been  furnifhed  by  {o  inconfiderable  2 
quantity  of  metalKc  duft  ?  and  this  merely  in  cdft- 
fequence  of  a  change  of  it$  capacity  for  Heat  ? 

As  the  weight  of  this  duft  (837  grains  Troy) 
amounted  to  no  more  than  T^Tth  part  of  that  of 
the  cylinder,  it  mud  have  loft  no  lefs  than  948  de- 
grees of  Heat,  to  have  been  able  to  have  raifed  the 
temperature  of  the  cylinder  1  degree ;  and  confe- 
quently  it  muft  have  given  off  66,360  degrees  of 
Heat,  to  have  produced  the  effetts  which  were 
actually  found  to  have  l>een  produced  in  the 
Experiment  f 

But,  without  infifting  on  the  improbability  of 
this  fuppofition,  we  have  only  to  recollett,  that 
from  the  refults  of  a&ual  and  decifive  Experiments, 
made  for  the  exprefs  purpofe  of  afcertaining  that 
faft,  the  capacity  for  Heat,  of  the  metal  of  which 
great  guns  are  caft,  is  not  fenfibly  changed  by  being 
reduced  to  the  form  of  metallic  chips,  in  the  ope- 
ration of  boring  cannon ;  and  there  does  not  feem 
to  be  any  reafon  to  think  that  it  can  be  much 
changed,  if  it  be  changed  at  all,  in  being  reduced 
t&  much  fmaller  pieces,  by  means  of  a  borer  that 
is  lefs  fharp.  ' 

If  the  Heat,  or  .any  confiderable  part  of  it,  were 
produced  in  confequence  of  a  change  in  the  capa- 
city for  Heat  of  a  part  of  the  metal  of  the  cylinder, 
as  fuch  change  could  only  be  fuperjirial\>  the  cy- 
linder would  by  degrees  be  exhau/ied;  or  the  quan- 
tities of  Heat  produced,  in  any  given  fhort  fpace  of 
time,  would  be  found  to  dirainifh  gradually,  ki 

fucceffive 
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Jucceflive  Experiments*  To  find  out  if  this  fealty 
happened  or  not,  I  repeated  the  laft-mentioned 
^Experiment  feverai  times,  with  the  utmoft  care; 
but  I  did  not  difcover  the  fmalleft  fign  of  exhauftion 
in  the  metal,  notwithftanding  the  large  quantities 
of  Heat  a&ually  given  off* 

Finding  fo  much  reafon  to  conclude,  that  the 
Heat  generated  in  thefe  Experiments,  or  excited**  as 
I  would  rather  choofe  to  exprefs  it,  was  not  fur- 
jiiflied  at  the  expence  of  the  latent  Heat  or  combined 
caloric  of  the  naetal,  I  puflied  my  inquiries  a  ftep 
farther,  and  endeavoured  to  find  out  whether  the 
air  did,  or  did  nQt,  contribute  any  thing  in  the 
generation  of  it* 

Experiment ,  N°  2. 

As  the  bore  of  the  cylinder  was  cylindrical,  and 
as  the  ^rpn  bar  (#),  to  the  end  of  which  the 
blunt  fteel  borer  was  fixed,  was  fquare,  the  air 
had  free  accefs  to  the  infide  of  the  bore,  and  even 
to  the  bottom  of  it,  where  the  friftion  took  place 
by  which  the  Heat  was  excited. 

As  neither  the  metallic  chips  produced  in  the 
ordinary  courfe  of  tlje  operation  of  boring  brafs 
cannon,  npr  the  finer  fcaly  particles  produced  in 
the  laft-mentioned  Experiments  by  the  fri&ion  of 
the  blunt  borer,  fhowed  any  figns  of  calculation*  J 
did  not  fee  how  the  air  could  poffibly  have  been 
the  caufe  of  the  Heat  that  was  produced ;  but,  in 
an  inveftigation  of  this  kind,  I  thought  that  nq 
pains  (hould  be  fpared  to  clear  *way  the  rubbifb, 

and 
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and  leave  the  fubjeft  as  naked  and  open  to  rafpeo 
tion  as  poffible. 

In  order,  by  one  decifive  Experiment,  to  deter. 
mine  whether  the  air  of  the  atmofphere  had  any 
part,  or  not,  in  the  generation  of  the  Heat,  I  con- 
trived to  repeat  the  Experiment,  under  circum. 
ftances  in  which  //  was  evidently  impojjible  for  it  to 
produce  any  effeft  whatever.  By  means  of  a  pifton 
jp xa£Hy  fitted  to  the  mouth  of  the  bore  of  the  cy? 
linder,  through  the  middle  of  which  pifton  the 
fquare  iron  bar,  to  the  end  of  which  the  blunt 
fteel  borer  was  fixed,  pafled  in  a  fquare  hole  made 
perfe&ly  air-tight,  the  accefs  of  the  external  air,  to 
the  infide  of  the  bore  of  the  cylinder,  was  effeo 
tually  prevented.  (In  Fig.  3.  this  pifton  (p)  is 
feen  in  its  place ;  it  is  likewife  (hown  in  Fig.  7 
and  8.) 

I  did  not  find,  however,  by  this  Experiment,  that 
the  exclufion  of  the  air  diminiihed,  in  the  fmalleft 
degree,  the  quantity  of  Heat  excited  by  the  frier 
fion. 

There  ftill  remained  one  doubt,  which,  though 
it  appeared  to  me  to  be  fo  flight  as  hardly  to 
deferve  any  attention,  I  was  however  defirous  to  re- 
move. The  pifton  which  clofed  the  mouth  of  the 
bore  of  the  cylinder,  in  order  that  it  might  be  air- 
tight, was  fitted  into  it  with  fo  much  nicety,  by 
means  of  its  collars  of  leather,  and  prefled  againft 
it  with  fo  much  force,  that,  notwithftanding  i* 
being  oiled,  it  occafioned  a  confiderable  degfee  of 
firi&ion,'  when  the  hollow  cylinder  was  turned 

round 
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round  its  axis.  Was  not  the  Heat  produced,  or  at 
leaft  fome  part  qf  it,  occafioned  by  this  fri&ion  of 
the  pifton  ?  and,  as  the  external  air  had  free  accefs 
to  the  extremity  of  the  bore,  where  it  came  in  con- 
taft  with  the  pifton,  is  it  not  poffible  that  this  air 
may  have  had  fome  (hare  in  the  generation  of  the 
Heat  produced? 

Experiment^  N°  3. 

A  quadrangular  oblong  deal  box,  (fee  Fig.  4.) 
water-tight,  1  if  Englifh  inches  long,  9 rV  inches 
wide,  and  9^  inches  deep,  (meafured  in  the  clear,) 
being  provided,  with  holes  or  flits  in  the  middle,  of 
each  of  its  ends,  juft  large  enough  to  receive,  the 
one,  the  fquare  iron  rod  to  the  end  of  which  the 
blunt  fteel  borer  was  fattened,  the  other,  the  fmaU 
cylindrical  neck  which  joined  the  hollow  cylinder 
to  the  cannon ;   when  this  box  (which  was  o$- 
cafionally  clofed  above,  by  a  wooden  cover  or  lid 
moving  on  hinges)  was  put  into  its  place ;  that  is 
to  lay,  when,  by  means  of  the  two  vertical  open- 
ings or  flits  in  its  two  ends,  (the  upper  parts  of 
which  openings  were  occafionally  clofed,  by  means 
of  narrow  pieces  of  wood  Aiding  in  vertical  grooves,) 
the  box  (g-,  b,  /,  k,  Fig.  3.)  was  fixed  to  the  ma-, 
chinery,  in  fuch  a  manner  that  its  bottom  (/,  £,) 
being  in  the  plane  of  the  horizon,  its  axis  coincided 
with  the  axis  of  the  hollow  metallic  cylinder ;  it  is 
evident,  from  the  defcription,  that  the  hollow  me- 
tallic cylinder  would  occupy  the  middle  of  the  box, 
without  touching  it  on  either  fide  (as  it  is  repre- 

fented 
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fented  in  Fig.  3.) ;  and  that,  on  pouring  water  into 
the  box,  and  filling  it  to  the  brim,  the  cylinder 
wpuld  be  completely  fcovered,  and  furrounded  on 
every  fide,  by  that  fluid.  And  farther,  as  the  box 
was  held  faft  by  the  ftrong  fquare  iron  rod  («*), 
which  pafled,  in  a  fquare  hole%  in  the  centre  of  one 
of  its  ends,  (#,  Fig.  4.)  while  the  round  or  cylin- 
drical neck,  which  joined  the  hollow  cylinder  to  the 
end  of  the  cannon,  could  turn  round  -freely  on  its 
axis  in  the  round  hole  in  the  centre  of  the  other  end 
of  it,  it  is  evident  that  the  machinery  could  be  put 
in  motion,  without  the  leaft  danger  of  forcing  the 
box  out  of  its  place,  throwing  the  water  out  of  it, 
or  deranging  any  part  of  the  apparatus. 

Every  thing  being  ready,  I  proceeded  to  make  the 
Experiment  I  had  projected,  in  the  following  manner: 
The  hollow   cylinder   having   been    previoufly 
cleaned  out,  and  the  infide  of  its  bore  wiped  with 
a  clean  towel  till  it  was  quite  dry,  the  fquare  iron 
bar,  with  the  blunt  fteel  borer  fixed  to  the  end  of 
it,  was  put  into  its  place  ;  the  mouth  of  the  bore 
of  the  cylinder  being  clofed  at  the  fame  time,  by 
means  of  the  circular  pifton,  through  the  centre  of 
which  the  iron  bar  pafled. 
%     This  being  done,  the  box  "was  put  in  its  place, 
and  the  joinings  of  the  iron  rod,  and  of  the  neck 
of  the  cylinder,  with  the  two  ends  of  the  box, 
having  been  made  water-tight,  by  means  of  collars 
of  oiled  leather,  the  box  was  filled  with  cold  water, 
(viz.  at  the  temperature  of  600,)  and  the  machine 
was  put  in  motion. 

6  The 
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The  rcfult  of  this  beautiful  Experiment  was  very 
finking,  and  the  pleafure  it  afforded  md  amply  re- 
paid me  for  all  the  trouble  I  had  had,  in  con* 
triving  and  arranging  the  complicated  machinery 
ufed  in  making  it*  .    .  *  • 

The  cylinder,  revolving  at  the  rate  of  about  31 
times  in  a  minute,  had  been  in  motion  but  afhort 
time,  when  I  perceived;  by  putting  my  hand  into 
the  water,  and  touching  the  outfide  of  the  cy- 
linder, that  Heat  was  generated ;  and  it  was  not 
long  before  the  water  which  furrounded  the  cy** 
Knder  began  to  be  fenfibly  warm. 

At  the  end  of  1  hour  I  found,  by  plunging  a 
thermometer  into  the  water  in  the  box,  (the  quan+ 
tity  of  which  fluid  amounted  to  18.  77ft.  Avoir?  . 
dupois,  or  2^  wine  gallons,)  that  its  temperature 
had  been  raifed  no  lefs  than  47  degrees  $  being 
now  107*  of  Fahrenheit's  fcale. 

When  30  minutes  more  had  elafped,  or  1  hour 
and  30  minutes  after  the  machinery  had  been 
put  in  motion,  the  Heat  of  the  water  in  the  box 
was  141°. 

At  the  end  of  2  hours,  reckamfrg  from  the  be- 
ginning of  the  experiment,  the  temperature  of  the 
water  was  found  to  he  raifed  to  1780. 

At  2  hours  20  minutes  it  was  at  2000 ;  and  at 
a  hours  30  minutes  it  actually  boiled  ! 

It  would  be  difficult  to  defcribe  the  furprize 

and  aftonifliment  expreffed  in  the  countenances  of 

vol.  ix.  l  l  the 
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the  by-ftandetfs,  on  feeing  fo  large  a  quantity  of 
cold  water  heated,  and  a&ually  made  to  boil, 
.without  any  fire, 

'  Though  there  was,  in  fe&,  nothing  that  could 
juftly  be  confidered  as  furprifing  in  this  event,  yet 
I  acknowledge  fairly  that  it  afforded  me  a  degree 
ofchildifh  pleafure,  which,  were  I  ambitious  of 
the  reputation  of  a  grave  philofopher^  I  ought  mofi: 
certainly  rather  to  hide  than  to  dHcover. 

The  quantity  of  Heat  excited  and  accumulated 
In  this  Experiment  was  very  confiderable  j  for, 
not  only  the  water  in  the  box,  but  alfo  the  box 
itfelf,  (which  weighed  15!  lb,)  and  the  hollow  me* 
tallic  cylinder,  and  that  part  of  the  iron  bar 
which,  being  fituated  within  the  cavity  of  the  box, 
was  immerfed  in  the  water,  were  heated  150  de- 
grees of  Fahrenheit's  fcale;  viz.  from  6b° 
(which  was  the  temperature  of  the  water,  and  of 
the  machinery,  at  the  beginning  of  the  Experi- 
ipent)  to  2 10%  the  Heat  -of  boiling  water  at 
Munich. 

The  total  quantity  of  Heat  generated  may  bd 
eftimated  with  fome  confiderable  degree  of  pre* 
cifion,  as  follows : 


Of 
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Of  the   Heat  excited       Quantity  of  ice-cold  water  which, 

*»  appar,   »  tav,     -.ItS  It 

been    aftmtly     aCCUtnU-       greet,  or  m»4e  to  boil. 

luted  **  dvfofafr*  wdgbt. 

In  the  water  contained  in  the  wooden 
box,  i8|  lb.   Avoirdupois,    heated    150       n,. 
degrees,  namely,  from  6o°  to  aio°  F.    -    -     15,3 

In  113.  13*  lb.  of  gun-metal,  (the  hol- 
low cylinder,)  heated  150  degrees;  and, 
as  the  capacity  for  heat  of  this  metal  is  to 
that  of  water  as  cnoo  to  ui.oooo,  this 
quantity  of  Heat  would  have  heated  i2f  lb. 
of  water  the  fame  number  of  degrees    -    -     1 0.37 

Ift  36*  7$  cubic  inches  of  iron,  (being 
that  part  of  the  iron  bar  to  which  the 
borer  was  fixed  which  entered  the  box,) 
heated  150  degrees ;  which  may  be 
reckoned  equal  in  capacity  for  Heat  to 
1.2  ilb.  of  water #  .  -        -        -        1.01 

Total  quantity  of  ice-cold  water  which, 
with  the  heat  actually  generated  by  fric- 
tion, and  accumulated  in  2  hours  and  30 
minutes,  might  have  been  heated  180  de-    ■    ■    ■ 
grees  or  made  to  boil        ...        26.58 


•  No  Eftimate  is  here  made  of  the  Heat  accumulate^  in  the  woodea 
box,  nor  of  that  which  mud  have  been  difperfed*  and  loft  during  the 
Experiment, 

ll  2  from 
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From  the  kaowledge  of  the  quantity  of  Heat 
a&ually  produced  in  the  foregoing  Experiment, 
and  of  the  time  in  which  it  was  generated,  we  are 
enabled  to  afcertain  the  celerity  of  its  produGtm% 
and  to  determine  how  large  a  fire  muft  have  been, 
or  how  much  fuel  mud  have  been  confumed,  in 
order  that,  in  burning  equably,  it  fliould  have 
produced  by  combuftion  the  fame  quantity  of  Heat 
in  the  fame  time. 

In  one  of  Dr.  Crawford's  Experiments,  (fee 
his  Treatife  on  Heat,  p.  321,)  37  lb*  7  oz.  Troy, 
=  181920  grams  of  water,  were  heated  2 A  de- 
grees of  FAHRENHEiT'sthermometer,  with  the  Heat 
generated  in  the  combuftion  of  26  grains  of  war. 
This  gives  382032  grains  of  water  heated  1  degree 
with  26  grains  of  wax;  or  14693 1£  grains  of 
water  heated  1  degree,  or  '44£3 =81.631  grains 
heated  180  degrees,  with  the  Heat  generated  in  the 
combuftion  of  one  grain  of  wax. 

The  quantity  of  ice-cold  water  which  might 
have  been  heated  180  degrees,  with  the  Heat  ge- 
nerated by  fri&ion  in  the  before-mentioned  Ex- 
periment, was  found  to  be  26.581b.  Avoirdupois, 
=  188060  grains  \  and,  as  81.631  grains  of  ice- 
cold  water  require  the  Heat  generated  in  the  com- 
buftion of  1  grain  of  wax,  to  heat  it  180  degrees, 
the  former  quantity  of  ice-cold  water,  namely 
188060  grains,  would  require  the  combuftion  of 
no  lefs  than  2303.8  grains  (zz+^oz.  Troy)  of  wax, 
tohe^t  it  j  80  degrees. 

As 
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41s  the  Experiment  (N°  3)1*1  which  the  given 
quantity  of  Heat  was  generated  by  fri&lon,  laffed 
2  hours  and  30  minutes,  =  150  minutes,  k  is 
neceflary,  for  jhe  purpofe  of  afcettamkig  how 
many  wax-candles  of  any  given  fize  muft  butn  to-  . 
gether,  *n  order  that  in  the  combuffion  of  them 
ihe  given  quantity  of  Heat  may  be  generated  in  the 
given  time,  and  confequently  with  the  fame  celerity 
as  that  with  which  the  Heat  was  generated  by 
friftion  in  the  experiment,  that  the  fize  of  the 
candles  fhould  be  determined,  and  the  quantity  of 
wax  confumed  in  a  given  time  by  each  candle,  in 
burning  equably,  fhould  be  known. 

Now  I  found  by  an  Experiment,  made  on  pur- 
pofe to  finiih  thefe  computations,  that  when  a  good 
wax-candle,  of  a  moderate  fize,  -J-  of  an  inch  in  dia- 
iheter,  burns  with  a  clear  flame,  juft  49  grains  of 
wax  are  confumed  in  30  minutes.  Hence  it  ap- 
pears, that  245  grains  of  wax  would  be  confumed 
by  fuch  a  candle  in (150  minutes;  and  that,  to 
burn  the  quantity  of  wax  (=2303,8  grains)  ne- 
ceflary t6  produce  the  quantity  of  Heat  adtually 
obtained  by  fri&ion  in  the  Experiment  in  queftion, 
and  in  the  given  time,  (1 50  minutes,)  nine  candles, 
burning  at  once,  would  not  be  fufficient ;  for  9 
multiplied  into  245  (the  number  of  grains  con- 
fumed by  each  candle  in  150  minutes)  amounts  to 
no  more  than  2205  grains  j  whereas  the  quantity 
of  wax  neceflary  to  be  burnt,  in  order  to  produce 
the  given  quantity  of  Heat,  was  found  to  be 
2303.8  grabs, 

i.L  3  From 
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From  the  refult  of  thefe  computations  it  appears, 
that  the  quantity  of  Heat  produced  equably,  or  ia 
a  continual  ftream,  (if  I  may.  ufe  that  expreffion,) 
by  the  fri&on  of  the  blunt  fteel  borer  againft  the 
bottom  of  the  hollow  metallic    cylinder,  in  thq 
Experiment  under  consideration,  was  greater  than 
that  produced  equably  in  the  combuftion  of  mm 
wax-candles,  each  i  of  an  inch  in  diameter,  all 
burning  together,  or  at  the  fame  time,  with  clear 
bright  flames. 
As  the  machinery  ufed  in  this  Experiment  could 
eafily  be  carried  round  by  the  force  of  one  horfe, 
(though,  to  render  the  work  lighter,  two  horfes 
were  actually  employed  in  doing  it,)  thefe  compu- 
tations fhow  further  how  large  a  quantity  of  Heat 
might  be  produced,  by  proper  mechanical  con- 
trivance, merely  by  the  Strength  of  a  horfe,  with- 
out either  fire,  light,  combuftion,  or  chemical  de- 
•  composition  ;  and,  in  a  cafe  of  neceflity,  the  Heat 
thus  produced  might  be  ufed  in  cooking  viftu^ls. 

But  no  circumftances  can  be  imagined,  in  which 
this  method  of  procuring  Heat  would  not  be  dis- 
advantageous ;  for,  more  Heat  might  be  obtained 
by  ufing  the  fodder  neceflary  for  the  fupport  of  a 
horfe,  as  fuel. 

As  foon  as  the  laft-mentioned  Experiment 
(NQ  3.)  was  finiflied,  the  water  in  the  wooden 
box  was  let  off,  and  the  box  removed ;  and  the 
borer  being  taken  out  of  the  cylinder,  the  fcaly 
metallic  powder,  which  had  been  produced  by 
the  fridion  of  the  borer  againft  the  bottom  of 

6  the 
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the  cylinder,  was  colle&ed,  and,  being  carefully 
weighed,  was  found  to  weigh  4145  grains,  or  about 
8£oz.Troy. 

As  this  quantity  was  produced  in  i\  hours,  this 
gives  824  grains  for  the  quantity  produced  in  half 
an  hour* 

In  the  firft  Experiment,  which  laftedonly  half  an 
hour j  the  quantity  produced  was  837  grains. 

In  the  Experiment  N°  1.  the  quantity  of  Heat 
generated,  in  half  an  hour,  was  found  to  be  equal 
to  that  whiph  would  be  required  to  heat  5  lb. 
Avoirdupois  of  ice-cold  water  180  degrees,  ot 
caufe  it  to  boil. 

According  to  the  refult  of  the  Experiment 
N°  3.  the  Heat  generated  in  half  an  hour  would 
have  caufed  5.31  lb.  of  ice-cold  water  to  boil. 
But,  in  this  laft-mentioned  Experiment,  the  Heat 
generated  being  more  effe&ually  confined,  left  of 
it  was  loft  ;  which'  accounts  for  the  difference  of 
the  refults  of  the  two  Experiments. 

It'  remjdns  for  me  to  give  an  account  of  onfe 
Experiment  more,  which  was  made  with  this  ap- 
paratus* I  found  by  the  Experiment  N°  1 .  how 
much  Heat  was  generated  when  the  air  had  free 
flccefs  to  the  metallic  furfaces  which  were  rubbed ' 
together*  By  the  Experiment  N°  ;.  I  found 
that  the  quantity  of  Heat  generated  was  not  fen- 
fibly  diminifhed  when  the  free  accefs  of  the  air  was 
prevented;  and  by  the  refult  of  N°  3.  it  ap? 
peared  that  the  generation  of  the  Heat  was  not 
presented,  or  retarded,  by  keeping  the  apparatus. 
h  l  4  immerfe4 
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jmmerfed  in  water.  But  as,  in  this  laft-mentioitfd 
Experiment,  the  water,  though  it  ftirrounded  the 
hollow  metallic  cylinder  on  every  fide,  externally, 
was  not  fuffered  to  enter  the  cavity  of  its  bore, 
(being  prevented  by  the  pifton,)  and  confequenfly 
did  not  come  into  cpntaft  with  the  metallic  furfacts 
where  the  Heat  was  generated}  to  fee  what  efefts 
would  be  produced  by  giving  the  water  free  aq:e& 
to  thefe  furfaces,  I  now  made  tfre 

Experiment ,  N°  4? 
The  pifton  which  clofed  the  end  of  the  bore  of 
the  cylinder  being  removed,  the  blunt  borer  and 
the  cylinder  were  once  more  put  together  ;  and  the 
box  being  fixed  in  its  place,  and  filled  with  water, 
(he  machinery  was  again  put  in  motion. 
There  vras  nothing  in  the  refult  of  this  Experi- 
ment that  fenders  it  neceflary  for  me  to  be  very 
particular  in  my  account  of  it.  Heat  was  gene- 
rated, as  in  the  former  Experiments,  and,  to  all 
appearance,  quite  as  rapidly ;  and  I  have  no  doubt' 
but  the  water  in  the  box  would  have  been  brought 
to  boil,  had  the  Experiment  been  continued  as  long 
as  the  laft.  The  only  circumftance  that  furprifed 
me  was,  to  find  how  little  difference  was  occafioned 
in  the  noife  made  by  the  borer  in  rubbing  againft 
the  bottom  of  the  bore  of  the  cylinder,  by  filling 
the  bore  with  water.  This  noife,  which  was  very 
grating  to  the  ear,  and  fojnetimes  almpfl  infup- 
portable,  was,  as  nearly  as  I  could  judge  of  ir, 
quite  as  loud,  and  as  difagreeable,  when  the  Air- 
faces 
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faces  rubbed  together  were  wet  with  water,  as 
when  they  were  in  contact  with  air. 

By  meditating  on  the  refults  of  all  thefe  Experi- 
ments, we  are  naturally  brought  to  that  great 
queftion  which  has  fo  often  been  the  fubjed  of 
fpeculation  among  philpfophers ;  namely, 

.  What  is  Heat?— Is  there  any  fuch  thing  as  an 
igneous  fluid?— \&  there  any  thing  that  can  with 
propriety  be  called  caloric} 

We  have  feen  that  a  very  confiderable  quantity 
of  Heat  may  be  excited  in  the  Friction  of  two  me- 
tallic fujfaces,  and  given  off  in  a  conftant  dream 
pr  flux,  in  ail  directions,  without  interruption  or 
intermiffion,  and  without  any  figns  of  diminution 
pr  exhaujlion. 

From  whence  came  the  Heat  which  was  con- 
tinually given  off  in  this  manner,  in  the  foregoing 
Experiments  ?  Was  it  furnilhed  by  the  final!  par- 
ticles of  metal,  detached  from  the  larger  folid 
mages,  on  their  being  rubbed  together  ?— This,  as 
we  have  already  feen,  could  not  pbffibly  have  been 
the  cafe. 

\^a$  it  furnilhed  by  the  air?— This  could  not 
hav$  been  the  pafe ;  for,  in  three  of  the  Experi- 
ments, the  machinery  being  kept  immerfed  in 
water,  the  accefs  of  the  air  of  the  atmofphere  was 
completely  prevented* 

Was  it  furnilhed  by  the  water  which  furrounded 
the  machinery  ?— That  this  could  not  have  been  the 
cafe  is  evident :  firjl,  besaufe  this  water  was  con- 
tinually receiving  Heat  from  the  machinery,  and 

could 
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could  not,  at  the  fame  time^  be  giving  to,  and  r* 
ceiving  Heat  from,  the  fame  body ;  and  fecondly, 
bec^ufe  there  was  no  chemical  decompofition  of 
ftiy  part  of  this  water.  Had  any  fuch  decompofi- 
tion taken  place,  (which  indeed  could  not  reafbn- 
ably  have  been  expe&ed,)  one  of  its  component 
ekftic  fluids  (moil  probably  inflammable  air)  muft, 
at  the  fame  time,  have  been  fet  at  liberty,  and,  in 
making  its  efcape  into  the  atmofpheie,  would  have 
t>eefi  detected  ;  but  though  I  frequently  examined 
the  water  to  fee  if  any  air  bubbles  rofe  up  through 
it,  and  had  even  made  preparations  for  catching 
them,  in  order  to  examine  them,  if  any  fhouU 
appear,  I  could  perceive  none ;  nor  was  there  any 
fign  of  decompofition  of-  any  kind  whatever,  or 
Qthpr  chemical  procefs,  going  on  in  the  water* 

Is  it  poflibk  that  the  Heat  could  have  been 
fopptfed  by  means  of  the  iron  bar  to  the  end  of 
which  the  blunt  fteel  borer  was  fixed  ?  or  by  the 
fmall  neck  of  gun-metal  by  which  the  hollow 
cylinder  was  united  to  the  cannon  P—TJiefe  fuppo- 
fitions  appear  more  improbable  even  than  either  of 
thofe  before  mentioned ;  for  Heat  was  continually 
going  off,  or  out  of  the  machinery,  by  both  thefe 
paffages,  during  the  whole  time  the  Experiment 
lafted.     .  '•  " 

And,  in  reafoning  on  this  fubjeft,  we  muft  not 
forget  to  confider  that  mojl  remarkable  circumjianq, 
that  the  fource  of  the  Heat-  generated  by  fridtion, 
in  thefe  Experiments,  appeared  evidently  to  he 
.inexhaujiible. 

It 
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It  is  hardly  neeeffary  to  add,  that  any  thing 
which  any  infulated  body,  or  fyftem  of  bodies,  can 
continue  to  furnifh  without  limitation^  cannot  pof- 
fibly  be  a  material  fubftances  and  it  appears  to  me 
to  be  extremely  difficult,  if  not  quite  impoffible,  to 
form  any  diftind  idea  of  any  thing,  capable  of 
being  excited  and  communicated,  in  the  manner 
the  Heat  was  excited  and  communicated  in  thefe 
Experiments,  except  it  be  motion. 

I  am  very  far  from  pretending  to  know,  how,  or 
by  what  means,  or  mechanical  contrivance,  that 
particular  kind  of  motion  in  bodies,  which  has 
been  fuppofed  to  constitute  Heat,  is  excited,  con- 
ti&u/sd,  and  propagated ;  and  f  (hall  not  prefume  ta 
trouble-  the  Society  with  mere  conje&ures ;  par** 
ticularly  on  a  fubjed,  which,  during  fo  many  them* 
iand  years,  the  moft  enlightened  philofophers  have 
endeavoured,  but  in  vain,  to  comprehend* 

But,  although  the  mechanifm  of  Heat  fho^ild,  ia 

fa&,  be  one  of.  thofe  myfteries  of  nature  which 

are  beyond  the  reach  pf  human  intelligence,  this 

ought  by  no  means  to.difcpurage  us,  ox  even  leflfen 

pur  ardour,  in  our  attempts  to  invefligate  the  laws 

pf  its  operations.     How  far  can  we  advance  in  any 

pf  the  paths  which  fcience  has   opened  to  us, 

before  we  find  ourfelves  enveloped  in  thofe  thick 

mifts  which,  on  every  fide,  bound  the  horizon  of 

the  human  intellect  ?     But  how  ample,  and  how 

interefting,  is  the  field  that  is  given  us  to  ex* 

plore ! 

Nobodv, 
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Nobody,  furely,  in  his  fober  fenfes,  has  ever 
pretended  to  underftand  the  mechanifm  of  gravi- 
tation;  and  yet  what  fublime  difcoveries  was  our 
immortal  Newton  enabled  to  make,  merely  by 
the  inveltigarion  of  the  laws  of  its  a&ion ! 

The  effe&s  produced  in  the  world  by  die  agency 
of  Heat  are  probably  juft  as  exten/ive9  and  quite 
as  important,  as  thofe  which  are  owing  to  the 
tendency  of  the  particles  of  matter  towards  each 
other ;  and  there  is  no  doubt  but  its  operations 
lure,  in  all  cafes,  determined  by  laws  equally 
immutable* 

Before  I  finifli  this  Eflay,  I  would  beg  leave  to, 
obfcrve,  that  although,  in  treating  the  fubjefl  I 
Jiave  endeavoured  to  inveftigate,  I  have  made  no 
mention  of  the  names  of  thofe  who  have  gene 
jover  the  lame  ground  before  me,  nor  of  the  fue~ 
cefs  of  their  labours ;  this  omiflion  has  not  been 
owing  to  any  want  of  refpeft  for  my  predeceflbrs, 
but  was  merely  to  avoid  prolixity,  and  to  be  more 
at  liberty  to  purfue,  without  interruption,  the  na^ 
tural  train  of  my  own  ideas. 
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Description  of  the  Figures. 

[Fig.  1.  (hows  the  cannon  ufed  in  the  foregoing 
Jxperiments,  in  the  ftate  it  was  in  when  it  came 
xrni  the  foundry. 

Fig.  a.  fhows  the  machinery  ufed  in  the  Ex- 

^rferiments  N°  1.  anjl  N°  2.     The  cannon  is  feen 

1/jxed  in  the  machine  ufed  for  boring  cannon.    W 

Hft  a  ftrong  iron  bar,  (which,  to  fave  room  in  the 

if  Irawing,  is  represented  as  broken  off,)  which  bar, 

>eing  united  with  machinery  (not  ekprefled  in  the 

figure)  that  is  carried  round  by  horfes,  caufcs  the 

Cannon  to  turn  round  its  axis. 

m  is  a  ftrong  iron  bar,  to  the  end  of  which  the 

blunt  borer  is  fixed;    which,  by  being  forced 

^againft  the  bottom  of  the  bore  of  the  fhort  hollow 

cylinder  that  remains  connected  by  a  fmall  cyiindri- 

cal  neck  to  the  end  of  the  cannon,  is  ufed  in  gene- 

\$  rating  Heat  by  fri&ion. 

m       Fig.  3.  fliows,  on  an  enlarged  fcale,  the  fame 
§f   hollow  cylinder  that  is  reprefented  on  a  fmaller 
fcale  in  the  foregoing  Figure.     It  is  here  feen  cpn- 
"    ne&ed  with  the  wooden  botf  (g9  b9  1,  i9)  ufed  in 
the  Experiments  N°  3.  and  N°  4.  when  this  hol- 
low cylinder  was  immerfed  in  water. 

p,  which  is  marked  by  dotted  lines,  is  the  pifton 
whicji  clofed  the  end  of  the  bore  of  the  cylinder. 
n  is  the  blunt  borer  feen  fidewife. 
dy  e,  is  the  fmall  hole  by  which  the  thermo- 
meter was  introduced,  that  was  ufed  for  afcertain- 

ing 
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ing  the  Heat  of  the  cylinder.  To  fave  room  in  the 
drawing,  the  cannon  is  reprefented  broken  off* 
near  its  muzzle ;  and  the  iron  bar,  to  which  the 
blunt  borer  is  fixed,  is  reprefented  broken  off 
at  m. 

Fig.  4.  is  a  perfpeftive  view  of  the  wooden  box, 
a.  fettion  of  which  is  feett  in  the  foregoing  Figure. 
(See£,  h%  i9  k,  Fig.  3.) 

Fig.  5.  and  6.  reprefent  the  blunt  borer  n>  joined 
to  the  iron  bar  m9  to  which  it  was  fattened. 
.  Fig.  7.  and  8.  reprefent  the  fame  borer,  with  its 
iron  bar,  together  with  the  pifton,  which,  in  the 
Experiments  N°  2.  and  N°  3.  was  ufed  to  dofe 
the  mouth  of  the  hollow  cylinder. 
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